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GENERAL  REPORT. 


The  following  report  comprises  the  general  work  of  the  State  Board  of 
Health  for  the  year  ended  Sept.  30,  1902,  together  with  its  operations 
under  the  food  and  drug  acts  for  the  same  period,  and  under  the  acts 
relating  to  water  supply  and  sewerage  during  the  calendar  year  1902. 

The  first  part,  paged  in  Roman  numerals,  contains  a  condensed  account 
of  the  work  done  under  the  laws  defining  the  duties  of  the  Board. 

The  regular  work  of  the  Board  is  performed  mainly  under  the  provisions 
of  three  separate  acts,  —  an  organic  act  of  1869,  establishing  the  Board; 
an  act  of  1882,  providing  for  the  inspection  of  food  and  drugs ;  and  an  act 
for  the  protection  of  the  purity  of  inland  waters,  of  1886,  together  with  the 
amendments  of  these  acts,  all  of  which  have  been  embodied  in  chapter  75 
of  the  Revised  Laws  of  Massachusetts,  enacted  in  1901. 

The  second  part  of  this  report,  paged  in  Arabic  figures,  presents  the 
fuller  details  of  the  work  of  the  Board  under  the  acts  above  referred  to. 

The  following  members  comprised  the  Board  in  1902  :  — 

Henry  P.  Walcott,  Chairman. 


Hibam  F.  Mills. 
Jambs  W.  Hull. 
Gerard  C.  Tobey. 


Charles  H.  Porter. 
Julian  A.  Mead. 
John  W.  Bartol. 


General  Health  of  the  State  in  1902. 

In  the  last  annual  report  (for  the  year  1901)  it  was  stated  that  the  death- 
rate  of  the  State  in  that  year  was  the  lowest  ever  recorded.  That  of  1902, 
so  far  as  can  be  estimated  from  the  returns  made  to  the  Secretary  of  State, 
was  still  lower,  the  deaths  having  been  only  47,491  out  of  an  estimated 
population  of  2,937,600,  which  is  equivalent  to  only  16.17  per  1,000  of  the 
living  population.  The  lowest  death-rates  in  any  previous  years  of  the  last 
half  of  the  nineteenth  century  were  17  per  1,000  in  1867,  17.33  in  1859, 
and  16.82  in  1901.  The  highest  death-rate  in  any  year  of  the  half-century 
was  that  of  1872,  which  was  22.85,  while  that  of  1849  in  the  previous  half- 
century  was  probably  still  higher.  Death-rates  in  the  first  half  of  the  last 
century  were  probably  much  greater  than  they  were  in  later  times,  in  con- 
sequence of  the  greater  prevalence  of  infectious  diseases. 
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The  following  figures  are  presented  for  the  ten  years  ended  with  1902 :  — 

Massachusetts. 


Tbabb. 

Population.* 

Deaths. 

Death- 
rates. 

Yba.es. 

Population.* 

Deaths. 

Death- 
rates. 

1898, 

■              •               •              • 

2,892,216 

49,084 

20.62 

1898,  .... 

2,679,049 

46,761 

17.46 

1894,  . 

•               •               • 

2,445,604 

46,791 

19.14 

1899 

2,741,470 

47,710 

17.40 

1896,  . 

»              •              •              • 

2,600,188 

47,640 

19.01 

1900 

2,806,846 

61,166 

18.24 

1896,  . 

»               •              •              • 

2,668,448 

49,381 

19.80 

1901 

2,870,710 

48,276 

16.82 

1897,  . 

i              •              •              • 

2,618,061 

47,419 

18.11 

1902 

2,987,600 

47,491 

16.17 

*  Population  estimated  for  interoenaal  years. 


Infectious  Diseases. 

Infections  diseases,  their  management  and  control  so  far  as  comes  within 
the  power  and  authority  of  sanitary  authority,  constitute,  under  existing 
laws,  the  most  important  part  of  the  duty  of  boards  of  health.  The  death- 
rate  from  the  principal  infectious  diseases  was  generally  less  than  that  of 
1901.  While  there  was  an  increase  in  the  number  of  deaths  from  small-pox, 
measles,  cholera  infantum  and  whooping-cough,  there  was  also  a  decrease 
in  those  from  diphtheria,  scarlet  fever,  typhoid  fever,  consumption,  dysen- 
tery, pneumonia  and  cerebro-spinal  meningitis. 

The  deaths  and  death-rates  from  each  of  the  foregoing  diseases  and  from 
cancer  in  the  past  five  years  are  shown  in  the  following  table :  — 

Deaths  and  Death-rates  from  Certain  Diseases  in  Massachusetts,  1898-1902. 


1898. 

1899. 

19043. 

1991. 

190ft. 

. 

m 
J3 

& 

Death-rates 
per  10,000. 

• 

m 

XI 
9* 
« 

2 

Death-rates 
per  10,000. 

• 

m 
JS, 
** 

3 

Death-rates 
per  10,000. 

• 

• 

1 

*g 

?! 

• 

m 

Bmall-pox, 

- 

- 

14 

.06 

8 

.011 

97 

.84 

284 

.97 

Diphtheria  and  croup, 

706 

2.64 

1,047 

8.82 

1,476 

6.26 

1,166 

4.06 

878 

2.97 

Scarlet  fever, 

141 

.63 

286 

.86 

891 

1.89 

886 

1.84 

818 

1.07 

Typhoid  fever,  . 

663 

2.47 

612 

2.28 

682 

2.26 

661 

1.96 

688 

1.88 

Measles,                     , 

82 

.31 

241 

.88 

830 

1.18 

173 

.60 

888 

1.18 

Cholera  infantum,     . 

2,820 

8.66 

1,964 

7.16 

2,893 

8.68 

2,706 

9.48 

8,167 

10.76 

Consumption,    . 

6,288 

19.74 

5,221 

19.06 

6,199 

18.68 

6,088 

17.64 

4,686 

16.96 

Dysentery,. 

293 

1.09 

268 

.98 

267 

.92 

228 

.78 

198 

.66 

Whooping-cough, 

387 

1.26 

888 

1.28 

887 

1.20 

210 

.78 

837 

1.16 

Pneumonia, 

4,206 

16.70 

4,998 

18.21 

5,282 

18.83 

4,772 

16.62 

4,688 

16.60 

Cancer, 

1,907 

7.12 

1,838 

6.70 

1,998 

7.12 

2,080 

7.26 

2,141 

7.29 

Cerebrospinal  meningitis, 

269 

.97 

i 

240 

.88 

m 

.71 

m 

.62 

165 

.66 
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IX 


No  serious  epidemic  of  a  general  character  proving  fatal  to  large  num- 
bers of  the  population  has  prevailed  throughout  the  State  for  several  years, 
or  since  the  epidemic  of  influenza  of  1889-90.  The  principal  epidemic 
years  of  the  last  century  were  1849  and  1872,  in  each  of  which  infectious 
diseases  of  a  destructive  character  were  unusually  prevalent. 

In  the  following  table  a  balance  is  shown  between  the  principal  infectious 
diseases  of  1901  and  1902.  By  this  table  it  appears  that  the  sum  of  the 
deaths  from  these  eleven  principal  infectious  diseases  in  1902  was  less  by 
41  than  those  of  1901  from  the  same  causes.  The  effect  of  this  gain  upon 
the  general  population  is  shown  in  the  following  quotation  from  the  report 
of  1901  :  — 

The  improvement  in  the  death-rate  from  infectious  diseases  is  of  much  greater 
importance  than  the  loss  resulting  from  the  increase  in  the  death-rate  from  such 
diseases  as  cancer,  and  the  diseases  of  the  heart,  kidneys  and  brain,  when  the 
figures  of  1901  are  compared  with  those  of  any  of  the  early  years  of  the  last  half- 
century,  because  the  lives  saved  are  more  valuable  than  the  lives  lost,  those  of  the 
former  class  being  chiefly  of  the  young  who  are  just  entering  upon  the  useful 
period  of  life,  while  the  latter  are  mostly  those  of  old  people  who  have  passed 
that  period. 

Deaths  from  Certain  Infectious  Diseases  in  1901  and  1902. 


DlS  BASKS. 

Small-pox 

Diphtheria  and  croup,   . 
Scarlet  fever,  .... 
Typhoid  fever, 

Measles, 

Cholera  Infantum,  . 
Consumption, . 
Dysentery,      .... 
Whooping-cough,  . 
Pneumonia,     .... 
Oerebro-splnal  meningitis,    . 


Decrease. 


97 

284 

1,160 

878 

885 

318 

Ml 

638 

178 

888 

2,705 

8,167 

6,033 

4,685 

223 

198   ; 

210 

887 

4,772 

4,688 

171 

165 

16,502 

16,461 

187 


160 
462 


121 


920 


293 
72 
23 


848 
80 

189 
6 


961 


This  remarkable  change  in  the  incidence  of  different  diseases  upon  the 
population  has  been  going  on  for  many  years,  not  only  among  American 
populations,  but  upon  those  of  other  countries,  as  shown  in  the  reports  of 
those  countries. 

As  an  illustration  of  this  fact  the  following  table  and  diagram  have  been 
constructed  from  the  data  published  in  the  Registration  reports  of  the  State 
for  the  fifty-year  period  1851-1900.  The  causes  of  death  embraced  in 
columns  1  and  2  are  the  following :  Small-pox,  measles,  scarlet  fever, 
diphtheria,  typhoid  fever,  dysentery,  cholera  infantum,  consumption,  child- 
birth and  whooping-cough.  Those  embraced  in  columns  8  and  4  are  pneu- 
monia, cancer,  kidney  diseases,  heart  diseases  and  brain  diseases. 
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The  added  figures  for  the  years  1901  and  1902  confirm  the  same  prin- 
ciple, and  show  that  these  progressive  changes  are  still  going  on. 


Deaths  and  Death-rates  from  Certain  Diseases  in  Massachusetts  by  Ten-year 

Periods,  1851-1900. 


Periods. 


1 
Deaths. 


Death-rates 
per  10,000. 


8 
Deaths. 


4 

Death-rates 
per  19,000. 


1851-60,  , 
1861-70,  . 
1871-80,  , 
1881-00,  . 
1891-1600, 


94,366 

88.2 

29,609 

109,846 

83.6 

46,969 

129,962 

78.7 

76,740 

121,293 

60.7 

119,098 

46.6 

170,716 

26.0 
36.7 
46.9 
69.6 
67.8 


D/AG/Msr  S^otv/Ata   Combined  Death  Pates 

F/POJV    CEffTTA/f*  /V/TECT/OUS    D/SEASES,    AMD     F/POAf     PMEUMOMfA. 

Camcea?  and  ce/pta/jv  Local.    Causes. 

so.1 


70. 


50. 


* 


4a 
\ 

I20- 


10. 


0 

1861-60. 


1 

^ 

%r^^ 

A*2 
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The  Death-rate  of  Cities. 

The  State  of  Massachusetts  has  become  so  densely  settled,  so  far  as 
relates  to  its  urban  population,  as  to  require  a  better  method  of  computing 
the  death-rates  of  large  cities  than  that  which  is  usually  employed,  when  it 
is  desirable  to  compare  the  death-rates  of  such  cities  with  each  other.  In 
only  one  of  the  States  of  the  Union  (Rhode  Island)  is  the  population  more 
densely  settled  than  that  of  Massachusetts.  The  population  of  the  State, 
now  about  three  millions,  is  limited  to  a  little  more  than  eight  thousand 
square  miles  of  territory,  or  about  375  persons  per  square  mile.  These, 
however,  are  very  unequally  distributed,  the  cities,  33  in  number,  each 
having  over  12,000  inhabitants,  containing  about  three-fourths  of  the  en- 
tire population. 

The  following  tables  are  presented  for  the  purpose  of  showing  the  method 
of  comparing  the  death-rates  of  different  cities  with  each  other,  when  the 
conditions  as  to  the  relative  numbers  of  persons  of  different  sexes  and  ages 
are  not  the  same  in  each.  The  crude  or  recorded  death-rate  of  any  city  for 
a  given  year,  as  obtained  by  comparing  the  existing  population  with  the 
number  of  deaths  in  the  year,  may  be  compared  with  the  death-rate  of  the 
same  city  for  any  other  year  or  series  of  years,  but  it  cannot  be  compared 
with  that  of  another  city,  for  the  same  year,  unless  the  populations  of  the 
two  cities  have  an  identical  relative  distribution  of  the  population  by  sexes 
and  ages. 

For  example :  the  crude  death-rates  of  the  older  cities  and  towns  of  the 
Atlantic  sea-coast  cannot  properly  be  compared  with  those  of  new  western 
cities,  in  which  the  relative  number  of  persons  of  young  and  healthy  ages 
is  in  excess  of  that  in  the  former  cities,  while  the  population  at  advanced 
ages  is  also  correspondingly  smaller.  For  this  reason  the  registrar-general 
of  England  has  devised  the  method  of  referring  the  figures  of  different 
communities,  cities  and  towns  to  some  standard  population,  such  as  that 
of  the  country  at  large,  or,  as  advised  by  other  experts,  to  that  of  some- 
very  healthy  population,  like  that  of  Sweden. 

In  the  following  table  the  population  and  deaths  in  the  State  at  large  are 
assumed  as  a  standard,  and  the  death-rates  of  the  cities  are  compared  with 
this  standard.  The  method  is  fully  explained  in  the  last  edition  of  News- 
holme's  "  Vital  Statistics." 

The  statistics  of  the  year  1900  are  here  selected  for  presentation  because 
the  census  enumeration  was  taken  in  that  year.  The  data  for  sexes  and 
ages,  however,  were  only  published  for  cities  having  a  population  of  25,000 
or  more  in  each.     This  includes  20  of  the  large  cities  of  Massachusetts. 

In  certain  cities  the  death-rate  is  unfavorably  influenced  by  the  presence 
of  public  and  private  institutions,  in  which  a  considerable  number  of  non- 
resident patients  are  treated  whose  deaths  should  not  be  credited  to  the 
death-rate  of  those  cities.     An  allowance  has  therefore  been  made  of  419 
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deaths  of  each  non-residents  in  Boston,  of  119  in  Worcester,  of  79  in 
Taunton,  and  of  90  in  Chelsea,  all  of  which  occurred  in  sixteen  public  and 
private  institutions  during  the  census  year  1900. 

For  the  purposes  of  this  comparison  a  mean  annual  mortality  of  the  State 
by  ages  and  sexes  for  the  three  years  1899,  1900  and  1901  was  calculated 
and  applied  to  the  population  of  each  city  in  this  group.  This  mean  annual 
rate  for  each  sex  and  age  is  shown  in  the  following  table :  — 


Death-rates  by  Sexes  and  Ages.    1899-1901. 


AOBS. 

Males. 

Females. 

Persons. 

1           AOB8. 

1 

Males. 

Females. 

Persons. 

0-  5,  . 

6-10,  . 
10-16,  . 
16-20,  . 
20-25,  . 

68.41 
4.74 
2.84 
4.70 
6.71 

48.00 
4.60 
2.88 
4.48 
6.94 

68.21 
4.67 
2.86 
4.66 
6.80 

1 

1 

I  25-36,  . 
1  36-46,  . 

46-66,  . 

66-66,  . 

66+,  .        . 

7.06 
10.48 
16.26 
80.06 
88.60 

7.31 

9.42 

14.20 

26.61 

82.78 

7.63 

9.96 

16.21 

28.69 

86.86 

From  this  table  it  appears  that  the  death-rate  at  each  age  period  between 
-5  years  and  55  years  was  less  than  that  of  the  State  for  all  ages  (which 
was  17.48  for  the  three  years).  Under  5  years  and  over  55  the  death-rate 
is  much  higher  than  the  combined  death-rate  of  the  State.  If,  therefore, 
the  proportion  of  the  total  population  living  at  different  ages  differs  much 
in  different  cities  or  communities,  then  the  total  death-rates  at  all  ages 
will  also  differ,  independently  of  sanitary  conditions. 

The  same  rule  applies  to  sex  distribution.  At  all  of  the  age  periods, 
except  ages  10-15,  the  female  death-rate  is  lower  than  that  of  the  male; 
hence  an  excess  of  females  also  tends  to  lower  the  general  death-rate  irre- 
spective of  sanitary  conditions. 

Census  of  1900. 


Aob  Distribution  op  Population  or 

MASSACHUSETTS. 

HOLTOKE. 

SALBM. 

AOBS. 

Males. 

Females. 

Males. 

Females. 

Males. 

Females. 

606 

601 

610 

618 

680 

620 

467 

416 

660 

666 

606 

473 

407 

411 

480 

498 

411 

427 

411 

437 

448 

626 

406 

449 

461 

634 

464 

627 

449 

619 

921 

966 

849 

972 

842 

920 

704 

708 

668 

643 

631 

710 

470 

492 

898 

411 

448 

628 

292 

834 

216 

244 

286 

877 

224 

286 

88 

140 

220 

828 

23 

11 

12 

9 

18 

13 

4,876 

6,126 

4,768 

6,242 

4,741 

6,269 

10,000 

10,000 

10,000 
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To  illustrate  this  principle  the  foregoing  table  is  presented,  containing 
the  distribution  of  the  population  by  sexes  and  ages  in  the  State  at  large, 
and  in  the  two  cities,  Holyoke  and  Salem. 

In  Holyoke  the  combined  population  at  ages  0-5  and  all  over  55  con- 
stituted 19.1  per  cent,  of  the  whole  population,  while  that  of  Salem  at  the 
same  ages  was  22.6  of  the  whole.  In  the  case  of  Holyoke  the  percentage 
of  the  population  at  these  ages  was  less  than  that  of  the  State  for  the 
same  ages,  notwithstanding  its  high  birth-rate,  but  its  population  at  ad- 
vanced ages  is  relatively  small,  as  is  usually  the  case  in  comparatively  new 
cities.  In  Salem,  a  much  older  city,  the  population  under  5,  and  also  that 
which  is  over  55,  is  greater  than  that  of  the  State  at  the  same  ages,  thus 
favoring  a  higher  death-rate  in  Salem  and  a  lower  one  in  Holyoke  than 
that  of  the  State  at  large. 

The  method  of  correcting  the  death-rates  for  sex  and  age  distribution  is 
shown  in  the  following  tables  :  — 

Recorded  and  Corrected  Death-rates  per  lftOO  persons  living  in  Massachusetts 

Cities  of  more  than  25,000  Inhabitants  in  1900. 


Cities  ix  ths  Obder  of  tbbie 

CORSEOTED  DEATH-KATE8. 


Standard 
Death-rates. 


Factor  tor 
Correction 
for  Sex  and 
Age  Dis- 
tribution. 


Recorded 

Death-rates. 

19*0. 


Corrected 

Death-rates. 

16*©. 


Comparative 

Mortality 

Figure. 


Massachusetts, 


Brockton,   . 
Maiden,       . 
Newton, 
Haverhill,   . 
Bomeirllle, . 
Fltchborg,  . 
Chelsea, 
Lynn,  . 
Gloucester, 
Cambridge, 
Springfield, 
Salem, 
Worcester, . 
Taunton,     . 
Lowell, 
Boston, 
New  Bedford, 
Lawrence,  . 
Fall  RWer,  . 
Holyoke,     . 


17.48 


16.27 
17.02 
17.08 
17.67 
17.30 
17.02 
17.77 
16.80 
17.88 
16.64 
17.31 
17.95 
16.56 


16.8ft 
16.07 


16.26 
17.07 


16.00 
15.00 


16.56 


1.000 

1.074 
1.027 
1.024 
0.089 
1.010 
1.027 
0.084 
1.040 
1.009 
1.066 
1.010 
0.974 
1.056 
1.086 
1.088 
1.075 
1.024 
1.086 
1.009 
1.124 


18.28 

18.86 
14.58 
16.01 
16.65 
15.67 
15.67 
16.42 
15.91 
17.00 
16.64 
18.93 
19.86 
18.88 
19.43 
19.48 
20.08 
21.19 
20.40 
21.53 
21.96 


18.28 

14.87 
14.92 
15.87 
16.88 
15.88 
16.09 
16.16 
16.56 
17.15 
17.47 
19.12 
19.84 
19.86 
20.09 
21.19 
21.59 
21.70 
22.16 
23.66 
24.68 


1.000 

0.816 
0.818 
0.848 
0.844 
0.868 
0.888 
0.886 
0.908 
0.941 
0.958 
1.049 
1.061 
1.062 
1.102 
1.168 
1.184 
1.190 
1.215 
1.297 
1.854 


In  this  table  the  Standard  Death-rate  signifies  the  death-rate  at  all  ages 
calculated  on  the  hypothesis  that  the  death-rates  at  each  of  the  ten  age 
periods  in  each  city  were  the  same  as  in  Massachusetts  during  the  three 
years  1899-1901,  the  death-rate  at  all  ages  in  Massachusetts  during  that 
time  having  been  17.48  per  1,000.  The  Factor  for  Correction  is  the  figure 
by  which  the  crude  or  recorded  death-rate  should  be  multiplied  in  order  to 
correct  for  variations  of  sex  and  age  distribution.     The  Corrected  Death- 
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rate  is  the  recorded  death-rate  multiplied  by  the  Factor  for  Correction. 
The  Comparative  Mortality  Figure  represents  the  Corrected  Death-rate  in 
each  city,  compared  with  the  Recorded  Death-rate  at  all  ages  in  Massachu- 
setts in  1900  taken  as  1000. 

The  figures  in  this  column  (5)  may  be  read  as  follows :  after  making 
approximate  corrections  for  differences  of  age  and  sex  distribution,  the 
same  number  of  living  persons  that  gave  1,000  deaths  in  Massachusetts  in 
1900  gave  816  in  Brockton,  818  in  Maiden,  1,354  in  Holyoke,  etc. 

The  first  column  in  the  table  is  obtained  by  assuming  that  the  mean 
mortality  in  Massachusetts  in  the  three  years  1899-1901  prevailed  in  each 
city.  The  age  and  sex  distribution  of  each  of  these  cities  at  the  census  of 
1900  being  known,  the  mean  mortality  in  Massachusetts  in  1899-1901  is 
applied  to  the  population  thus  constituted,  and  the  result  is  the  series  of 
death-rates  in  column  1.  The  differences  in  the  death-rates  of  the  cities 
in  this  column  are  therefore  caused  only  by  the  difference  in  the  age  and 
sex  distribution  of  their  inhabitants. 

The  following  example  shows  the  method  of  obtaining  these  standard 
death-rates :  — 

The  population  of  Holyoke  in  1900  was  45,712 ;  the  total  number  of 
calculated   deaths  in   Holyoke  was   711 ;   the  standard  death-rate  was, 

therefore, — =  15.55,  as  shown  in  the  table,  page  xiii. 

45712  '  '  F  5 

Now  the  mean  annual  death-rate  of  Massachusetts  in  1899-1901  was 
17.48.  This  should  be  the  same  as  the  calculated  death-rate  for  Holyoke, 
which  was  obtained  by  applying  the  mean  annual  death-rate  of  Massachu- 
setts at  the  different  age  groups  to  the  population  of  Holyoke  at  the  same 
ages. 


Aqm. 


Mkan  Annual  Dkath-katk  in 

Massachusetts,  1889-1901, 

pkk  1,000  Living  at  Each 

Group  or  Aoks. 


Males. 


Females. 


Under  6  yean, 
6-10  years,  . 
10-15  years,  . 
16-20  years,  . 
20-26  years,  . 
26-85  years,  . 
$6-46  years,  . 
45-56  years,  . 
66-65  years,  . 
66  years  and  over 
Unknown,     . 


68.41 

4.74 

2.84 

4.70 

6.71 

7.96 

10.48 

16.26 

80.96 

88.60 


48.00 

4.60 

2.88 

4.43 

6.94 

7.81 

9.42 

14.20 

26.61 

82.78 


Population  op 

Holtokb. 

1900. 


Males. 


Females. 


2,787 

2,514 

2,194 

2,048 

2,075 

3,881 

8,006 

1,818 

986 

381 

66 


21,744 


2,824 
2,642 
2,276 
2,400 
2,866 
4,446 
2,940 
1,879 
1,113 
642 
41 


23,968 


46,712 


Calculated  Number  of 
Deaths  in  Holtokb. 


Males. 


Females. 


163 
12 
6 
10 
14 
81 
31 
80 
80 
84 


361 


186 
12 
6 
11 
17 
32 
28 
27 
29 
68 


860 


711 


But  the  calculated  or  standard  death-rate  for  Holyoke  is  lower,  as  shown 
above,  which  must  arise  from  the  fact  that  the  distribution  of  ages  and 
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sexes  in  the  Holyoke  population  is  more  favorable  than  in  the  State  at 
large.     This  can  be  seen  by  consulting  the  table  on  page  xii. 

The  standard  death-rate  in  Holyoke,  being  lower  than  that  of  the  State, 
must  be  raised  in  a  certain  ratio  in  order  to  bring  it  into  comparison  with  that 
of  the  State.     It  must  be  increased  in  the  proportion  of  15.55  to  17.48. 

The  factor  for  correction  for  age  and  sex  distribution,  by  which  the 
recorded  death-rate  of  Holyoke  must  be  multiplied  in  order  to  make  it 

comparable  with  that  of  Massachusetts  is  — : —  =  1124.     We  have  em- 
F  15.55 

ployed  a  triennial  correction  figure  as  a  constant,  having  the  census  year 
1900  as  the  middle  year  of  the  three.  Any  error  which  may  be  due  to  the 
use  of  a  triennial  correction  figure  instead  of  a  special  correction  figure  for 
a  single  year  is  so  small  that  it  may  practically  be  disregarded.  By  multi- 
plying the  recorded  death-rates  in  column  3  by  the  factors  for  correction, 
the  corrected  death-rates  in  column  4  are  obtained.  These  are  the  death- 
rates  which  would  have  been  recorded  in  each  town  had  its  population 
been  identical,  so  far  as  age  and  sex  distribution  are  concerned,  with  the 
population  of  Massachusetts. 

Small-pox. 

The  beginning  of  the  epidemic  of  small-pox,  which  has  prevailed  in 
Massachusetts  from  the  spring  of  1901  until  the  present  time  (June, 
1902),  but  which  appears  to  be  nearly  at  an  end,  was  reported  upon  in 
the  last  annual  report  of  the  Board.  This  epidemic  reached  its  height  in 
January,  1902,  in  which  month  347  cases  were  reported,  with  35  deaths. 
From  that  time  the  monthly  roll  of  cases  gradually  diminished  until  mid- 
summer, after  which  there  was  again  an  increase  until  the  close  of  the 
year,  but  the  number  of  cases  reported  monthly  in  the  past  winter  was 
less  than  half  as  great  as  that  of  the  preceding  winter. 

Comparing  the  epidemic  of  1902  with  that  of  former  years,  the  number 
of  cases  and  also  the  number  of  deaths  were  very  much  in  excess  of  those 
of  any  year  since  the  epidemic  of  1872-73,  but  by  no  means  as  great  as 
they  were  in  that  epidemic. 

Relatively,  the  mortality  from  small-pox  in  1 902  was  at  the  rate  of  a 
little  more  than  .9  per  10,000  (93  per  million  inhabitants),  while  that  of 
1872  was  6.7,  or  about  seven  times  as  great,  and  that  of  1873  was  4.3. 

In  the  twenty-five  years  (1851-75)  the  death-rate  from  small-pox  ex- 
ceeded that  of  1902  13  times,  viz.,  in  1851,  '54,  '55,  '56,  '59,  '60,  '64,  '65, 
'66,  '67,  '71,  '72  and  '73 ;  but  in  no  single  year  of  the  last  quarter  of  the 
nineteenth  century  did  it  rise  higher  than  .25  per  10,000,  or  but  little  more 
than  a  quarter  of  its  rate  in  1902. 

The  whole  number  of  reported  cases  during  the  year  1902  was  2,305,  of 
whom  1,359  were  males  and  942  were  females,  and  the  sex  of  4  was  not 
stated.  Out  of  this  number,  274  died,  — 173  males  and  101  females.  The 
general  fatality  was  therefore  11.9  per  cent. 
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The  cases  and  deaths  were  distributed  throughout  the  year  as  follows :  — 


Months. 

Cases. 

Deaths. 

Mouths. 

Cases. 

Deaths. 

January,   . 

February,         . 

March, 

April, 

May, .... 

Jnne, 

July, . 

847 
282 
281 
241 
249 
100 
188 

85 
28 
20 
26 
84 
26 
21 

August.     .... 
:  September, 

1  Ootober,    .... 
'  November,               .       • 

,  December, 

i 
i 

i 

i 

79 

88 

110 

180 

161 

14 
12 
16 
23 
20 

2,806 

274 

Distribution  of  the  Disease.  —  The  cases  reported  to  the  Board  were 
widely  distributed  throughout  the  State.  The  whole  number  of  cities  and 
towns  from  which  cases  were  reported  to  the  Board  was  122,  every  city  out 
of  the  33  cities  in  the  State  reporting  cases,  varying  in  number  from  1  to 
1,024.  Boston  and  the  metropolitan  district,  however,  suffered  most 
severely  from  the  epidemic.  Out  of  the  2,305  cases  which  were  reported, 
1,024  were  reported  from  Boston  and  1,522  from  the  metropolitan  district, 
or  66  per  cent,  of  the  whole.  This  district  contained,  by  the  census  of 
1900,  40  per  cent,  of  the  population  of  the  State. 

The  cities  in  the  metropolitan  district  outside  of  Boston  which  suffered 
most  severely  were  Cambridge,  Somerville,  Everett  and  Maiden,  with  174, 
64,  52  and  36  cases,  respectively.  Out  of  the  30  cities  and  towns  within 
10  miles  of  Boston,  there  were  only  5,  Belmont,  Dedham,  Lexington, 
Needham  and  Winthrop,  in  which  there  were  not  one  or  more  cases  re- 
ported during  the  year. 

Outside  of  the  metropolitan  district,  the  number  of  cases  showed  very 
little  relation  to  the  numbers  of  the  population,  several  small  manufactur- 
ing villages  suffering  severely.  The  cities  and  towns  reporting  the  largest 
number  of  cases  were  the  following :  Hard  wick  (Gilbertville),  60 ;  Lowell, 
53  ;  Northbridge,  43 ;  Southbridge,  41 ;  Dudley,  38  ;  Salem,  36  ;  Webster, 
25;  Holyoke,  20;  Gardner,  20;  New  Bedford,  19;  Lawrence,  19;  Stur- 
bridge,  18;  Wayland,  18;  Taunton,  17;  Fall  River,  14;  Springfield,  12; 
and  Marlborough,  12. 

In  some  of  the  small  manufacturing  towns  there  had  been  gross  neglect 
of  the  laws  relating  to  the  vaccination  of  employees  of  manufacturing  cor- 
porations. In  one  or  more  instances,  notably  at  Gilbertville,  very  many 
cases  were  not  reported,  since  the  epidemic  at  that  place  had  continued 
from  November,  1901,  until  March,  before  any  cases  were  reported  to  the 
Board,  the  cases  being  either  unrecognized  or  not  reported. 

It  appears  probable  that  the  2,305  cases  officially  reported  to  the  Board 
in  1902  do  not  represent  the  sum  total  of  all  the  cases  which  occurred  in 
the  State,  since,  after  careful  inquiry,  there  were  a  few  towns  in  which 
cases  were,  as  in  the  town  of  Hardwick,  either  unrecognized  or  concealed 


1903.] 


PUBLIC   DOCUMENT  — No.  34. 


xvii 


at  the  time  of  their  occurrence.  The  whole  number  of  each  cases  did  not 
probably  exceed  200  in  all.  The  law  requiring  reports  to  be  made  in  all 
instances,  under  penalty  of  forfeiture  of  claim  upon  the  State  for  expenses 
of  State  cases,  has  undoubtedly  exercised  a  salutary  effect  in  making  the 
reports  of  cases  fairly  complete. 

The  comparative  immunity  of  the  paper  mill  towns  and  villages  in  this 
epidemic  is  notable,  when  compared  with  the  facts  reported  in  earlier  epi- 
demics, especially  in  that  of  1872-73,  this  fact  being  undoubtedly  due  to 
the  greater  care  which  such  towns  have  taken  to  secure  the  vaccination  of 
their  inhabitants  who  were  specially  exposed  to  small-pox  in  consequence 
of  the  use  of  rags  in  the  manufacture  of  paper. 

Occupations.  —  The  occupations  of  persons  attacked  are  not  stated  with 
sufficient  detail  to  enable  us  to  present  exact  figures.  It  appears,  however, 
from  the  returns  received,  that  women  engaged  in  housework,  laborers, 
teamsters,  mill  operatives  and  shoemakers  were  attacked  in  largest  numbers. 

Persons  engaged  in  certain  occupations,  however,  are  specially  exposed 
to  attack  during  epidemics  of  small-pox,  and  these  are  nurses,  physicians, 
laundry  operatives,  the  employees  of  paper  mills  and  those  of  the  trans- 
portation companies.  During  the  year  1902,  11  nurses,  6  physicians,  4 
laundry  operatives  and  6  railway  employees  were  reported  as  having  small- 
pox. 

Of  the  nurses,  4  had  been  vaccinated  and  7  were  unvaccinated.  Of  the 
physicians,  1  only  was  unvaccinated.  The  seven  unvaccinated  nurseB 
probably  constituted  all  of  the  unvaccinated  nurses  employed  during  the 
epidemic  in  attending  patients  ill  with  small-pox. 

The  comparative  immunity  of  railway  employees,  when  the  large  number 
employed  is  considered,  was  undoubtedly  due  to  the  care  taken  by  the  large 
corporations  in  securing  the  vaccination  of  their  operatives  during  the  early 
part  of  the  epidemic. 

Summary  of  Several  Years.  —  The  following  table  presents  the  numbers 
of  cases  and  of  deaths  from  small-pox  in  the  period  of  twenty  years  from 
1883  to  1902  inclusive  :  — 


YftAKS. 


1888, 

1884, 

188* 

1886 

1887 

1888, 

1889, 

1890 

1891 

1892, 

1898, 

1894, 


Cases. 

Deaths. 

i 
t 

21 

6 

9 

.3 

82 

19 

2 

- 

13 

3 

82 

9 

16 

6 

e 

1 

6 

3 

19 

2 

46 

9 

185 

83 

Years. 


1895,         .... 

1896 

1897 

1898,          .... 
1899 

1900,  .... 

1901,  .... 

1902,  .... 

Total, 

Fatality,  13.2  per  cent. 


Cases. 


1 
6 

18 

12 

105 

104 

778 

2,305 


3,712 


Deaths. 


14 

3 

101 

274 


489 
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Sex.  —  The  record  of  the  distribution  of  the  sexes  begins  with  1885,  and 
shows  that  the  number  of  males  attacked  was  2,109  and  that  of  females 
1,513,  or  in  the  ratio  of  139  males  to  100  females. 

In  a  few  instances  in  the  earlier  years  of  the  period  the  sex  was  not 
stated. 

Fatality. — The  whole  number  of  cases  reported  was  8,712  and  the 
deaths  489,  or  13.2  per  cent.  The  epidemic  of  the  past  two  years  was 
unusually  mild  in  character.  The  fatality  in  the  year  1902,  when  the 
greater  portion  of  the  cases  occurred,  was  only  11.9  per  cent. 

Condition  as  to  Vaccination.  —  Of  3,634  reported  cases  which  occurred 
since  and  including  1888,  1,522  were  vaccinated,  and  of  these  there  were 
133  deaths;  2,046  were  unvaccinated,  and  of  these  there  were  302  deaths. 
In  "66  cases  the  facts  in  regard  to  vaccination  were  not  stated,  and  of  these 
there  were  10  deaths. 

Ages.  — The  information  derived  from  the  records  of  cases  of  small-pox, 
when  considered  with  reference  to  the  ages  of  the  persons  attacked,  to- 
gether with  the  number  and  ages  of  these  which  terminated  fatally,  is  of 
the  highest  importance  in  its  bearing  upon  the  efficiency  of  vaccination  as 
a  life-saving  measure. 

The  following  table  presents  the  age  incidence  of  this  disease,  both 
upon  the  morbidity  and  the  mortality  of  small-pox  in  Massachusetts  in  the 
period  1888-1902,  the  vaccinated,  the  unvaccinated  and  those  among  whom 
the  facts  as  to  vaccination  were  unknown  being  separately  classified. 
These  facts  are  obtained  from  the  official  returns  of  local  boards  of  health 
to  the  State  Board  of  Health. 

Small-pox  in  Massachusetts,  by  Ages,  and  with  reference  to  Vaccinatum, 

1888-1902. 


Vaccinated.    \ 

Unvaccinatxd. 

Unknown. 

Total. 

AOK8. 

Cast  a. 

i 

Deaths.  1 

i 

i 

Cases. 

Deaths. 

i 

1  Cases. 

1 
Deaths. ' 

Cases. 

Deaths. 

Under  1  year, 

8 

- 

147 

44 

2 

- 

162 

44 

1  to   6  years, 

>          '       i 

28 

- 

481 

63 

4 

1 

468 

64 

6  to  10  year*, 

28 

- 

226 

8 

i 

6 

- 

269 

8 

10  to  16  years, 

41 

- 

02 

4 

2 

- 

186 

4 

16  to  20  years, 

88 

8 

208 

17 

6 

2 

297 

22 

20  to  80  years, 

407 

27 

604 

76 

20 

6 

981 

108 

80  to  40  year*, 

462 

41 

261 

48 

6 

1 

709 

90 

40  to  60  year*, 

286 

28 

119 

82 

7 

- 

411 

69 

Over  60  year*, 

186 

84 

80 

16 

8 

1 

248 

61 

Ages  unknown, 

10 

- 

9 

4 

10 

- 

29 

4 

1,622 

188 

2,046 

i 

802 

68 

10 

8,634 

446 
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From  the  foregoing  table  the  following  significant  facts  may  be  noted :  — 

Only  3  vaccinated  children  under  one  year  of  age  were  attacked  with 
small-pox,  and  these  all  survived ;  while  there  were  147  attacks  of  unvac- 
cinated infants  under  one  year  old,  and  of  this  number  44  died,  or  80  per 
cent. 

Among  vaccinated  persons  under  fifteen  years  old  there  were  100  attacks 
and  no  r deaths ;  but  among  unvaccinated  persons  of  the  same  ages  there 
were  895  attacks  and  109  deaths. 

Among  vaccinated  adults  over  fifteen  years  of  age  there  were  1,412  at- 
tacks and  138  deaths ;  and  among  unvaccinated  persons  over  fifteen  years 
old  there  were  1,142  attacks  and  189  deaths. 

It  is  also  worthy  of  notice  that  386  school  children,  or  children  of  school 
ages  (five  to  fifteen  years),  were  attacked,  and  of  this  number  317,  or  more 
than  four-fifths,  were  unvaccinated.  There  were  only  12  deaths  out  of  this 
number,  since  this  is  the  period  of  life  when  the  power  to  resist  fatal  at- 
tacks of  disease  is  greatest. 

Out  of  the  1 ,522  who  were  recorded  as  having  been  vaccinated,  it  was 
stated  in  the  returns  that  1,054,  or  nearly  70  per  cent.,  had  been  vaccinated 
in  childhood  or  infancy  only ;  and  nearly  every  one  of  the  deaths  of  adults 
'recorded  as  "  vaccinated"  occurred  among  this  class. 

The  foregoing  figures  illustrate  the  decided  saving  of  life  among  persons 
of  early  ages,  the  gross  neglect  of  vaccination  of  school  children,  and  the 
neglect  of  revaccination  among  adults. 

The  change  in  the  age  incidence  of  Bmall-pox  since  the  introduction  of 
vaccination  is  one  of  the  most  important  proofs  of  the  effect  of  this  prac- 
tice. 

Before  the  discovery  and  introduction  of  vaccination,  small-pox  was  pre- 
eminently a  disease  of  children,  — quite  as  much  so  as  either  scarlet  fever 
or  measles. 

The  immunity  from  small-pox  secured  by  the  vaccination  of  infants  is 
not  permanent,  and  vaccination  should  therefore  be  repeated  at  the  end  of 
about  ten  years.  (The  German  law  requires  revaccination  at  twelve  years 
of  age  ;  and  the  new  law  of  France  requires  three  vaccinations,  one  during 
the  first  year,  another  in  the  eleventh  year  and  a  third  in  the  twenty-first 
year. ) 

Now,  since  a  very  large  share  of  the  population  is  vaccinated  in  infancy, 
but  many  of  these  persons  neglect  revaccination,  consequently  the  number 
of  attacks  and  the  deaths  resulting  from  the  same  are  carried  forward,  and 
occur  in  the  adult  ages  of  life.  The  effect  of  this  is  shown  in  the  following 
diagram,  in  which  are  shown  the  numbers  of  the  population  who  die  at 
certain  ages  from  measles  and  scarlet  fever  out  of  each  thousand 
persons  at  all  ageB.  Another  diagram  also  shows  the  distribution  of 
small-pox  mortality  by  ages  in  the  eighteenth  century.    In  the  case  of 
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measles  and  scarlet  fever  nothing  has  yet  been  discovered  by  which  im- 
munity may  be  produced  at  early  ages ;  but  vaccination  in  the  case  of 
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small-pox  has  wrought  a  very  decided  change  in  the  age  distribution  of 
small-pox  mortality,  as  shown  by  the  second  diagram. 

The  figures  for  making  the  diagram  illustrating  the  small- poxjmortality 
in  the  eighteenth  century  were  taken  from  the  very  carefully  [kept  records 
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of  two  English  towns,  one  Scotch  town  and  the  city  of  Geneva  in  Switzer- 
land. 

Those  which  were  employed  for  the  diagrams  illustrating  measles,  scarlet 
fever  and  small-pox  in  the  nineteenth  century  were  the  experience  of  the 
mortality  from  these  causes  in  Massachusetts  in  the  period  of  forty  years, 
1856-95.  The  whole  number  of  deaths  from  these  causes  in  the  forty 
years  was  46,662. 

Consumption. 

The  change  which  has  been  constantly  progressing  in  the  death-rate 
from  consumption  constitutes  one  of  the  marked  features  of  the  vital 
statistics  of  most  civilized  countries  at  the  present  day.  In  a  recent  num- 
ber of  "  Public  Health,"  a  journal  published  in  London,  Dr.  Hillier*  shows 
that,  if  the  present  rate  of  decrease  in  the  mortality  of  this  disease  is  con- 
tinued with  the  same  uniform  rate  for  several  years  longer,  its  extinction 
may  be  looked  for  in  England  within  the  next  half  century. 

The  same  rule  applied  to  Massachusetts  would  apparently  show  the  ex- 
tinction of  the  disease  in  our  population  even  within  a  shorter  period. 
For  many  years  the  number  of  deaths  from  this  disease  exceeded  5,000  per 
year  in  Massachusetts,  the  greatest  number  occurring  in  1885,  when  there 
were  5,955.  But  not  only  has  the  relative  number  of  deaths  from  this 
disease  rapidly  diminished,  but  the  absolute  number  has  also  fallen  from 
5,955  in  1885  to  4,685  in  1902. 

The  deaths  from  this  cause  in  1902  were  4,685,  and  constituted  15.9  per 
10,000  of  the  living  population,  as  compared  with  42.7  in  1858,  a  period  of 
fifty  years. 

The  following  table  presents  the  death-rate  from  consumption  in  Mas- 
sachusetts for  the  first  ten  years  and  the  last  ten  years  of  the  past  half- 
century  :  — 

Death-rates  from  Consumption  in  Massachusetts  per  lOfiOO  Inhabitants,    Iwo 

Ten-year  Periods, 


Ybabs. 


Tew  Ybabs, 
1S5S-SS. 


Death-rates, 

from 
Consumption. 


1S53, 
1894, 
185*. 
1866, 
1857, 
1868, 
1868, 
1880, 
1861, 
1862, 


42.7 
41.8 
41.0 
40.8 
80.6 
88.4 
88.0 
87.0 
86.6 
84.8 


Ybabs. 


Tew  Ybabs, 
1S9S-1SM. 


Death-rates 

from 
Consumption. 


1808, 
1804, 
1806, 

llfBv, 
1897, 
1808, 
1800, 
1000, 
1001, 
1002, 


28.1 
22.3 
21.0 
21.7 
20.8 
10.7 
10.0 
18.6 
17.6 
16.0 


*  The  Prospect  of  Extinguishing  Tuberculosis,  by  Alfred  Hillier,  sf.D.    Public  Health,  Maroh,  1008. 
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In  the  following  diagram  the  decrease,  in  the  death-rate  from  consump- 
tion by  ten-year  periods  in  Massachusetts  is  shown^for  thejhalf  century 
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1851-1900.    The  figures  for  1901  and  1902  as  given  below  also  show  the 
same  general  direction  of  progressive  fall  in  the  death-rate. 

Deaths  and  Death-rales  from  Consumption  in  Massachusetts,  1851-1902. 


Periods. 


Deaths. 


Death-rates 

per 

10,000. 


1861-1860,  . 
1861-1870, . 
1871-1880,  . 
1881-1890,  . 


46,262 
46,918 
64,089 
68,808 


89.9 
84.9 
82.7 
29.2 


Periods. 


Deaths. 


Death-rates 

per 

10,OO0. 


1891-1900, . 

1901,  . 

1902,  . 


64,874 
6,083 
4,686 


21.4 

17.6 
16.9 
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Typhoid  Fever. 

Typhoid  fever  is  an  infectious  disease  to  which  the  term  "  preventable" 
clearly  applies.  A  high  death-rate  from  this  cause  in  any  community  usually 
gives  evidence  of  carelessness  or  neglect  either  in  the  management  or  con- 
trol of  the  local  water  supply  or  of  the  milk  supply.  Very  many  of  the 
epidemics  of  this  disease  which  have  occurred  in  the  State  in  recent  years 
have  been  traceable  to  the  milk  supplies  of  cities  and  towns  and  to  careless 
and  unclean  methods  of  handling  such  supplies. 

In  the  recent  reports  of  the  Board,  tables  have  been  presented  giving  the 
statistics  of  mortality  from  this  cause  in  the  cities  of  the  State  since  1871, 
showing  a  fairly  uniform  decrease  since  that  year.  The  mean  death-rate 
of  the  33  cities  ih  1901  was  shown  to  have  been  but  little  more  than  one- 
fourth  as  great  as  it  was  in  the  five-year  period  1871-75. 

The  following  table  presents  the  figures  for  the  two  years  1901  and  1902 
in  each  city,  by  which  it  appears  that  the  mean  death-rate  in  the  33  cities 
for  the  two  years  1901-02  was  2.01  per  10,000.  The  highest  death-rates 
from  this  cause  were  4.5,  3.5  and  3.5,  respectively,  in  Newburyport,  New 
Bedford  and  North  Adams ;  and  the  lowest  were  0.9,  04  and  0.4,  in  Cam- 
bridge, Woburn  and  Marlborough. 

Deaths  and  Death-rates  from  Typhoid  Fever  in  the  Cities  of  Massachusetts, 

1901-02. 


ClTISS. 

s*2 

Death-rates  per 
10,000. 

Citim. 

Deaths   from 
Typhoid  Fever, 
1901-0*. 

Death-rates  per 

10,000. 

Cities. 

at 

-2© 

«£* 

Death- rates  per 

iotooo. 

Newbwyport,     . 

13 

4.5 

Lawrence, 

28 

2.1 

Northampton,     . 

6 

1.8 

New  Bedford,     . 

45 

8.5 

Everett, 

10 

1.9 

Beverly, 

4 

1.3 

North  Adams,     . 

18 

8.6 

Melrose, 

6 

1.9 

Lynn,   . 

19 

1.3 

Chelsea, 

21 

8.0 

Lowell, 

86 

1.8 

Somervllle, . 

16 

1.2 

Waltham,    , 

14 

2.9 

Ohleopee, 

7 

1.7 

Newton, 

8 

1.1 

Ptitafield, 

12 

2.8 

Worcester,  . 

48 

1.7 

Med  ford, 

4 

1.0 

Maldeo, 

19 

2.7 

Fitch  burg,    , 

11 

1.7 

Cambridge, 

18 

0.9 

Taunton, 

17 

2.8 

Fall  River,  , 

85 

1.6 

Woburn, 

1 

0.4 

Salem,  . 

18 
19 

2.5 
2.4 

Gloucester, , 
Holyoke, 

8 
15 

1.6 
1.6 

Marlborough, 
Total,     . 

1 

0.4 

Htverhill,    . 

789 

2.01 

Boston, 

273 

2.4 

Brockton,    , 

12 

1.4 

Springfield, . 

28 

2.1 

Qaincy, 

7 

1.4 

The  total  number  of  deaths  from  typhoid  fever  in  the  33  cities  in  the 
thirty-two  years  was  17,087.  The  mean  death-rates  from  this  cause  in 
these  cities  during  the  past  thirty-two  years  were  as  follows :  — 
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Death-rates  of  Cities  from  Typhoid  Fever  per  10%000%  1871*1902. 

Massachusetts. 


1871-75, 8.2 

1876-80, 4.2 

1881-85, 4.1 

1886-90, 4.6 


1891-95 8.4 

1896-1900 2.6 

1901-2 2.01* 


*  For  the  whole  State  the  death-rate  from  typhoid  fever  in  1901  was  only  1.96  per  10,000,  and  in  19C2 
It  was  only  1.88. 

In  the  State  at  large  the  entire  number  of  deaths  from  typhoid  fever  in 
1902  was  only  538,  this  being  the  smallest  number  ever  registered  in  the 
State  in  a  single  year  from  this  cause  since  the  beginning  of  registration  in 
1842. 

Diphtheria. 

The  destructive  character  of  this  disease  has  been  greatly  changed  during 
the  past  quarter  of  a  century,  and  the  serious  epidemics  which  prevailed  in 
the  decade  1870-80  have  not  recurred  since  that  time.  In  the  five  years 
1876-80  there  were  several  towns  of  considerable  size  in  which  at  least 
one-third  of  all  the  deaths  were  deaths  from  diphtheria.  This,  however, 
has  not  been  the  case  for  more  than  twenty  years ;  and,  while  the  disease 
may  be  properly  termed  endemic,  according  to  the  'common  usage  of  the 
term,  it  is  rare  to  find  any  town  of  city  in  which  epidemics  occur.  The 
following  figures  show  the  decrease  in  the  destructiveness  of  this  disease  in 
the  period  1876-1902  :  — 

Deaths  and  Death-rates  from  Diphtheria,  1876-1902,  by  Five-year  Periods. 

Massachusetts. 


Ybakb. 

Deaths. 

Death-rate 

per  10,000 

Living. 

Ybabs. 

Deaths. 

Death-rate 

per  10,000 

Living. 

1876-80,      .... 
1881-86,     .... 
looO"Wv,      *         .         .         • 

18,676 
8,944 
8,867 

16.8 
9.6 
8.4 

1891-96 

1896-1900 

1901-02 

7,662 
6,881 
2,089 

6.4 
4.7 
8.6 

By  the  foregoing  table,  it  appears  that  the  death-rate  from  this  disease 
has  fallen  from  15.8  in  1&76-80  to  8.5  in  the  two  years  1901-02,  the  latter 
rate  being  but  little  more  than  one-fifth  of  the  former,  and  also  less  than 
that  of  any  five  years  since  the  disease  was  first  distinctly  recognized  in  the 
mortality  reports  of  the  State. 

How  much  of  this  improvement  may  be  attributed  to  isolation,  disinfec- 
tion and  other  sanitary  measures,  and  how  much  to  causes  still  undiscovered 
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and  unknown,  it  is  impossible  to  state.  It  is  quite  plain,  however,  that  the 
decided  fall  in  fatality  (ratio  of  deaths  to  cases)  observed  in  the  past  eight 
years  is  coincident  with  and  undoubtedly  doe  to  the  introduction  of  anti- 
toxin treatment.  This  is  shown  not  only  by  figures  comprising  the  deaths 
and  notified  cases,  but  by  the  confidence  with  which  the  general  practitioner 
now  regards  an  average  case  of  this  disease,  and  the  hope  with  which  he 
can  usually  give  assurance  of  recovery,  as  compared  'with  the  hopeless 
character  of  the  disease  in  earlier  times.  (See  report  upon  Antitoxin  in 
latter  portion  of  this  volume.) 

Glanders. 

An  unusual  prevalence  of  glanders  among  horses  and  the  occurrence  of 
occasional  cases  among  human  beings  during  the  past  two  years  renders  it 
desirable  to  Btate  certain  facts  relative  to  the  characteristics  of  this  disease 
and  the  best  methods  of  preventing  it  among  men.  During  the  two  years 
1901  and  1902,  according  to  the  report  of  Dr.  Peters,  Chief  of  the  Cattle 
Bureau  of  Massachusetts,  1 ,482  horses  either  died  from  glanders  or  were 
killed  in  consequence  of  this  disease  in  the  State,  these  cases  occurring  in 
157  cities  and  towns  scattered  throughout  the  State. 

The  deaths  among  human  beings  from  this  cause  were  very  few,  the 
whole  number  in  the  sixty  years  ended  with  1901  being  only  30. 

Glanders  is  common  to  horses,  mules  and  asses,  and  is  communicable  to 
man,  these  animals  constituting  the  usual  source  of  the  disease  when  occur- 
ring in  human  beings.  Persons  employed  in  the  care  of  horses  are  most 
exposed  to  the  disease.  In  106  cases  collected  by  Bollinger  the  occupa- 
tions indicate  the  source  of  infection,  41  being  hostlers,  11  coachmen,  14  ' 
owners  of  horses,  10  veterinary  surgeons,  12  horse  butchers,  2  horse  deal- 
ers, etc.  Only  5  per  cent,  were  women,  and  these  were  girls  employed  in 
stables  where  there  were  glandered  horses,  or  were  the  wives  of  hostlers 
and  drivers.  There  was  but  1  child  among  the  number,  and  his  father  was 
a  coachman. 

Infection  usually  takes  place  from  wounds  of  the  hands,  from  the  con- 
junctiva, or  from  the  mucous  membrane  of  the  nares  or  throat,  these  latter 
places  being  infected  by  contact  with  the  nasal  secretions  of  the  horse, 
which  are  thrown  a  considerable  distance  by  the  frequent  snorting  of  the 
animal. 

Cases  are  on  record,  though  rare,  in  which  it  would  happen  that  the  virus 
entered  the  system  with  the  food. 

While  some  writers  have  made  a  minute  classification  of  the  disease,  with 
many  subdivisions,  there  are  only  two  forms  which  are  of  practical  interest, 
the  acute  and  the  chronic  forms. 

In  acute  glanders  in  man  there  is  at  first  an  indefinite  feeling  of  discom- 
fort, exhaustion,  pain  in  the  head  and  chilly  sensations,  together  with 
vague  pains  in  the  muscles  and  Joints.    If  the  virus  has  entered  the  system 
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through  a  wound  in  the  skin,  this  often  heals  quickly  without  leaving  & 
trace.  Often  the  patient  complains  of  gastric  disturbance,  indigestion  and 
constipation,  which  later  on  gives  place  to  profuse  diarrhoea.  The  liver 
may  become  enlarged  and  painful,  and  there  may  be  jaundice. 

The  pulse  is  usually  small  and  frequent,  though  occasionally  abnormally 
slow.^  Temperature,  103°  to  104°.  There  is  also  a  feeling  of  giddiness, 
headache,  ringing  in  the  ears  and  sleeplessness. 

Later  on  the"  pulse  becomes  weaker,  thready,  and  often  increases  to 
110-140  and  more,  the  temperature  rising  to  105°.  The  skin  becomes 
covered  with  a  cold,  clammy  sweat,  consciousness  becoming  more  and  more 
cloudy,  till  the  patient  becomes  comatose,  and  finally  dies. 

Prevention.  — The  methods  of  prevention  consist  mainly  in  the  inspection 
of  animals  suspected  to  be  suffering  with  this  disease,  their  isolation,  and 
slaughter  when  found  to  be  suffering  with  the  disease.  They  should  not 
be  permitted  to  mingle  with  healthy  animals  or  even  kept  in  close  prox- 
imity to  them,  after  a  diagnosis  of  glanders  is  established.  Attendants 
who  have  been  in  charge  of  diseased  animals  should  not  be  allowed  to 
handle  healthy  animals  until  cleaning  and  disinfection  of  their  clothing  and 
hands  have  been  performed. 

Attendants  should  look  with  suspicion  upon  all  horses  having  a  discharge 
from  the  nose,  or  corded  nodules  under  the  skin.  They  should  guard  care- 
fully againBt  infecting  abrasions  of  the  hands,  however  slight  they  may 
seem,  with  discharges  from  diseased  horses.  Bandages,  dressings  and  in- 
struments which  have  been  used  about  animals  or  man  affected  with  glanders 
are  capable  of  carrying  the  infection,  unless  rendered  harmless  by  thorough 
disinfection. 

Stalls  from  which  animals  affected  with  glanders  have  been  removed 
should  be  thoroughly  cleansed  with  boiling  water ;  scrapingB  and  sweep- 
ings should  be  scalded  and  burned.  The  droppings  and  the  refuse  of 
fodder  should  also  be  scalded  or  burned. 

The  harness,  particularly  the  bit,  should  be  either  thoroughly  scalded, 
or  soaked  in  a  five  per  cent,  solution  of  carbolic  acid  for  a  few  hours,  and 
then  scrubbed  with  soap  and  hot  water,  and  dried  before  being  used  on  a 
healthy  animal. 

The  carcasses  of  dead  animals  should  be  deeply  buried  or  burned  (A.  C. 
Abbott,  Hygiene  of  Transmissible  Diseases,  Becond  edition,  p.  197). 

When  a  local  board  of  health  receives  notice  of  the  existence  of  a  case  of 
glanders  in  an  animal  within  the  jurisdiction  of  such  board,  they  should 
immediately  give  notice  to  the  State  Board  of  Cattle  Commissioners. 

In  the  event  of  a  case  occurring  in  a  human  being,  the  local  board  should 
notify  the  State  Board  of  Health,  as  required  by  the  provisions  of  chapter 
75  of  the  Revised  Laws,  section  52. 
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Other  Preventable  Diseases. 

In  addition  to  the  diseases  specifically  mentioned  in  the  foregoing  sum- 
mary, there  are  others  which  are  worthy  of  notice,  chiefly  in  consequence 
of  the  fact  that  each  one,  with  the  exception  of  cholera  infantum,  shows  a 
marked  dec  re  aae,  when  the  figures  of  1901  and  1902  are  compared  with 
thoee  of  the  earlier  five-year  pcrioda.  The  most  notable  decrease  in  mor- 
tality among  the  diseaaea  enumerated  in  tbia  liat  appears  in  the  columns 
headed  scarlet  fever,  dysentery  and  whooping-cough. 

Another  column  might  have  been  added  to  show  the  decrease  in  the 
diseases  incident  to  child-birth,  the  mortality  from  which  has  fallen  from  2 
and  2.4  per  10,000  living  in  the  two  five-year  periods  1866-70  and  1871-75, 
to  1.4  and  1.2  in  the  two  periods  1891-95,  and  1896-1900,  or  nearly  one- 
half.  A  better  measure,  however,  of  the  mortality  from  this  group  of 
diseases  is  found  in  comparing  them  with  the  number  of  births  (living  and 
still-births  together,  each  case  of  plural  births  being  counted  as  one) .  The 
average  mortality  in  five  years  of  the  early  period  was  .88  of  1  per  cent, 
of  the  birth  a  or  labors,  and  that  of  five  later  years  was  .48  only. 

There  can  be  little  doubt  that  a  large  share  of  this  amelioration  or  im- 
provement has  been  wrought  by  the  effect  of  sanitary  measures,  very  many 
of  which  are  of  a  decidedly  life-saving  character. 


Deaths  and 

Death-rate 

Massachusetts  per 

10.000  Living  frort 

i  Certain  In- 

fectiotts 

Diseases  by  Five-year  Periods,  1886-1900,  and  for  1901-02. 

: 

Stim.iT  Fivh, 

DusranT. 

S££. 

vssr 

DMU.  1  oj«J; 

[*.«-. 

Death- 

IM*. 

sssr 

■*.«.. 

SS2T 

18W-T0 

i.oai 

l.f 

■  W 

4) 

U*t 

10.1 

1.4*1 

a.i 

UM-luo. 

HI 

J 

1,434 

1 

J 

11,  BM 

J 

ns 

ik*;  .    .    . 

M3 

,., 

1»S 

0.1 

8,167 

10. T 

Sanitary  Legislation  of  1903. 
The  following  statutes  containing  provisions  relating  to  public  health 


were  enacted  in  1903 : 


[Cha 


'■>■] 


An  Act  relative  to  Returns  of  Records  of  Deaths  bt  Clerks  of  Cities 
and  Towns. 
Section  1.  Section  eighteen  of  chapter  twenty-nine  of  the  Revised  Laws  is 
hereby  amended  by  inserting  after  the  word  "births",  in  the  eighth  line,  the 
word :  —  and,  —  by  striking  out  the  words  "  and  deaths  ",  in  the  same  line,  by  in- 
serting after  the  word "  births  ",  in  the  eleventh  line,  the  word:  —  and,  —  by  strik- 
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ing  out  the  words  "  aod  deaths ",  in  the  same  line,  and  by  adding  at  the  end  of 
said  section  the  words :  —  The  clerk  of  each  city  and  town  shall,  on  or  before  the 
tenth  day  of  every  month,  transmit  to  the  secretary  of  the  Commonwealth,  upon 
blanks  to  be  furnished  by  him,  certified  copies  of  the  records  of  deaths  recorded 
in  such  city  or  town  during  the  preceding  month,  —  so  as  to  read  as  follows :  — 
Section  18.  The  clerk  of  each  town  and  of  each  city  containing  less  than  thirty 
thousand  inhabitants  shall  annually,  on  or  before  the  first  day  of  March,  the  clerks 
of  cities  containing  more  than  thirty  thousand  and  less  than  one  hundred  thousand 
inhabitants  on  or  before  the  first  day  of  April,  and  the  clerks  of  cities  containing 
one  hundred  thousand  inhabitants  or  more,  on  or  before  the  first  day  of  May, 
transmit  to  the  secretary  of  the  Commonwealth  certified  copies  of  the  records  of 
births  and  marriages  recorded  therein  during  the  preceding  calendar  year,  with 
certified  copies,  upon  blanks  provided  by  the  secretary,  of  all  such  records  and 
corrections  in  records  of  births  and  marriages  as  may  not  have  been  previously 
returned.  The  clerk  of  each  city  and  town  shall,  on  or  before  the  tenth  day  of 
every  month,  transmit  to  the  secretary  of  the  Commonwealth,  upon  blanks  to  be 
furnished  by  him,  certified  copies  of  the  records  of  deaths  recorded  in  such  city  or 
town  during  the  preceding  month. 

By  the  terms  of  this  act  the  work  of  collecting  and  tabulating  the  statis- 
tics relating  to  mortality  should  be  greatly  facilitated,  since  the  material 
forwarded  to  the  central  office  from  each  city  and  town  must  now  be  sent 
monthly,  instead  of  after  the  close  of  the  year. 

[Chapter  306.]    ■ 

An  Act  relative  to  Infected  Articles. 

Section  1.  Section  ninety  of  chapter  seventy-five  of  the  Revised  Laws  is 
hereby  amended  by  adding  at  the  end  thereof  the  words:  —  or  by  the  city  or 
town,  as  the  board  may  determine.  For  any  article  of  furniture  or  wearing  ap- 
parel ordered  to  be  destroyed  by  an  order  of  the  board  of  health  the  city  or  town 
may  recompense  the  owner  to  an  amount  not  exceeding  fifty  dollars,—  so  as  to 
read  as  follows :  —  Section  90*  The  expense  of  securing,  transporting  and  puri- 
fying such  articles,  as  fixed  by  the  board,  shall  be  paid  by  the  owners  or  by  the 
city  or  town,  as  the  board  may  determine.  For  any  article  of  furniture  or  wear- 
ing apparel  ordered  to  be  destroyed  by  an  order  of  the  board  of  health  the  city  or 
town  may  recompense  the  owner  to  an  amount  not  exceeding  fifty  dollars. 

[Chapter  358.] 

An  Act  to  direct  the  State  Board  of  Health  to  investigate  the 
dumping  of  Garbage  and  Rubbish  in  the  Harbors  and  along  the 
Seacoast  of  Massachusetts  Bat,  and  to  report  as  to  the  Same. 

Section  1.  The  state  board  of  health  is  hereby  directed  to  investigate  the 
dumping  of  garbage  and  rubbish  in  the  harbors  and  along  the  seacoast  of  Massa- 
chusetts Bay,  and  to  report  its  findings  to  the  general  court,  with  such  recommen- 
dations as  it  may  deem  expedient  to  provide  for  the  inspection  and  regulation  of 
such  dumping,  and  to  prevent  the  strewing  of  the  shores  with  offensive  material, 
whereby  a  nuisance  is  created. 

Section  2.  To  carry  out  the  purposes  of  this  act  the  said  board  is  hereby 
authorized  to  expend  a  sum  not  exceeding  one  thousand  dollars. 


I    • 
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[Chafteb  361.] 

Am  Act  relative  to  the  Sale  op  Renovated  Butter. 

Section  forty-eight  of  chapter  fifty-six  of  the  Revised  Laws  is  hereby  amended 
by  striking  out  all  after  the  word  '*  type  ",  in  the  twentieth  line,  and  inserting  in 
place  thereof  the  words :  —  Whoever  violates  any  provision  of  this  section  shall 
for  a  first  offence  be  punished  by  a  fine  of  not  less  than  twenty-five  nor  more  than 
one  hundred  dollars,  for  a  second  offence  by  a  fine  of  not  less  than  one  hundred 
nor  more  than  three  hundred  dollars,  and  for  a  subsequent  offence  by  a  fine  of 
five  hundred  dollars  or  by  imprisonment  for  not  less  than  sixty  nor  more  than 
ninety  days,  —  so  as  to  read  as  follows :  —  Section  48.  Whoever,  himself  or  by 
his  agent,  or  as  the  servant  or  agent  of  another  person,  sells,  exposes  for  sale  or 
has  in  his  custody  or  possession  with  intent  to  sell,  any  article  or  compound  which 
is  produced  by  taking  original  packing  stock  or  other  butter,  or  both,  melting  the 
same,  so  that  the  butter  fat  can  be  drawn  off,  mixing  the  said  butter  fat  with 
skimmed  milk,  or  milk,  or  cream,  or  other  milk  product,  and  re-churning  the  said 
mixture,  or  by  any  similar  process,  and  is  commonly  known  as  process  butter, 
shall  have  the  words  "renovated  butter"  conspicuously  stamped,  labelled  or 
marked,  in  a  straight  line  in  printed  letters,  not  less  than  one  half  inch  in  length, 
of  plain,  uncondensed  gothic  type,  so  that  said  words  cannot  be  easily  defaced, 
upon  the  top,  side  and  bottom  of  every  tub,  firkin,  box  or  package  containing  said 
article  or  compound.  The  seller  at  retail  of  said  article  or  compound,  which  is 
not  in  the  original  package,  shall  himself  or  by  his  agent,  attach  to  each  package 
so  sold  and  deliver  therewith  to  the  purchaser  a  label  or  wrapper  bearing  in  a 
conspicuous  place  upon  the  outside  of  the  package  the  words  "  renovated  butter  n 
in  printed  letters  not  less  than  one  half  inch  in  length,  in  a  straight  line  of  plain, 
uncondensed  gothic  type.  Whoever  violates  any  provision  of  this  section  shall 
for  a  first  offence  be  punished  by  a  fine  of  not  less  than  twenty-five  nor  more 
than  one  hundred  dollars,  for  a  second  offence  by  a  fine  of  not  less  than  one  hun- 
dred nor  more  than  three  hundred  dollars,  and  for  a  subsequent  offence  by  a  fine 
of  five  hundred  dollars  or  by  imprisonment  for  not  less  than  sixty  nor  more  than 

ninety  days. 

[Chapter  383.] 

An  Act  relative  to  Separate  Systems  of  Drainage. 

Section  1.  The  owner  of  every  estate  abutting  on  a  public  way  in  which  a 
drain,  namely,  a  conduit  for  surface  or  storm  water  and  such  waters  as  shall  be 
specified  by  the  state  board  of  health ;  and  a  sewer,  namely,  a  conduit  for  all 
other  waters  and  for  sewage,  all  such  other  waters  to  be  considered  sewage,  shall 
have  been  provided  by  a  city  or  town,  and  the  owner  of  any  other  estate,  using 
any  such  drain  or  sewer,  shall  make  or  change  the  plumbing  of  his  estate  so  that 
the  waters  shall  be  kept  separate  from  the  sewage ;  and  shall,  as  directed  by  the 
officer  having  charge  of  the  maintenance  of  sewers  in  such  city  or  town,  make  con- 
nections for,  and  conduct,  the  waters  into  the  drain  and  the  sewage  into  the  sewer. 

Sections  2  and  3  of  this  act  are  special  statutes,  and  relate  to  the  metro- 
politan district  only. 


Section  4.    The  supreme  judicial  court  and  the  superior  court  shall  have  juris- 
diction In  equity  to  enforce  the  provisions  of  this  act. 
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[Chaptbk  467.] 

An  Act  to  provide  further  for  the  Enforcement  by  the  State  Board 
of  Health  of  the  Laws  relating  to  the  Inspection  of  Food  and 
Drugs. 

Section  six  of  chapter  seventy-five  of  the  Revised  Laws  is  hereby  amended  by 
striking  out  in  the  second  line,  the  word  "  eleven  " ,  and  inserting  in  place  thereof 
the  word :  —  twelve,  —  so  as  to  read  as  follows :  —  Section  6.  The  state  board  of 
health  may  annually  expend  not  more  than  twelve  thousand  five  hundred  dollars 
for  the  enforcement  of  the  provisions  of  sections  sixteen  to  twenty-seven,  inclu- 
sive ;  but  not  less  than  three  fifths  of  said  amount  shall  be  annually  expended  for 
the  enforcement  of  the  laws  against  the  adulteration  of  milk  and  milk  products. 

By  the  foregoing  act  the  appropriation  annually  granted  for  the  enforce- 
ment of  the  food  and  drug  statutes  is  increased  from  $11,500  per  year  to 
$12,500.  This  increase  was  necessitated  chiefly  in  consequence  of  the 
enactment  of  chapter  110  of  the  Acts  of  1902,  whereby  the  powers' and 
duties  of  the  inspector  and  assayer  of  liquors  were  transferred  to  the  State 
Board  of  Health. 

[Chapter  480.] 

An  Act  relative  to  the  Production   and  Distribution  of  Antitoxin 

and  Vaccine  Lymph. 

Section  1.  Section  four  of  chapter  seventy-five  of  the  Revised  Laws  is  hereby 
amended  by  inserting  after  the  word  "  institutions ",  in  the  eleventh  line,  the 
words :  —  and  may,  for  the  use  of  the  people  of  the  Commonwealth,  produce  and 
distribute  antitoxin  and  vaccine  lymph,  —  so  as  to  read  as  follows:  —  Section  4. 
Said  board  shall  take  cognizance  of  the  interests  of  health  and  life  among  the 
citizens 'of  the  Commonwealth,  make  sanitary  investigations  and  inquiries  relative 
to  the  causes  of  disease,  and  especially  of  epidemics,  the  sources  of  mortality 
and  the  effects  of  localities,  employments,  conditions  and  circumstances  on  the 
public  health,  and  relative  to  the  sale  of  drugs  and  food  and  the  adulterations 
thereof ;  and  shall  gather  such  information  relative  thereto  as  it  considers  proper 
for  diffusion  among  the  people.  It  shall  advise  the  government  relative  to  the 
location  and  other  sanitary  conditions  of  any  public  institutions ;  and  shall  have 
oversight  of  inland  waters,  sources  of  water  supply  and  vaccine  institutions,  and 
may,  for  the  use  of  the  people  of  the  Commonwealth,  produce  and  distribute 
antitoxin  and  vaccine  lymph.  It  shall  annually  examine  all  main  outlets  of 
sewers  and  drainage  of  cities  and  towns  of  the  Commonwealth,  and  the  effect  of 
sewage  disposal,  and  shall  annually  report  thereon  to  the  general  court,  with  such 
recommendations  for  the  protection  of  the  interests  of  persons  and  property  and 
for  the  prevention  of  offensive  odors  and  objectionable  conditions  as  it  considers 
expedient. 

Manual  of  Health  Laws. 

In  consequence  of  the  size  and  expense  of  the  edition  of  Revised  Laws  of 
the  Commonwealth,  and  the  fact  that  amendments  are  enacted  every  year, 
it  was  deemed  advisable  to  publish  a  manual  of  the  laws  relating  to  public 
health,  for  the  use  of  local  boards  of  health;  and  for  this  purpose  a  first 
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•edition  of  this  manual  was  prepared  and  published  in  1882,  and  a  new  edi- 
tion has  been  issued  about  as  often  as  once  in  three  or  four  years  since  that 
time. 

The  publication  of  the  present  edition  has  been  legalized  by  an  act  of 
Legislature  (chapter  230,  Acts  of  1902), which  authorizes  the  Board  "to 
publish  not  oftener  than  once  in  three  years,  beginning  with  the  year  nine- 
teen hundred  and  two,  a  manual  of  the  laws  relating  to  boards  of  health  in 
this  Commonwealth,  together  with  such  other  information  upon  the  same 
subject  as  the  board  may  deem  expedient,  the  same  to  be  distributed  among 
the  local  boards  of  health  throughout  the  Commonwealth." 

This  manual  contains,  in  addition  to  the  statutes  relating  to  public  health 
which  appear  in  the  new  edition  of  Revised  Laws  of  1902,  all  of  the  de- 
cisions of  the  supreme  court  relative  to  these  statutes  which  have  been  made 
.previous  to  July,  1903.  It  also  contains  all  of  the  health  legislation  of  1902 
and  1903,  together  with  other  matters  pertaining  to  public  health,  which 
will  make  it  a  convenient  handbook  for  ail  health  officials,  as  well  as  for 
medical  examiners,  physicians  and  persons  engaged  in  the  sale  of  food 
products. 

A  portion  of  the  same  manual,  containing  the  laws  of  the  State  relative 
to  the  sale  of  food  and  drugs,  will  also  be  issued  in  a  separate  form,  for  the 
use  of  persons  engaged  in  the  sale  of  such  articles. 

The  present  edition  will  be  completed  and  ready  for  distribution  during 
the  month  of  November  of  the  present  year  (1903). 

Health  of  Towns,  and  Medical  and  Sanitary  Inspection. 

During  the  past  five  years  the  Board  has  maintained  a  medical  and  sani- 
tary inspector,  whose  duties  are  defined  in  the  following  vote  of  the  Board 
of  July  7,  1898  :  — 

That  a  new  officer  in  the  administrative  and  advisory  work  of  the  Board  be 
appointed,  whose  duties  shall  be  controlled  by  the  following  regulations:  the 
special  function  of  this  officer  shall  be  the  collection  of  information  relating  to  the 
public  health  of  Massachusetts;  the  investigation  of  local  epidemics  in  this  Com- 
monwealth; the  establishment  and  maintenance  of  closer  relations  between  the 
Board  and  local  boards  of  health ;  and  the  determination,  by  skilled  inquiry,  of  the 
causes  of  abnormally  high  death-rates. 

In  accordance  with  this  plan,  Dr.  F.  L.  Morse  was  appointed  by  the 
Board  in  1898  as  ite  medical  and  sanitary  inspector,  and  has  carried  out  the 
work  laid  down  in  this  order  of  the  Board  continuously  since  1898.  The 
work  of  this  department  has  proved  an  efficient  aid  in  the  investigation  of 
the  causes  Of  disease,  and  especially  in  the  prevention  of  their  spread. 
Daring  the  recent  epidemic  of  small-pox  an  unusual  amount  of  work  waB 
accomplished  in  this  direction,  as  may  be  seen  by  consulting  that  portion 
q(  this  report  which  relates  to  the  health  of  towns ;  and  efficient  aid  was 
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rendered  to  local  boards  of  health,  especially  in  the  smaller  towns,  which  are 
not  so  fully  equipped  for  sanitary  work  as  the  cities  and  larger  towns. 

By  this  means  also  the  State  and  local  boards  of  health  are  brought  into 
closer  and  more  harmonious  relation.  Another  circumstance  which  has 
greatly  facilitated  the  progress  of  sanitary  work  in  Massachusetts  is  the 
organization  known  as  the  Association  of  Boards  of  Health,  which  meets 
quarterly,  and  affords  an  excellent  means  for  interchange  of  opinions  upon 
all  the  various  topics  which  relate  to  public  health  administration.  This 
organization  is  open  to  all  persons  who  are  interested  in  sanitary  work. 

Water  Supply  and  Sewerage. 

The  duties  of  the  Board  under  the  provisions  of  the  sections  of  chapter 
75  of  the  Revised  Laws  relating  to  the  pollution  of  water  supply  and  its 
sources,  and  under  general  and  special  acts  relating  to  water  supply,  sew- 
erage and  sewage  disposal  and  kindred  subjects,  have  been  materially 
increased  by  legislation  in  recent  years.  A  portion  of  these  duties  are 
advisory,  others  are  experimental,  while  others  still  relate  to  the  examina- 
tion of  water  supplies,  ice  supplies  and  rivers,  the  establishment  of  rules 
for  the  sanitary  protection  of  water  supplies,  the  examination  of  sewer  out- 
lets and  of  flats  and  waters  from  which  shell-fish  are  taken,  and  the  preven- 
tion of  the  pollution  of  the  Neponset  River* 

This  work  is  carried  on  under  the  direction  of  the  committee  on  water 
supply  and  sewerage  of  the  Board. 

Advice  to  Cities  and  Towns.  —  During  the  year  1902  ninety-three  appli- 
cations have  been  presented  to  the  Board  for  advice  with  reference  to  water 
supply,  sewerage,  ice  supply,  and  the  prevention  of  the  pollution  of  streams, 
including  two  applications  for  rules  and  regulations  for  the  sanitary  protec- 
tion of  water  supplies  and  one  for  approval  of  the  location  of  a  public  insti- 
tution. A  copy  of  the  record  of  the  action  of  the  Board  in  each  of  iliese 
cases  will  be  found  on  pages  1-89  of  this  report. 

Examinations  of  Water  Supplies.  —  The  waters  of  nearly  all  of  the  sources 
of  public  water  supply  of  cities  and  towns  of  the  State  have  been  examined 
at  least  once  during  the  year,  by  means  of  a  chemical  analysis  of  samples 
of  the  water  sent  to  the  laboratory  of  the  Board  by  the  water  works  authori- 
ties. The  total  number  of  sources  of  public  water  supply  in  use  in  the 
State  is  about  245.  In  cases  where  the  source  is  a  new  one,  or  the  water 
is  liable  to  change  in  character,  samples  have  been  collected  once  a  month 
and  sometimes  even  more  frequently  during  a  portion  of  the  year.  In 
other  cases,  where  the  water  appears  to  change  but  little  from  time  to  time, 
only  occasional  samples  have  been  examined.  Nearly  all  of  the  samples 
of  waters  of  ponds  and  reservoirs  are  examined  microscopically,  as  well  as 
chemically,  to  determine  the  quantity  and  condition  of  organic  matter  pres- 
ent therein.  ' 
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The  results  of  the  examinations  of  water  supplies  are  summarized  in  the 
chapter  entitled  ' '  Examination  of  Water  Supplies/'  pages  9 1-1 63 .  In  most 
cases  only  the  average  of  the  analyses  is  presented,  together  with  an  aver- 
age of  the  analyses  of  previous  years,  for  comparison.  In  cases  where  the 
results  of  the  analyses  are  of  general  interest  and  value,  the  results  are 
presented  in  full. 

Sanitary  Protection  of  Water  Supplies. — Under  the  provisions  of  the 
Revised  Laws,  the  State  Board  of  Health  is  authorized  to  make  rules  and 
regulations  for  the  purpose  of  preventing  the  pollution  and  securing  the 
sanitary  protection  of  all  streams  and  ponds  used  by  a  city,  town,  water  or 
ice  company  as  sources  of  water  supply,  together  with  all  springs,  streams 
and  water  courses  tributary  thereto ;  and  during  the  past  year,  in  response 
to  petitions,  rules  and  regulations  have  been  adopted  by  the  Board  for  the 
sanitary  protection  of  the  water  supplies  of  Rockport  and  Taunton.  These 
rules  are  similar  to  those  previously  made  in  the  cases  of  Dan  vers,  Haver- 
hill, Salem,  Marlborough,  Norwood,  Cambridge  and  the  metropolitan  water 
district.  The  Legislature  has  made  no  definite  appropriation  for  carrying 
out  the  provisions  of  this  act,  and  there  is,  consequently,  no  practicable 
way  by  which  the  Board  can  enforce  rules  and  regulations  under  the 
authority  of  the  present  statute,  and  their  enforcement  is  necessarily  left  to 
the  local  authorities. 

The  shores  of  many  of  the  lakes  and  ponds  of  the  State  used  as  sources 
of  public  water  supply  are  becoming  occupied  to  a  greater  and  greater  extent 
as  places  of  residence  in  the  summer  season,  and  the  free  use  of  such  ponds 
and  lakes  by  large  numbers  of  people  for  pleasure  purposes  in  summer  is  a 
grave  danger  to  the  health  of  the  people  who  use  the  water  for  drinking. 

The  duty  of  protecting  the  public  which  uses  the  water  of  such  sources 
for  drinking  is  imperative,  and  it  is  practicable  to  protect  adequately  most 
of  the  sources  of  water  supply  in  use  in  the  State  at  the  present  time  by 
the  enforcement  of  sanitary  rules. 

The  difficulty  experienced  in  some  cases  in  protecting  the  purity  of  the 
water  of  ponds  and  reservoirs  having  dwelling  houses  in  the  immediate  neigh- 
borhood of  their  shores  shows  the  advantage  possessed  by  those  cities  and 
towns  which  have  secured  control  of  the  lands  about  their  sources  of  supply. 

The  usual  tables  of  water  supply  statistics  are  presented,  including  rec- 
ords of  rainfall  and  of  the  flow  of  several  carefully  measured  streams.  The 
summer  season  of  1902  was  an  exceptionally  cold  one,  and  the  flow  of 
streams  was  somewhat  less  than  the  normal,  as  indicated  by  the  flow  of  the 
Sudbury  River. 

The  investigations  relative  to  rivers  have  been  combined  with  the  examina- 
tions of  sewer  outlets,  and  are  presented  in  a  subsequent  portion  of  the  report. 

Experiments  upon  the  Purification  of  Sewage  and  Water  at  the  Lawrence 
Experiment  Station.  —  A  short  summary  of  the  results  of  the  investigations 
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made  daring  the  year  at  the  Lawrence  Experiment  Station  upon  the  purifi- 
cation of  sewage  and  water  ie  presented  in  a  report  by  the  chemist  of  the 
Board,  pages  177-242,  inclusive.  During  the  first  years  of  operation  of 
this  station  the  investigations  were  chiefly  directed  to  the  purification  of 
sewage  by  intermittent  sand  filters,  and  to  establishing  a  knowledge  of  the 
fundamental  principles  of  successful  sewage  treatment, —  a  then  little- 
understood  subject.  Many  intermittent  sand  filters  are  now  in  operation 
in  this  State  and  elsewhere,  successfully  purifying  the  sewage  of  cities  and 
towns.  Stddies  were  begun  at  the  station  in  the  earlier  years  upon  rapid 
methods  of  sewage  purification.  Of  late  years  this  subject  has  assumed 
greater  importance  elsewhere,  especially  in  England  and  Germany,  and  a 
great  amount  of  attention  has  been  given  to  it  at  the  station.  These  stud- 
ies include  investigations  upon  the  preliminary  treatment  of  sewage  before 
its  application  to  filters.  Contact  filters,  intermittent  continuous  filters, 
coke  and  coal  strainers,  and  septic  tanks  and  their  operations,  are  under 
investigation.  The  effluents  produced  by  the  coarse  filters,  operated  at 
high  rates,  vary  so  greatly  in  character,  according  to  the  nature  of  the 
material  of  which  the  filter  is  constructed  and  the  manner  in  which  it  is 
operated,  that  many  special  studies  are  made  necessary  to  determine  the 
efficiency  and  permanency  of  such  filters.  During  the  year  a  study  was 
made  of  the  treatment  of  dye-house  waste,  etc.,  and  much  information 
along  this  line  gained.  This  is  not  summarized  in  this  report,  however, 
as  the  investigation  is  being  continued  at  the  present  time. 

Studies  of  the  efficiency  of  sand  filters  in  the  purification  of  water  have 
been  continued,  and  the  work  of  the  Lawrence  city  filter  in  removing  bac- 
teria from  the  river  water  applied  to  it  and  the  effect  of  the  use  of  this 
filtered  water  upon  the  health  of  the  city  carefully  noted.  Studies  of  the 
importance  of  the  bacterial  examination  of  water  of  different  classes  have 
been  continued,  and  a  paper  is  presented  upon  page  243,  summarizing  the 
work  along  this  line  during  the  past  seven  years.  This  paper  also  includes 
some  studies  upon  the  relative  viability  of  B.  coli  and  B.  typhosus  under  a 
variety  of  conditions.  Considerable  work  has  also  been  done  during  the 
past  two  years  in  the  investigation  of  bacterial  methods  for  the  determina- 
tion of  the  pollution  of  shell- fish  gathered  from  various  sources.  . 

Examination  of  Sewer  Outlets  and  of  the  Condition  of  Rivers  and  Other 
Waters  affected  by  Sewage  Disposal.  —  By  the  provisions  of  chapter  104  of 
the  Acts  of  the  year  1901,  the  State  Board  of  Health  is  required  to  examine 
annually  all  main  outlets  of  sewers  and  drainage  of  the  cities  and  towns  of 
the  Commonwealth,  and  the  effect  of  sewage  disposal,  and  annually  report 
thereon  to  the  General  Court,  with  such  recommendations  for  the  protection 
of  the  interests  of  persons  and  property  as  said  Board  shall  deem  expedient, 
and  for  the  prevention  of  offensive  odors  and  objectionable  conditions. 

In  the  same  year  the  Board  was  authorized  to  examine  complaints  with 
regard  to  the  contamination  of  tidal  waters  and  flats  by  sewage  or  other 
causes,  and  to  regulate  the  taking  of  shell-fish  from  polluted  waters. 
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These  two  acts  are  quite  closely  related,  and  the  work  has  been  carried 
on  nnder  them  simultaneously.  The  results  of  the  investigations  made  in 
the  year  1901  have  already  been  presented  in  a  previous  report. 

The  results  of  the  examination  of  sewer  outlets  and  the  effect  of  sewage 
disposal  relate  quite  closely  to  the,  sanitary  condition  of  the  various  streams 
and  inland  waters  of  the  State,  and,  in  connection  with  the  investigation 
of  sewer  outlets,  an  examination  has  been  made  of  all  of  the  various  streams 
in  the  State  which  are  polluted  by  the  direct  discharge  of  sewage.  The 
results  of  these  investigations  are  presented  in  a  report  upon  the  "  Ex- 
amination of  Sewer. Outlets  and  the  Effect  of  Sewage  Disposal." 

The  objectionable  conditions  caused  by  the  discharge  of  sewage  into  the 
sea  and  the  inland  waters  of  the  State  are  mainly  of  two  classes :  ( 1 )  those 
which  are  caused  by  faulty  construction  or  location  of  the  sewer  outlet ; 
and  (2)  those  which  are  caused  by  the  discharge  of  an  excessive  quantity 
of  sewage  into  a  harbor  or  stream,  thereby  polluting  the  water  to  such  an 
extent  as  to  make  it  offensive  for  a  long  distance  from  the  sewer  outlet. 

The  nuisances  caused  by  faulty  construction  or  location  of  sewer  outlets 
are  in  nearly  all  cases  local,  and  affect  only  the  people  of  the  community 
maintaining  the  outlet.  They  are  remediable  by  the  cities  and  towns  own* 
ing  and  maintaining  the  sewer  outlets. 

The  objectionable  conditions  caused  by  the  gross  pollution  of  the  water 
of  streams  affect  in  many  cases  other  communities  than  those  which  cause 
the  nuisance. 

The  most  objectionable  conditions  existing  in  any  stream  in  the  Common- 
wealth, all  things  considered,  are  to  be  found  in  the  Blackstone  River,  the 
condition  of  which  is  about  the  same  as  it  was  in  the  years  before  works 
were  first  installed  for  the  treatment  of  the  sewage  of  the  city  of  Worcester. 
By  the  action  of  the  Legislature  in  1886  the  city  of  Worcester  was  directed 
to  purify  its  sewage ;  and  further  action  has  been  taken  in  the  courts  by 
the  communities  living  on  the  river  below  Worcester,  to  secure  the  carrying 
out  of  the  provisions  of  this  act.  As  indicated  in  this  report,  a  great 
amount  of  work  has  been  and  is  being  done  by  the  city  in  carrying  out  the 
requirements  of  the  act  of  1886. 

The  Neponset  River,  which  is  also  a  very  badly  polluted  stream  through- 
out the  greater  portion  of  its  length,  has  been  the  subject  of  action  by  the 
Legislature,  with  a  view  to  preventing  the  entrance  of  sewage  into  the 
stream  and  the  discharge  therein  of  objectionable  manufacturing  refuse 
until  it  has  been  purified. 

The  North  Branch  of  the  Nashua  River,  which  is  greatly  polluted  by  the 
sewage  of  Fitchburg  and  Leominster,  and  is  offensive  to  sight  and  smell 
for  a  large  part  of  its  length,  is  probably  next  in  order  the  most  objection- 
able case  of  stream  pollution  in  the  State.  Plans  are  already  being  pre- 
pared by  the  communities  which  cause  the  serious  pollution  of  this  stream, 
which,  if  carried  out,  will  remove  the  objectionable  conditions  here. 

A  similar  condition  of  gross  pollution  exists  in  the  Hoosick  River  below 


xxxvi  STATE   BOARD  OF   HEALTH.  [Jan. 

North  Adams ;  and  the  objectionable  condition  of  the  Hoosick  River  will 
continue  to  grow  worse  with  the  growth  of  the  city  of  North  Adams,  until 
the  sewage  is  purified  before  being  discharged  into  the  stream. 

The  limit  of  time  within  which  sewage  may  be  discharged  into  the  Mill 
River  at  Northampton  under  the  act  authorizing  the  construction  of  a  sew- 
erage system  in  the  city  will  be  reached  in  the  latter  part  of  1904,  and  it 
is  likely  that  the  sewage  of  Northampton  will  be  removed  to  a  suitable  out- 
let before  that  time. 

At  Easthampton  also  the  objectionable  conditions  caused  by  the  present 
method  of  disposal  of  sewage  are  likely,  by  the  carrying  out  of  the  pro- 
visions of  a  recent  legislative  act,  to  be  soon  removed,  by  the  diversion  of 
the  sewage  from  the  present  outlet  and  by  the  purification  of  the  sewage. 

At  Pittsfield  much  of  the  sewage  of  the  city,  which  was  formerly  the 
chief  cause  of  objectionable  conditions  in  the  Housatonic  River,  has  been 
diverted  to  the  new  purification  works;  and,  with  the  completion  of  the 
sewerage  system  and  its  extension  to  include  the  manufacturing  wastes  in 
the  city,  the  further  offensive  pollution  of  the  Housatonic  River  in  this 
region  will  be  removed. 

At  Webster  the  provisions  of  the  act  authorizing  the  construction  of  a 
system  of  sewerage  for  the  town  provide  for  the  purification  of  the  sewage, 
including  the  objectionable  manufacturing  wastes  which  are  the  great  cause 
of  the  pollution  of  the  French  River. 

Plans  for  the  purification  of  the  sewage  of  Middle  borough,  which  greatly 
pollutes  the  Nemasket  River,  and  of  Attleborough,  which  greatly  pollutes 
the  Ten  Mile  River,  were  considered  by  these  towns  several  years  ago,  bnt 
nothing  further  has  been  done. 

The  gross  pollution  of  the  Charles  River  at  Milford  will  greatly  increase 
if  sewers  are  extended  in  the  town,  unless  purification  works  are  established. 

A  recommendation  relative  to  the  prevention  of  the  pollution  of  the 
Sudbury  River  was  presented  to  the  Legislature  in  1901. 

In  the  cases  of  other  streams  which  are  polluted  by  sewage  the  pollution 
has  not  yet  become  so  great  as  to  make  the  water  of  the  stream  objection- 
able to  sight  or  smell,  unless  in  the  immediate  neighborhood  of  sewer  outlets. 

Since  1886,  the  year  when  the  act  for  the  protection  of  inland  waters  was 
passed,  it  has  been  necessary  for  cities  and  towns  intending  to  introduce 
systems  of  sewerage  or  sewage  disposal  to  submit  their  proposed  plans  for 
the  advice  of  the  State  Board  of  Health ;  and  nearly  all  of  the  acts  of  the 
Legislature  relating  to  sewerage  which  have  been  passed  within  the  last  few 
years  have  contained  provisos  requiring  the  approval  of  plans  of  sewerage 
and  sewage  disposal  by  this  Board  before  the  construction  of  sewerage 
works. 

In  approving  plans  of  sewerage  and  sewage  disposal  under  these  special 
acts,  the  Board  has,  in  all  cases  where  objectionable  pollution  of  a  stream 
by  sewage  was  liable  to  result,  required  the  purification  of  the  sewage, 
either  in  the  beginning  or  after  a  term  of  years. 
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Two  eases  of  gross  pollution  of  streams  —  those  of  the  Blackstone  and 
the  Neponset —  have  been  dealt  with  directly  by  the  Legislature. 

The  worst  cases  of  pollution  of  streams  now  existing,  excepting  the 
Blackstone  and  Neponset  rivers,  are  those  caused  by  the  sewage  discharged 
from  cities  and  towns  which  have  constructed  sewers  under  the  general 
laws  or  acts  which  do  not  require  the  consideration  of  the  plans  by  the 
State  Board  of  Health. 

Of  the  nuisances  caused  in  this  way,  some  of  the  more  serious  are  those  in 
the  Charles  River  at  Milford,  the  Ten  Mile  at  Attleborough,  the  North  Branch 
of  the  Nashua  River  at  Fitchburg  and  Leominster,  the  Hoosick  at  North 
Adams  and  the  Nemasket  at  Middleborough.  In  these  places  the  sewerage 
systems  are  being  enlarged  and  used  to  a  greater  extent  from  year  to  year,. 
and  the  objectionable  conditions  caused  by  the  sewage  are  growing  worse. 

Id  some  of  these  cases  some  preliminary  actidn  with  a  view  to  removing 
the  sewage  from  the  streams  has  been  taken ;  but,  unless  the  cities  and 
towns  causing  these  nuisances  take  action  toward  preventing  them,  the 
objectionable  conditions  cannot  be  removed  unless  action  is  taken  by  the 
Legislature. 

Under  present  conditions,  some  cities  and  towns  have  made  a  large  out- 
lay in  order  that  a  stream  may  be  kept  clean,  while  others,  under  similar 
circumstances,  evade  the  expense  of  caring  properly  for  their  sewage,  and 
allow  it,  in  most  cases,  to  pollute  the  water  course  most  convenient  for  use 

as  a  sewer  outlet. 

Food  and  Drug  Inspection. 

The  law  which  was  enacted  in  1882,  to  prevent  the  sale  of  adulterated 
food  and  drugs  in  Massachusetts,  has  now  been  in  operation  for  more  than 
twenty  years,  the  State  Board  of  Health  having  begun  work  under  the  pro- 
visions of  this  act  in  the  winter  of  1882-88.  All  of  the  general  acts  and 
amendments  relating  to  this  topic  are  now  embodied  in  chapter  75  of  the 
Revised  Laws,  and  many  other  statutes  relating  to  special  articles  of  food 
are  also  to  be  found  in  chapter  56  of  the  Revised  Laws. 

For  the  purposes  of  this  act  the  Board  employs  three  chemists  and  three 
collectors  of  samples,  all  of  whom  devote  their  entire  time  to  the  work, 
under  the  direction  of  the  secretary.  The  collectors  are  authorized  to  enter 
complaints  at  court  for  violations  of  the  law. 

The  details  of  this  work  for  the  year  ended  Sept.  30, 1902,  may  be  found 
in  that  part  of  the  present  volume  entitled  "  Food  and  Drug  Inspection,'9 
wherein  it  appears  that  10,470  samples  of  food  and  drugs  were  examined 
during  the  year,  bringing  up  the  total  number  examined  since  work  was 
begun,  in  1883,  to  138,309. 

The  average  expense  of  collection,  examination,  etc.,  per  sample  for  the 
whole  period  was  $1.42,  this  expense  having  been  reduced  from  $2.26  per 
sample  in  1883  to  $1.12  in  1902. 

The  whole  number  of  prosecutions  made  during  the  year  was  76,  of 
which  74  resulted  in  conviction.     The  total  number  of  prosecutions  made 
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in  the  entire  period  of  twenty  years  was  1,647,  of  which  number  1,526,  or 
92.6  per  cent.,  resulted  in  conviction. 

By  an  act  of  1902,  the  office  of  assayer  of  liquors  was  abolished,  and  the 
duties  of  this  official  were  transferred  to  the  State  Board  of  Health.  The 
examination  of  all  samples  sent  for  analysis  under  the  provisions  of  this 
act  from  the  local  authorities  of  cities  and  towns  is  performed  in  the  food 
laboratory  at  the  State  House. 

The  Production  of  Vaccine  Lymph  and  Diphtheria  Antitoxin. 

While  the  epidemic  of  small-pox  of  1901-02  was  at  its  height,  several 
questions  relating  to  vaccination  were  presented  to  the  legislative  commit- 
tee upon  public  health,  and  a  bill  (House,  No.  1369)  was  introduced  April 
25,  1902,  "  To  provide  for  an  investigation  and  report  by  the  State  board 
of  health  as  to  the  production  and  free  distribution  of  vaccine  lymph."  On 
May  22,  1902,  the  following  resolve  was  enacted  (House,  No.  1466) :  — 

Resolve  to  provide  that  the  State  Board  of  Health  shall  investi- 
gate the  Production  of  Vaccine  Lymph  in  this  State,  and  also 
report  a  Plan  for  its  Production  and  Free  Distribution. 

Resolved,  That  the  state  board  of  health  be  authorized  and  requested  to  report 
to  the  general  court  as  soon  as  possible  a  plan  for  the  production  and  distribution 
of  pure  vaccine  lymph  for  free  use  in  this  Commonwealth ;  and  also  to  report  as 
to  the  quality  of  the  vaccine  lymph  in  use  in  this  Commonwealth  during  the  past 
winter  and  at  the' present  time,  and  as  to  the  quality  of  the  vaccine  lymph  pro- 
duced or  sold  by  private  persons  or  corporations  in  this  state,  and  the  methods 
and  conditions  by  and  under  which  it  is  produced. 

To  this  resolve  the  Board  replied  as  follows  (House,  No.  1522)  :  — 

Office  of  the  State  Boabd  of  Health,  State  House. 
To  the  House  of  Representatives. 

In  reply  to  the  legislative  Resolve,  No.  1466,  relative  to  an  investigation  of  the 
production  of  vaccine  lymph  and  a  plan  for  its  production  and  free  distribution 
in  Massachusetts,  the  State  Board  of  Health  respectfully  submits  the  following 
report :  — 

We  recommend  that  the  plan  which  has  been  successfully  used  by  us  for  the 
production  and  free  distribution  of  the  antitoxin  of  diphtheria  since  1895  be  also 
employed  for  the  production  and  distribution  of  vaccine.  The  plan  involves  the 
construction  of  a  building  for  the  animals,  to  be  used  for  their  vaccination,  for 
the  preparation  of  the  vaccine,  and  for  their  slaughter  after  the  vaccine  is  col- 
lected and  before  it  is  distributed. 

After  the  vaccine  is  collected  it  should  be  sent  to  the  office  of  the  Board,  and 
distributed  to  local  boards  of  health  in  the  same  manner  as  the  antitoxin  of  diph- 
theria is  now  distributed.  Under  the  best  conditions,  such  as  prevail  in  thor- 
oughly vaccinated  countries,  where  epidemics  of  smallpox  do  not  occur,  the 
production  of  vaccine  should  be  uniform  and  continuous,  and  the  demand  would 
depend  upon  the  birth-rate. 

Of  the  nearly  3,000,000  of  population  of  the  State,  probably  90  per  cent,  are 
vaccinated,  and  the  majority  of  these  have  also  been  revaccinated  in  the  present 
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epidemic.  The  future  demand  should  not  be  based  upon  the  population,  but 
upon  the  birth-rate,  assuming  that  vaccination  is  thoroughly  carried  out  by  local 
sanitary  officials. 

There  would  be  then  required  an  annual  product  necessary  to  vaccinate  about 
150,000  persons  annually,  distributed  as  follows :  — 

Children  one  year  of  age, 60,000 

Arriving  at  age  of  ten  years  (re vaccinated), 50,000 

Immigrants  requiring  vaccination,  .  40,000 

150,000 
For  the  expenses  of  building  such  an  establishment  the  Board  submits 

the  following  estimate, f  20,500 

For  yearly  maintenance,  including  cost  of  animals,  feed,  salaries  of  em- 
ployees, supplies  of  material  for  vaccine  production  and  expenses  of 
distribution, 6,500 

So  far  as  can  be  learned  by  the  Board,  the  supply  of  vaccine  material  used  in 
Massachusetts  during  the  past  winter  and  at  the  present  time  has  been  procured 
mainly  from  sources  outside  tbe  State.  The  distance  of  these  sources  from  Mas- 
sachusetts, and  the  fact  that  very  much  of  the  supply  Is  sold  by  agents  and  mid- 
dlemen, make  this  method  a  source  of  frequent  complaint.  Some,  but  not  all,  of 
the  producers  appear  to  be  working  under  favorable  modern  conditions ;  but  this 
does  not  alter  the' fact  of  their  distance,  and  the  frequent  difficulties  of  obtaining 
fresh  vaccine  when  it  is  most  wanted. 

With  reference  to  the  production  of  vaccine  by  private  parties  in  Massachusetts, 
there  are,  so  far  as  we  can  learn,  only  two  such  establishments  now  in  operation 
in  the  State,  neither  of  which  appears  to  be  conducted  upon  methods  and  under 
conditions  which  are  now  practised  by  the  best  authorities.  The  product  of  these 
establishments  appears  to  have  been  decidedly  diminished  by  the  competition  of 
outside  parties. 

A  vaccine  lymph,  inxrder  to  fulfil  the  requirements  demanded  by  such  an  im- 
portant procedure  as  the  immunization  of  a  community  safely  and  efficiently 
against  small-pox^  should  be  of  such  quality  as  to  give  typical  vaccine  vesicles 
in  over  90  per  cent,  of  all  susceptible  individuals.  At  the  same  time  it  should  be, 
as  far  as  the  most  advanced  knowledge  can  make  it,  free  from  danger  to  the 
health  and  life  of  the  vaccinated  individual. 

1.  The  relative  efficiency  or  taking  quality  of  any  given  vaccine  can  be  deter- 
mined only  by  carefully  collected  statistics  of  the  cases  vaccinated  with  it.  Such 
statistics  must  inform  us  whether  the  cases  were  primary  or  re  vaccination  cases, 
since  persons  vaccinated  once  or  oftener  react  somewhat  differently  from  those  not 
yet  vaccinated. 

2.  The  purity  or  safety  of  a  vaccine  may  be  endangered :  — 

(a)  By  certain  infectious  diseases  of  the  calf  (skin  eruptions,  tuberculosis, 
diarrhoea,  etc.)  yielding  the  vaccine ;  and 

(5)  By  the  introduction  of  extraneous  infectious  agents  from  the  surroundings 
of  the  animal  (stable,  feed,  attendants,  etc.),  or  an  impure  lymph  used  to  inocu- 
late the  calf  or  cow. 

To  determine,  therefore,  the  purity  and  especially  the  age  of  vaccine  used  dur- 
ing the  past  winter  in  this  Commonwealth  would  be  a  physical  impossibility. 
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Vaccine  from  a  number  of  establishments  situated  in  other  States  was  used  in 
Boston  alone  during  the  winter,  and  only  the  glycerinated  vaccine  could  be  con- 
sidered as  still  effective.  The  purity  of  this  at  the  present  time  would  be  no  index 
of  its  bacterial  contents  during  the  winter,  as  the  glycerine  slowly  destroys  the 
bacteria.  Its  efficiency  could  not  be  tested,  as  the  vaccine  itself  also  slowly 
degenerates.  Nothing  could  be  learned  concerning  the  condition  of  the  calves 
used  during  the  winter,  nor  to  what  extent  extraneous  infection  was  avoided.* 

Any  inquiry  concerning  vaccine  in  use  at  the  present  time  would  be  equally 
barren  of  results.  The  animals  in  establishments  outside  the  State  could  not  be 
inspected  before  use  or  examined  after  death.  Any  examination  of  the  bacterial 
contents  of  the  vaccine  would  have  only  a  relative  value,  since  it  is  the  kind 
rather  than  the  number  of  bacteria  which  determines  the  good  or  bad  quality  of 
any  vaccine,  and  the  determination  of  the  kind  of  bacteria  is  a  long  and  compli- 
cated process. 

To  determine  the  condition  and  purity  of  vaccine  used  at  present,  it  would  be 
necessary  for  the  Commonwealth  to  send  inspectors,  to  the  various  establishments 
having  vaccine  on  sale  in  this  State,  to  note  the  condition  of  the  animals  and  to 
witness  the  autopsy  of  those  that  have  been  used.  It  would  be  necessary  to 
examine  the  employees,  and  perhaps  even  to  inquire  into  the  general  scientific 
capacities  of  those  in  charge  of  such  establishments.  An  examination  of  the  vac- 
cine itself  would  necessitate  an  enlargement  of  the  present  laboratory  and  the 
employment  of  another  bacteriologist.  Even  then,  the  testing  of  so  many  speci- 
mens from  many  animals  would  not  pay  for  the  outlay,  as  it  would  be  a  wasteful 
process,  which  would  not  accomplish  the  end  sought. 

When  we  come  to  the  vaccine  establishments  in  this  State,  the  situation  is  pre- 
cisely the  same.  Only  the  continual  presence  of  an  inspector  would  give  the  State 
full  information  of  the  quality  of  the  vaccine.  No  amount  of  costly  and  detailed 
examination  of  the  final  product  will  enable  any  one  to  analyze  the  method  used 
in  preparing  it,  simply  because  microscopical  and  bacteriological  methods  are  in- 
adequate to  do  more  than  to  give  a  general  and  somewhat  uncertain  estimate  of  the 
care  used  in  its  preparation.  The  fact  that  the  microbe  producing  vaccinia  cannot 
be  seen  with  the  microscope,  and  that  it  cannot  be  studied  with  bacteriological 
methods,  makes  the  whole  subject  of  vaccine  production  a  difficult  one,  and  not  to  be 
controlled  at  a  distance.  Owing  to  the  many  minor  modifications  adopted  by  the 
different  establishments,  both  in  Europe  and  in  our  own  country,  in  the  manufac- 
ture of  vaccine  lymph,  it  would  be  necessary  for  any  State  inspection  to  arbitrarily 
prescribe  certain  definite  methods  to  be  followed  by  manufacturers  coming  under 
the  jurisdiction  of  the  State.  Such  prescription  of  methods  would  be  a  practical 
assumption  of  responsibility  by  the  State,  and  would  probably  make  the  business 
unprofitable,  unless  all  vaccine  products  made  outside  of  the  State  were  excluded 
from  competition. 

But  the  process  of  preparing  vaccine  lymph  has  not  yet  reached  that  state  of 
perfection  in  which  rigid  rules  can  be  formulated.    A  certain  latitude  must  be 

*  The  presence  of  the  bacilli  of  tuberenloels  could  scarcely  be  determined,  owing  to  the  large  amount 
of  glycerine  In  the  glycerinated  lymph.  Even  if  it  were  attempted  to  find  them,  it  would  require  three 
to  four  weeks  to  obtain  any  results  from  the  Inoculation  of  animals.  The  only  satisfactory  method  to 
determine  the  presence  of  tetanus  bacilli  In  the  lymph  would  be  a  very  difficult  problem,  owing  to  the 
nature  of  the  tetanus  germ.  Such  dangerous  organisms  can  only  be  excluded  by  closing  up  ail  possible 
ways  in  which  they  may  be  conceived  of  as  entering  the  vaccine. 
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allowed,  as  a  means  towards  greater  perfection.  In  short,  the  preparation  of  vac- 
cine lymph  cannot  be  inspected  successfully  nor  the  product  tested  satisfactorily 
without  reference  to  its  preparation ;  and,  in  the  opinion  of  the  Board,  every 
detail  in  this  preparation  must  be  made  subject  to  a  constant  and  competent  super- 
vision, which  would  be  difficult  within  the  State  and  impossible  outside  of  it. 

By  order  of  the  State  Board  of  Health, 

Saml.   W.  Abbott, 

Secmtory. 

The  subject  was  finally  referred  to  the  State  Board  of  Agriculture  by  the 
following  resolve,  enacted  June,  1902 :  — 

Resolved,  That  the  state  board  of  agriculture  is  hereby  authorized  and  directed 
to  investigate  as  to  the  feasibility  and  probable  cost  of  producing  vaccine  lymph 
at  the  Massachusetts  agricultural  college,  for  free  distribution  within  the  Common- 
wealth, and  to  report  the  result  of  such  investigation,  together  with  such  recom- 
mendations as  the  board  may  consider  advisable,  to  the  general  court  on  or  before 
the  fifteenth  day  of  January  in  the  year  nineteen  hundred  and  three. 

The  production  of  diphtheria  antitoxin  has  been  conducted  by  the  Board 
for  the  past  eight  years,  the  product  having  been  distributed  to  boards  of 
health  throughout  the  State.  It  has  undoubtedly  proved  a  great  aid  in 
diminishing  the  fatality  of  this  disease,  and  in  the  consequent  saving  of 
human  life,  especially  among  those  who  could  not  afford  to  pay  for  the 
product  at  the  prices  usually  charged  for  it.  A  full  report  upon  this  subject 
appears  in  this  volume,  in  which  it  is  shown  that  33,475  bottles  or  package* 
of  1,500  units  each  were  issued  during  the  year,  this  amount  being  6,736 
less  than  were  distributed  in  the  preceding  year,  in  consequence  of  a  dimin- 
ished prevalence  of  the  disease. 

The  progress  of  bacteriological  diagnosis  among  local  boards  of  health 
daring  the  same  period  of  eight  years  has  evidently  wrought  a  change  in  the 
use  of  diphtheria  antitoxin,  since  on  consulting  the  full  file  of  reports  for 
the  eight  years  it  appears,  on  comparison  of  the  early  and  late  years  of  the 
period,  that  in  the  first  two  years  of  the  use  of  the  Board's  antitoxin  in  the 
State  (1895-96)  the  cases  which  were  determined  to  be  positive  and  were 
treated  with  antitoxin  constituted  only  43.7  per  cent,  of  all  cases  treated. 
On  the  other  hand,  the  ratio  of  such  cases  treated  in  the  last  two  years 
(1901-02)  constituted  74.9  per  cent,  of  all  cases  treated. 

The  fatality  of  such  cases  determined  to  be  positive  was  only  9.9  per 
cent. ;  while  the  fatality  of  cases  in  which  no  bacteriological  examination 
was  made  was,  for  the  whole  period  of  eight  years,  12.6  per  cent. ;  the 
reason  for  the  difference  being  the  fact  that  a  considerable  number  of  neg- 
lected cases  is  brought  to  the  attention  of  the  hospital  authorities  and  of 
general  practitioners  when  such  cases  are  in  extremis,  and  bacteriological 
examination  is  of  little  avail,  but  antitoxin  treatment  is  employed  as  a  last 
resort.     Hence  the  increased  fatality  of  this  class  of  cases. 
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Baking  Powders. 

During  the  legislative  sessions  of  1901-02  several  questions  relating  to 
the  healthfulness  of  baking  powders  and  the  regulation  of  the  sate  of  snch 
products  were  brought  to  the  attention  of  the  Legislature.  In  1901  the 
•question  came  up  in  the  form  of  an  order,  addressed  to  the  State  Board  of 
Health)  April  29,  1901,  directing  the  Board  to  transmit  answers  to  the 
following  questions  (House,  No.  1387)  :  — 

First.  —  What  articles  of  food  or  drink  and  what  articles  that  enter  into  food  or 
-drink  sold  or  offered  for  sale  in  this  Commonwealth  contain  any  salts  of  copper, 
and  are  said  salts  of  copper  in  the  combination  specified  deleterious  to  health  P 

Second.  —  What  articles  of  food  or  drink  and  what  articles  that  enter  into  food 
or  drink  sold  or  offered  for  sale  in  this  Commonwealth  contain  any  salts  of  alum- 
inum, and  are  said  salts  of  aluminum  in  the  combination  specified  deleterious  to 
health  P 

Third.  —  What  articles  of  food  or  drink  and  what  articles  that  enter  into  food 

•or  drink  sold  or  offered  for  sale  in  this  Commonwealth  contain  any  salts  of  zinc, 

and  are  said  salts  of  zinc  in  the  combination  specified  deleterious  to  health  P 

James  W.  Kimball,  Clerk, 
A  trde  copy :  Attest : 

James  W.  Kimball,  Clerk. 

To  these  inquiries  the  Board  replied  as  follows :  — 

First.  —  Copper  salts  have  been  found  by  the  Board  in  many  instances  in  canned 
vegetables,  mostly  of  French  origin,  the  object  of  the  addition  being  to  give  the 
vegetables  a  fine  green  color.  The  Board  has  examined  a  large  number  of  sam- 
ples in  the  last  thirteen  years,  and  in  the  year  1891  made  a  systematic  examina- 
tion of  all  the  French  brands  procurable  in  the  Commonwealth,  with  the  following 
results :  — 


Charactee  of  Goods. 

* 

Number  In 

which  Copper 

was  found. 

Number  free 
from  Copper. 

Total 

8amples 

examined. 

French  canned  string  beans,     .... 
French  canned  Brussels  sprouts, 

63 

10 

3 

13 
4 

76 

14 

S 

76 

17 

93 

The  amount  of  copper  found  was  as  high  in  one  instance  as  2.75  grains  per 
can,  and  averaged  about  2  grains. 

The  Board  has  taken  the  position  that  copper  salts  are  deleterious  to  health, 
and  that  their  presence  in  food  products  cannot  be  permitted. 

Copper  has  also  been  found  in  some  cases  where  its  presence  was  doubtless 
accidental,  as,  for  instance,  in  pickles  or  canned  tomatoes,  which  had  been  boiled 
or  prepared  in  copper  kettles. 

Second.  —  Salts  of  aluminum  have  been  found  by  the  Board  in  pickles  (added, 
•it  is  said,  to  give  crispness),  as  an  adulterant  in  cream  of  tartar,  and  as  an  essen- 
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tial  ingredient  in  some  baking  powders.  Its  use  in  pickles  is  not  at  all  common ; 
its  addition  to  cream  of  tartar  is  to  be  regarded  as  a  cheap  substitute,  since,  like 
cream  of  tartar,  it  has  leavening  power  when  used  with  an  alkaline  bicarbonate. 

When  baking  powders  containing  salts  of  aluminum  are  used  for  making  bread, 
biscuits,  cakes,  etc.,  the  aluminum  compounds  remain  in  the  bread  in  a  somewhat 
altered  condition,  but  from  the  facts  at  its  disposal  the  Board  is  unable  to  express 
a  definite  opinion  whether  bread  and  similar  products,  as  ordinarily  made  with 
baking  powders  of  this  character,  are  deleterious  to  health. 

Third.  —  Zinc  salts  are  very  seldom  found  in  food  products  in  Massachusetts. 
Instances  of  the  presence  of  zinc  in  dried  apples  were  referable  to  the  fact  that 
the  apples  were  dried  on  galvanized  sheet  iron. 

The  Board  has  investigated  the  question  of  the  presence  of  zinc  in  drinking 
water  supplies  where  galvanized  iron  pipes  are  used,  first  in  1874  and  recently  in 
1899.  Except  in  the  case  of  the  use  of  some  ground  waters,  containing  very  large 
amounts  of  free  carbonic  acid,  which  dissolves  zinc  and  many  other  metals  very 
freely,  the  amount  of  zinc  found  in  ordinary  water  supplies,  where  galvanized 
pipes  are  used,  is  not  sufficient,  in  the  opinion  of  the  Board,  to  give  anxiety. 

Henry  P.  Walcott, 

For  the  State  Board  of  Health. 

In  1902  the  subject  was  again  brought  to  the  attention  of  the  Legisla- 
ture, and  an  order  was  issued  directing  the  State  Board  of  Health  to  "  make 
a  scientific  and  thorough  physiological  investigation  of  the  healthf ulness  of 
baking  powders,  making  such  tests  as  will  demonstrate  whether  or  not  any 
brands  of  baking  powder  on  sale  in  this  Commonwealth  are  prejudicial  to 
health  ;  and  whether  the  introduction  into  food  of  an  article  in  small  quan- 
tities, which  ordinarily  would  be  harmless,  would,  when  taken  by  a  person 
in  feeble  health  or  dietetically  disordered,  eventually  undermine  the  system ; 
and  that  said  Board  make  such  recommendations  to  the  next  General  Court 
as  the  result  of  said  investigation  shall  in  its  opinion  warrant."  To  this 
order  the  Board  replied  as  follows :  — 

The  Board  would  respectfully  reply  that  it  has  been  unable  to  carry  out  the 
order  of  the  General  Court,  owing  to  the  very  great  difficulties  which  such  an 
examination  presents.  An  investigation  of  this  character  which  would  lead  to 
results  that  would  be  conclusive  and  indisputable,  and  which  would  enable  this 
Board  to  make  a  definite  report  to  the  Legislature,  would  involve  the  expenditure 
of  a  large  amount  of  money  for  a  special  laboratory,  and  for  the  services  of  physi- 
ological chemists  who  could  have  under  their  complete  control  for  a  considerable 
period  of  time  many  men,  women  and  children,  determining  the  condition  of  their 
organs  of  digestion  and  excretion,  and  analyzing  all  the  food  they  consumed,  and 
as  well  all  their  excreta.  This  could  only  be  done  in  a  large  public  or  private 
institution,  and  could  only  be  carried  out  with  the  consent  and  co-operation  of 
those  on  whom  the  experiments  were  tried.  While  such  an  investigation  under 
these  conditions  would  be  feasible,  it  must  be  said  that  it  has  not  hitherto  been 
the  practice  of  the  State  to  experiment  on  persons  under  its  care  and  control. 

In  the  opinion  of  the  Board,  experiments  on  animals  would  not  yield  informa- 
tion which  would  be  conclusive  with  regard  to  man. 


xliv  STATE   BOARD   OF  HEALTH.  [Jan 


Illuminating  Gas. 

Id  consequence  of  the  great  frequency  of  deaths  from  gas  poisoning 
which  have  occurred  since  the  repeal  of  the  act  limiting  the  amount  of  car- 
bonic oxide  in  illuminating  gas,  a  legislative  hearing  was  given  during  the 
session  of  the  General  Court,  and  the  following  questions  were  submitted 
by  the  Legislature  to  the  State  Board  of  Health  on  March  24,  1902.  The 
reply  of  the  Board,  together  with  the  questions  submitted  by  the  Legisla- 
ture, was  as  follows  (House,  No.  1256) :  — 

Office  of  Statb  Board  of  Health,  State  House, 
Boston,  March  81,  1902. 

To  the  House  of  Representatives,  State  House*  Boston. 

1  have  the  honor  to  submit  herewith  the  reply  of  the  State  Board  of  Health  to 
the  questions  submitted  to  the  Board  by  your  honorable  body  on  March  24,  1902. 

Respectfully  submitted, 

Samuel  W.  Abbott, 
Secretary  State  Board  of  Health. 

Officb  of  State  Board  of  Health,  State  Housb, 
Boston,  March  31, 1902. 

Replies  to  questions  submitted  to  the  State  Board  of  Health  by  the  Legislature, 
March,  1902 :  —  ' 

1.  What  is  the  most  dangerous  element  of  illuminating  gasP 
Carbonic  oxide. 

2.  What  per  cent,  of  this  element  is  contained  in  coal  gas  ? 
About  7  per  cent 

What  per  cent,  in  water  gas  ? 
About  30  per  cent. 

5.  Is  the  dangerous  nature  of  the  gas  increased  in  proportion  to  the  increase  in 
per  cent,  of  this  element  ? 

Yes. 

4.  How  is  death  caused  by  inhalation  of  water  gas  P    State  physiological  action. 

Death  is  caused  by  changes  in  the  chemical  composition  of  the  blood,  by  the 
substitution  of  poisonous  carbonic  oxide  gas  for  the  oxygen  which  is  normally 
contained  in  the  blood. 

6.  How  is  death  caused  by  inhalation  of  coal  gas  P    State  physiological  action. 
While  less  in  degree,  the  action  is  the  same  as  in  water  gas. 

6.  Is  it  more  difficult  to  detect  a  leaking  pipe  when  water  gas  is  used  than  when 
coal  gas  is  nsed  P 

No. 

7.  If  a  person  is  asphyxiated  by  illuminating  gas,  does  the  danger  increase  in 
proportion  to  the  carbonic  oxide  it  contains  P 

Yes. 

8.  What  are  the  chances  of  recovery,  after  removal  from  the  source  of  poison- 
ing, of  a  person  asphyxiated  by  coal  gas  P    Water  gas  P 

Other  things  being  equal,  the  experience  in  Massachusetts  shows  that  the 
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chances  of  recovery  under  exposure  to  escaping  coal  gas  are  many  times  greater 
than  they  are  under  similar  exposure  to  escaping  water  gas. 

9.  Which  is  it  easier  to  blow  out  the  flame  from,  coal  or  water  gas  ?    Why  P 
We  do  not  know. 

10.  Has  there  been  an  increase  or  decrease  in  the  number  of  deaths  from  gas 
poisoning  since  the  introduction  of  water  gas  P 

A  very  decided  increase. 

11.  If  there  has  been  an  increase  or  decrease,  what  is  the  per  cent,  of  increase 
or  decrease  P 

In  the  thirteen  years  previous  to 'the  introduction  of  water  gas  in  Massachusetts 
(1876-88)  the  number  of  deaths  registered  as  due  to  poisoning  from  illuminating 
gas  was  8.  The  foregoing  deaths  were,  so  far  as  can  be  learned,  caused  by  the 
inhalation  of  illuminating  coal  gas.  In  the  thirteen  years  following  the  introduc- 
tion of  water  gas  (1889-1901)  the  number  of  deaths  registered  as  due  to  illumi- 
nating gas  poisoning  was  459. 

12.  Has  the  danger  from  broken  or  leaking  pipes  or  mains  increased  or  dimin- 
ished since  the  introduction  of  water  gas  P 

It  has  increased. 

15.  What  per  cent,  of  carbonic  oxide  is  a  safe  limit  for  illuminating  gas  to 
contain  P 

Further  than  has  been  already  said  in  answer  to  Question  3,  that  the  danger  in- 
creases with  the  amount  of  carbonic  oxide  present,  the  Board  does  not  know  that 
there  is  any  safe  limit. 

14.  What  is  the  difference  in  effect  of  carbonic  acid  gas  and  the  carbonic  oxide 
of  illuminating  gas  P    State  physiological  effect. 

Carbonic  acid  gas  produces  asphyxia  by  interference  with  respiration  and  with 
the  renewal  of  the  blood  by  aeration  in  the  lungs ;  the  carbonic  oxide  gas  of  il- 
luminating gas  effects  a  chemical  poisoning  of  the  blood,  taking  the  place  of  the 
oxygen  carried  in  the  blood  corpuscles,  and  rendering  the  blood  unfit  to  support 
life. 

16.  State  number  of  deaths  from  gas  poisoning  in  Boston  for  the  last  ten  years. 
How  does  this  number  of  deaths  from  gas  poisoning  in  the  city  of  Boston  for  the 
years  1898  and  1899  compare  with  the  deaths  of  the  last  two  years,  1900  and  1901 P 

The  number  of  deaths  recorded  as  due  to  poisoning  from  illuminating  gas  in 
Boston  in  the  ten  years,  1892-1901,  was  as  follows :  — 


In  1892 14 

In  1893, "23 

In  1894, 25 

In  1895, 33 

In  1896, 42 

In  1897, 45 


In  1898, 
In  1899, 
In  1900, 
In  1901, 


Total, 


58 
51 
25 
14 


The  deaths  from  this  cause  in  Boston  in  1898  and  1899  were 
Those  in  1900  and  1901  were 


320 

109 
39 


16.  Is  there  any  relation  between  the  deaths  occurring  in  these  various  years 
and  the  increased  or  decreased  use  of  coal  and  water  gasP 

Yes. 

17.  If  there  is,  what,  in  your  opinion,  is  the  relation  P 
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That  of  cause  and  effect,  the  greater  number  of  deaths  corresponding  to  the  in- 
creased use  of  water  gas. 

18.  Does  the  continuous  absorption  of  gas  in  quantities  not  sufficient  to  cause 
asphyxiation  tend  to  the  development  of  disease,  such  as  consumption  or  heart 
disease,  or  may  it  undermine  the  system  so  that  these  or  other  diseases  may  find 
it  easy  of  attack  P 

In  the  present  state  of  our  knowledge,  a  definite  answer  to  this  question  is  not 
possible. 

19.  Is  there  any  difference  between  the  effect  of  coal  gas  or  water  gas  in  this 
regard  P 

We  do  not  know. 

20.  Can  coal  and  water  gas  be  mixed  so  as  to  bring  the  per  cent,  of  carbonic 
oxide  down  to  a  safe  point  P 

We  have  not  been  able  to  ascertain  this  fact  by  experiment. 

Henry  P.  Walcott, 
Gerard  C.Tobey, 
F.  W.  Draper, 
Julian  A.  Mead, 
Chas.  H.  Porter, 
Hiram  F.  Mills, 
James  W.  Hull, 

Stale  Board  of  Health. 
Resignation  of  Dr.  Draper. 

Dr.  F.  W.  Draper,  a  member  of  the  Board  since  its  reorganization,  hav- 
ing resigned  in  July,  1902,  the  Board  voted  to  place  upon  its  records  the 
following  statement  in  recognition  of  his  valuable  services :  — 

Dr.  F.  W.  Draper,  a  member  of  the  Board  since  its  reorganization  in  1886,  has 
felt  himself  obliged  to  resign  his  place.  This  Board  now  places  on  record  its 
regret  for  the  loss  of  a  much-esteemed  associate,  a  highly  qualified  and  devoted 
expert  in  all  questions  affecting  the  public  health. 

Routine  Work  of  the  Board. 

During  the  year  ended  Sept.  30,  1902,  the  Board  held  meetings  as  often 
as  once  a  month,  and  meetings  of  its  standing  committees  were  held  as 
often  as  were  necessary  for  the  transaction  of  special  business.  Hearings 
were  held  at  the  office  of  the  Board  with  reference  to  the  sewerage  and 
sewage  disposal  of  Taunton,  on  Jan.  2,  1902,  and  at  the  City  Hall  in 
Taunton  on  Jan.  22,  1902. 

On  June  5  the  Board  visited  Pitts  field,  held  its  annual  meeting  in  that 
city,  and  visited  the  new  sewage  works  of  the  city. 

The  office  of  the  Board  has  been  open  throughout  the  year,  as  prescribed 
by  the  Revised  Laws,  chapter  18,  section  13,  "  for  the  transaction  of  its 
authorized  business."  Advice  has  been  very  frequently  given  at  the  office 
and  by  mail  to  local  boards  and  to  individuals  in  regard  to  sanitary  mat- 
ters, and  many  visits  have  been  made  by  the  officials  of  the  Board  to  cities 
and  towns  for  the  purpose  of  making  investigations  and  giving  advice. 
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The  office  of  the  Board  is  virtually  a  central  station  for  the  distribution 
of  the  antitoxin  produced  by  the  Board,  and  for  the  various  culture  tubes, 
receptacles  and  other  means  employed  for  the  diagnosis  of  disease.  For, 
this  purpose  the  office  of  the  Board  has  been  open  throughout  the  year  on 
such  days  and  at  such  hours  as  are  prescribed  by  the  statutes ;  and  the  ex- 
istence of  a  central  office  of  this  character  has  proved  a  most  efficient  aid  to 
those  boards  of  health  which  could  not  maintain  local  laboratories  of  their 

own. 

Statistical  Table  for  the  Tear  ended  Sept.  30,  1902. 

Whole   number  of  samples  of  food  and  drugs  examined  during  the 

year, 10,470 

Samples  of  milk  examined  (included  in  the  foregoing), ....        6,256 
Whole  number  of  samples  of  food  and  drugs  examined  since  beginning 

of  work  in  1883, 138,309 

Whole  number  of  samples  of  milk  examined  since  beginning  of  work 

in  1883 76,119 

Number  of  prosecutions  against  offenders  during  the  year,     ...  76 

Number  of  convictions  during  the  year, 74 

Amount  of  fines  imposed  during  the  year t $2,617  98 

Number  of  packages  of  antitoxin  of  1,500  units  each  issued  to  cities  and 

towns,* .       33,475 

Number  of  bacterial  cultures  made  for  the  diagnosis  of  diphtheria  in 

cities  and  towns,* 2,904 

Number  of  examinations  made  for  diagnosis  of  tuberculosis,*                .  928 
Number  of  examinations  of  blood  made  for  diagnosis  of  malarial  in- 
fection,*    61 

Number  of  examinations  of  blood  made  for  the  diagnosis  of  typhoid 

fever, 217 

Number  of  notices  of  cases  of  infectious  diseases  received  and  recorded 

under  the  provisions  of  chapter  302,  Acts  of  1893,f      ....       33,933 
Number  of  postal-card  returns  of  mortality  for  cities  and  towns  received 

and  recorded,!  about 2,000 

Number  of  annual  reports  of  cities  and  towns  received  under  the  pro- 
visions of  Acts  of  1894,  chapter  218,t 94 

Force  employed  in  general  work  of  Board  at  central  office,  State  House :  — 

Secretary, 1 

Medical  inspector, 1 

Clerks, 3 

Total,        .  5 

Force  employed  at  central  office,  State  House,  Boston,  for  food  and  drug 

inspection,  chemists  and  assistants, 2 

At  Amherst, 1 

Inspectors, 4 


Total, 


7 


*  For  the  year  ended  March  81, 1003.  f  For  the  calendar  year  1902. 

J  Cltlee  and  towns  haying  a  population  of  more  than  5,000  In  each. 
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Fo*ce  employed  at  laboratory  (Bossey  Institute)  :  — 

Pathologist, 

Assistants, 


Total, 


1 
6 


Under  the  Provisions  of  Chapter  875,  Acts  of  1888. 

Applications  for  advice  from  cities,  towns  and  others :  — 

Relating  to  water  supply, 54 

Relating  to  ice  supply, 6 

Relating  to  sewerage  and  drainage, 19 

Relating  to  pollution  of  streams, v      .  10 

Miscellaneous, 4 

Total, 98 

Number  of  samples  of  water  examined  chemically  and  microscopically 
at  the  laboratory,  Room  502,  State  House, 4,828 

Number  of  samples  of  sewage  and  effluent  from  sewage  purification 
works  examined  chemically  at  the  laboratory,  Room  502,  State  House,  825 

Number  of  samples  of  sewage,  water  and  ice  examined  chemically  and 
bacterially  at  the  Lawrence  Experiment  Station, 1,921 

Number  of  samples  of  sand  examined  chemically  at  the  Lawrence  Ex- 
periment Station, 188 

Number  of  samples  of  sand  examined  mechanically  at  the  Lawrence 
Experiment  Station, 170 

Number  of  samples  of  water  and  ice  examined  for  3.  coli  communis  in 
one  and  100  cubic  centimeters  at  the  Lawrence  Experiment  Station,  .         8,890 

Additional  samples  examined  bacterially  at  the  Lawrence  Experiment 
Station, -     .        .        .        .         8,883 

Number  of  shell-fish  examined  for  B.  coli, 373 


Total  number  of  samples  examined, 15,073 

Force  employed  at  central  office :  —  * 

Chief  engineer, 1 

Assistant  engineers, 6 

Stenographers  and  clerks, 3 

Messenger, I 

—  It 

At  laboratory,  Room  502,  State  House :  — 

Chemist, 1 

Assistant  chemists, 5 

Biologist, 1 

Stenographer,      ...........  1 

—  8 

*  Not  Including  force  employed  under  provisions  of  chapter  66  of  the  Resolves  of  1899. 
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At  Lawrence  Experiment  Station :  — 
Assistant  chemists, 
Bacteriologists,    . 
Other  assistants  and  laborers,     . 


Total  ordinary  force, 


2 
2 

2 

—      6 

25 


The  number  of  applications  for  advice  under  the  provisions  of  the  acts 
relating  to  water  supply  and  sewerage,  received  since  July,  1886,  when 
these  acts  first  went  into  operation,  is  as  follows :  — 


1886, 
1887, 
1888, 
1889, 
1890, 
1891, 
1892, 
1893, 
1894, 
1895, 


8 

1896, 

22 

1897, 

28 

1898, 

38 

1899, 

23 

1900, 

53 

1901, 

56 

1902, 

51 

53 

1 

52 

Total, 


65 
59 
75 
79 
104 
105 
93 

964 


Appropriations. 

The  appropriations  for  the  year  1902,  as  recommended  by  the  Board  in 
the  annual  estimates  made  under  the  provisions  of  chapter  41  of  the  Acts 
of  1885,  were  as  follows :  — 

For  the  general  expenses  of  the  Board, $23,000  00 

For  the  inspection  of  food  and  drugs, 11,500  00 

For  the  protection  of  the  purity  of  inland  waters,        ....  34,000  00 

For  the  examination  of  sewer  outlets, 2,500  00 


Total, 


$71,000  00 


Expenditures. 

The  expenditures  in  1902  under  the  different  appropriations  were  as 
follows :  — 

Appropriation  for  general  expenses  of  Board, (23,000  00 

General  Expenditures,  Sept.  30, 1901,  to  Sept.  30, 1902. 

Salaries, $11,157  65 

Travelling  expenses, 1,386  79 

Stationery, 293  67 

Printing 971  48 

Books,  subscriptions  and  binding, 578  89 

Advertising, 15  65 


Amount  carried  forward, 


$14,404  13 


r 
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Amount  brought  forward, f  14,404  13 

Express  charges, 245  26 

Extra  services, 353  06 

Messenger, 40  10 

Postage  and  postal  orders, 304  45 

Telephone  and  telegraph  messages, 79  04 

Typewriter  supplies, 3  75 

Special  investigations,      .        .        .        .        .        .        .        .  8  83 

Sundry  office  supplies  and  incidental  expenses,               .        .  555  17 

Laboratory  supplies, 1,066  29 

$17,060  08 

Expenditures  at  Pathological  Laboratory  at  Forest  Hills. 

Salaries,  •  .|3,290  00 

Purchase  of  animals, 160  55 

Board  of  horses, 1,803  53 

Food  for  animals, 108  15 

Apparatus,  chemicals  and  laboratory  supplies,       .        .        .  924  97 

Ice,    .        .                . 26  15 

Postage 2  92 

Stationery, 1  75 

Books, *  .  5  00 

Rental  of  telephone  and  messages, 168  75 

Services  of  veterinary  surgeon, 6  00 

Repairs  on  stable, .        .        .  47  75 

Express  charges, 16  62 

6,562  14 

Total $23,622  22 

Under  the  Provisions  of  the  Food  and  Drug  Acts  during  the  Tear  ending  Sept.  30t 

1902. 

Appropriation, $11,500  00 

Salaries  of  analysts, .  $4,556  66 

Salaries  of  inspectors, .  4,620  00 

Travelling  expenses  and  purchase  of  samples, 1,966  80 

Apparatus  and  chemicals, 279  74 

Printing, 25  16 

Services  (cleaning  laboratory), 104  00 

Express  and  postage, 7  08 

Sundry  laboratory  supplies, 79  19 

Books, 45  60 

Extra  services  (stenographer), 16  00 

Total $11,700  23 

The  foregoing  account  of  expenditures  for  general  purposes  and  for 
food  and  drug  inspection  relates  to  the  year  ended  Sept.  30,  1902. 
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Appropriation. 

For  carrying  oat  the  provisions  of  the  act  to  protect  the  purity  of 
inland  waters,  and  to  require  consultation  with  the  State  Board  of 
Health  regarding  the  establishment  of  systems  of  water  supply, 
drainage  and  sewerage, f  34,000  00 

Salaries,  including  wagesof  laborers  at  Lawrence  Experiment  Station,  f  25,200  26 

Apparatus  and  materials, 1,538  8? 

Rent  of  Lawrence  Experiment  Station, 150  00 

Use  of  tools  and  office,  Lawrence  Experiment  Station,       .        .  172  96 

Travelling  expenses, 2,721  83 

Express  charges, 1,070  11 

Stationery  and  drawing  materials, ■  194  04 

Books,  maps  and  blue-prints, 194  78 

Services,  reading  gauges  and  collecting  samples,       ....  158  25 

Telephone  messages, 3  92 

Special  investigations, 77  00 

Miscellaneous, 227  28 

Reconstructing  laboratory  building  at  Lawrence,       ....  2,290  14 

Total 133,999  44 

The  foregoing  statement  of  expenses  under  the  act  to  protect  the  purity 
of  inland  waters  refers  to  the  calendar  year  1902. 

Appropriation. 

For  the  examination  of  sewer  outlets  under  the  provisions  of  section 
4  of  chapter  75  of  the  Revised  Laws, (2,500  00 

For  salaries, 2,432  74 

Travelling  expenses, 67  25 

(2,499  99 

HENRY  P.  WALCOTT. 
HIRAM  F.  MILLS. 
FRANK  W.  DRAPER. 
GERARD  C.  TOBEY. 
JAMES  W.  HULL. 
CHARLES  H.  PORTER. 
JULIAN  A.  MEAD. 


Water  Supply  and  Sewerage 


ADVICE  TO  CITIES  AND  TOWNS. 


ADVICE  TO  CITIES  AND  TOWNS. 


Under  the  provisions  of  the  Revised  Laws  (chapter  75,  section 
117)  the  State  Board  of  Health  is  required  to 

consult  with  and  advise  the  authorities  of  cities  and  towns  and  persons 
having,  or  about  to  have,  systems  of  water  supply,  drainage  or  sewerage 
as  to  the  most  appropriate  source  of  water  supply,  and  the  best  method  of 
assuring  its  purity  or  as  to  the  best  method  of  disposing  of  their  drainage 
or  sewage  with  reference  to  the  existing  and  future  needs  of  other  cities, 
towns  or  persons  which  may  be  affected  thereby.  It  shall  also  consult 
with  and  advise  persons  engaged  or  intending  to  engage  in  any  manufac- 
turing or  other  business  whose  drainage  or  sewage  may  tend  to  pollute  any 
inland  water  as  to  the  best  method  of  preventing  such  pollution,  and  it 
may  conduct  experiments  to  determine  the  best  methods  of  the  purification 
or  disposal  of  drainage  or  sewage.  No  person  shall  be  required  to  bear 
the  expense  of  such  consultation,  advice  or  experiments.  Cities,  towns 
and  persons  shall  submit  to  said  board  for  its  advice  their  proposed  system 
of  water  supply  or  of  the  disposal  of  drainage  or  sewage,  and  all  petitions 
to  the  general  court  for  authority  to  introduce  a  system  of  water  supply, 
drainage  or  sewerage  shall  be  accompanied  by  a  copy  of  the  recommen- 
dation and  advice  of  said  board  thereon. 

During  the  year  1902  the  Board  has  given  its  advice  to  the  fol- 
lowing cities,  towns  and  persons  who  have  applied  for  such  advice 
under  the  provisions  of  the  general  act  (Revised  Laws,  chapter  75, 
section  117)  or  under  special  acts  relating  to  water  supply  and 
sewerage. 

Official  communications  were  made  during  the  year  under  the 
provisions  of  acts  delating  to  water  supply  as  follows  :  — 


Adams  Fire  District 

Ashfield. 

Bedford  (school  committee). 

Brookline  (Holzer-Cabot  Electric  Com* 

pany). 
Concord  (Massachusetts  Reformatory). 
Concord  (Middlesex  School). 


Deerfield  (South  Deerfield  Water  Sup- 
ply District)  (two)., 

Everett. 

Framingham  (Dennison  Manufacturing 
Company). 

Franklin  (W.  J.  Whiting). 

Gloucester. 
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Greenfield  (Wiley  &  Russell  Manufac- 
turing Company). 

Hadley. 

Hingham. 

Holyoke  (two). 

Holyoke  (Wm.  Skinner  Manufacturing 
Company). 

Hyde  Park  (three). 

Lawrence  (two). 

Leominster. 

Lexington. 

Lynnfield  (J.  F.  Smith). 

Manchester  (two). 

Milford. 

Milton  (three). 

Milton  (Oliver  H.  Flanders). 

Montague  (Miller's  Falls  Company). 

^Nantucket  (Siasconset). 

ISatkk. 


Norton. 

Palmer. 

Plymouth. 

Rockport 

Salisbury  (Wm.  Behan). 

Scituate. 

Shirley. 

Southborough. 

Springfield  (two). 

Stoughton. 

Sturbridge  (Fiskdale  Mills). 

Sunderland 

Tewksbury. 

Watertown  (Hale  House  Farm). 

Wellesley  (Wellesley  College). 

Whately. 

Whitman  (two). 

Worcester. 


Official  communications  were  made  during  the  year  under  "gen- 
eral and  special  acts  relating  to  sewerage  and  sewage  disposal,  as 
follows :  — 


Bridgewater. 

Hull  (Fort  Revere). 

Lancaster. 

Manchester  (Essex  County  Club). 

Maynard (American  Woolen  Company). 

Northbridge  (Whitinsville). 

Plymouth  (two). 


Revere. 

Swampscott 

Taunton. 

Waltham. 

Wellesley  (two). 

Westfield. 

Wrentham. 


Replies  were  also  made  during  the  year  in  answer  to  applications 
from  the  following  authorities  and  individuals  for  advice  relative  to 
sources  of  ice  supply  :  — 


Boston  (the  Commonwealth  Hygienic 

Ice  Company) . 
Easthampton  (Delos  T.  Pepin). 
Franklin  (board  of  health). 


Holyoke  (board  of  health ) . 
Marblehead  (board  of  health). 
New  Bedford  (board  of  health). 


Replies  were  also  made  in  answer  to  applications  for  advice  rela- 
tive to  the  pollution  of  ponds,  streams  and  other  bodies  of  water, 
as  follows :  — 


Agawam. 

Charles  River  Dam  Committee. 

Cohasset  (the  cemetery  committee). 


Harwich  (Wychmere  Harbor). 

Hudson. 

Manchester. 
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Matt&p&n    Improvement    Association 

(Neponset  River). 
Northborougb. 
Waltham. 


We8tboroagh  (two). 
West  Springfield. 
Weymouth. 


Rules  and  regulations  for  the  sanitary  protection  of  sources  of 
water  supply  were  made  for  the  following  authorities  :  — 

Water  Commissioners  of  Bockport         |  Water  Commissioners  of  Taunton. 

The  Board  also  approved  the  location  of  a  tract  of  land  in  Graf- 
ton, Westborough  and  Shrewsbury,  proposed  for  a  colony  of  the 
insane  in  connection  with  the  Worcester  Insane  Asylum. 

Water  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during 

the  past  year  in  reply  to  applications  for  advice  relating  to  water 

supply :  — 

Adams.  n 

Not.  6,  1902. 
To  the  Prudential  Committee  of  the  Adams  Fire  District,  Adams,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on  Sep- 
tember  9  an  application,  under  the  authority  of  section  117  of  chapter  75 
of  the  Revised  Laws,  giving  notice  of  your  intention  to  introduce  a  sys- 
tem of  water  supply  in  the  town  of  Adams,  and  requesting  the  advice  of 
the  Board  as  to  the  most  appropriate  source  of  supply. 

Some  time  before  the  application  was  received  test  wells  had  been  sunk 
in  the  valley  of  the  Hoosick  River  a  short  distance  above  Cheshire  Harbor, 
and  at  your  request  the  Board  caused  samples  of  water  sent  in  by  you 
from  these  wells  to  be  analyzed.  Soon  after  the  application  was  received 
the  Board  caused  the  locality  to  be  examined  by  its  engineer,  and  addi- 
tional samples  of  water  to  be  collected  for  analysis  after  water  had  been 
flowing  continuously  from  the  wells  for  a  considerable  time.  The  evi- 
dence furnished  by  the  rate  of  flow  from  these  wells  and  by  the  freedom 
with  which  water  could  be  pumped  from  them  indicates  that  a  large  yield 
of  water  can  be  obtained  from  the  ground  at  this  place. 

The  water  of  all  the  samples  collected  was  found,  upon  analysis,  to  be 
clear,  colorless  and  odorless,  but  quite  hard,  and  the  hardness  increased 
after  a  considerable  quantity  of  water  had  been  flowing  from  the  wells. 
The  Board  is  informed  that  you  propose  to  pump  water  from  these  wells 
into  Bassett  Brook  Reservoir,  and  supply  it  thence  to  the  town  after  it 
has  mingled  with  the  water  of  the  reservoir.  The  results  of  numerous 
analyses  of  the  water  of  Bassett  Brook,  one  of  your  present  sources,  show 
that  its  hardness  averages  about  3.2  parts  per  100,000  during  the  dry  por- 
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tion  of  the  year,  and  the  water  of  the  Dry  Brook  source  is  somewhat  harder. 
Measurements  of  the  flow  of  the  streams  show  that  the  yield  of  the  Bas- 
sett  Brook  source  was  less  than  300,000  gallons  per  day  and  that  of  Dry 
Brook  less  than  100,000  gallons  per  day,  and  if  the  consumption  of  water 
•in  the  town  is  as  great  as  it  was  found  to  be  from  measurements  made 
in  1895,  —  and  the  indications  are  that  it  has  not  decreased,  —  a  very 
large  proportion  of  the  water  used  by  the  town  in  the  summer  season 
will,  in  the  future,  be  obtained  from  the  proposed  new  wells.  Under 
these  conditions,  the  hardness  of  the  water  supplied  to  the  town  in  the 
summer  season  is  likely  to  vary  greatly  from  time  to  time.  At  times  of 
high  flow  in  the  streams  the  yield  of  the  brooks  is  likely  to  supply  nearly 
all  of  the  water  required,  while  in  times  of  very  dry  weather  the  greater 
portion  of  the  supply  will  come  from  the  new  wells. 

While  sudden  changes  from  hard  to  soft  and  again  to  hard  water  are  re- 
garded as  undesirable,  the  data  at  hand  are  not  sufficient  to  prove  that  the 
mixture  of  hard  and  soft  water  in  the  reservoir,  and  its  consequent  varia- 
tion in  hardness,  will  be  prejudicial  to  health.  The  Board  is  of  the  opin- 
ion that  the  proposed  arrangement  will  be  an  improvement  upon  the 
present  system,  and  regards  its  adoption  as  permissible  under  the  circum- 
stances, but  in  making  any  future  change  in  your  sources  of  water  supply 
the  Board  would  advise  that  you  procure  a  water  of  less  hardness  and  more 
-constant  in  character. 

Ashfield. 

March  6, 1902. 

To  E.  D.  Church,  A.  C.  Howes  and  F.  H.  Smith,  Committee  on  Water  Supply  of 

the  Tovm  of  Ashfield. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  proposed  water  supply  for  the  village 
of  Ashfield,  to  be  taken  from  Taylor  Brook,  so  called,  located  south-west- 
erly from  the  village,  and  has  caused  the  proposed  source  to  be  examined 
and  a  sample  of  its  water  to  be  analyzed.  The  Board  has  also  caused 
examinations  to  be  made  of  the  waters  of  Creamery  and  Bear  Swamp 
brooks,  referred  to  in  the  report  of  your  engineers  accompanying  the 
application. 

The  results  of  the  analyses  of  samples  of  water  from  these  sources  indi- 
cate that  either  of  them  would  furnish  water  of  good  quality  for  the  sup- 
ply of  Ashfield.  The  water  of  Creamery  Brook  was  of  considerably  better 
quality  than  that  of  the  other  two  sources  at  the  time  these  examinations 
were  made,  and  the  water  of  Taylor  Brook,  while  somewhat  softer  and  less 
colored  than  that  of  Bear  Swamp  Brook,  contained  a  larger  quantity  of 
organic  matter  than  the  water  of  the  latter  source  and  a  considerably 
larger  quantity  than  the  water  of  Creamery  Brook.  Bear  Swamp  Brook 
has  a  larger  water-shed  than  either  of  the  others,  but  it  is  probable,  so  far 
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as  can  be  judged  from  the  information  available  to  the  Board,  that  a  suffi- 
cient quantity  of  water  for  the  supply  of  Ashfield  could  be  obtained  from 
either  of  the  sources  mentioned. 

It  is  not  possible  to  determine  from  examinations  made  at  this  season 
of  the  year  the  probable  quality  of  the  water  of  these  sources  at  other 
seasons,  nor  has  it  been  practicable,  on  account  of  the  depth  of  snow,  to 
make  a  sufficient  examination  of  the  water-sheds  to  determine  which  of 
these  sources  is  likely  to  be  the  most  desirable  one  for  Ashfield. 

The  Board  would  advise  that  further  examinations  of  the  waters  of 
each  of  these  sources  be  made,  and  the  Board  will  make  the  necessary 
analyses  of  these  waters  if  you  will  collect  the  samples. 

Bedford. 

Oct.  2, 1902. 
To  the  School  Committee  of  the  Town  of  Bedford. 

Gentlemen  :  —  In  response  to  your  request  for  an  examination  of  the 
water  used  for  the  supply  of  the  public  schools  of  Bedford,  which, 
the  Board  is  informed,  is  taken  from  a  well  located  on  the  premises  of 
J.  B.  Prescott  on  North  Street,  near  the  central  portion  of  the  village, 
the  Board  has  caused  the  well  and  its  surroundings  to  be  examined  and  a 
sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  entering  this  well  has 
been  seriously  polluted  by  sewage  and  partially  purified  in  its  passage 
through  the  ground.  A  water  having  such  an  analysis,  with  cesspools  and 
other  receptacles  for  sewage  near  at  hand,  cannot  be  regarded  as  a  safe 
drinking  water. 

The  Board  would  advise  that  a  supply  of  water  for  the  schools  be 
secured  from  a  source  of  known  purity.  The  open  space  south-west  from 
the  school-house,  as  much  as  200  feet  from  any  evident  source  of  pollu- 
tion, may  be  a  good  location  for  a  well. 

The  Board  will  assist  by  making  analyses  of  water  from  sources  you 
may  select  which,  from  their  surroundings,  give  promise  of  safety. 

Bbooklinb  (Holzer-Cabot  Company). 

Not.  6, 1902. 
To  the  Holzer-Cabot  Electric  Company,  Brookline,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  the  quality  of  the  drinking  water  of  two  driven 
wells  on  the  premises  occupied  by  the  company  between  Station  Street 
and  Andem  Place  in  Brookline,  and  has  caused  the  locality  to  be  exam- 
ined by  one  of  its  engineers  and  samples  of  the  water  of  the  wells  to  be 
analyzed. 

The  wells  are  located  in  a  densely  populated  part  of  Brookline,  and 
the  analyses  show  that  the  water  has  evidently  at  some  time  been  greatly 
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polluted  by  sewage  and  not  completely  purified  in  its  passage  through  the 
ground  to  the  wells. 

In  the  opinion  of  the  Board  this  water  cannot  be  considered  safe  for 
drinking.  * 

Concord  (Massachusetts  Reformatory). 

Jan.  1, 1903. 
To  the  Board  of  Prison  Commissioners,  Mr.  Frederick  G.  Pettiorove,  Chairman. 

Gentlemen:  — The  State  Board  of  Health  received  from  you  on  Oct. 
6,  1902,  an  application  stating  that  under  the  authority  of  a  resolve 
passed  by  the  General  Court  of  1902  you  were  investigating  the  practica- 
bility and  expediency  of  supplying  the  Massachusetts  Reformatory  at 
Concord  with  water  from  Nagog  Pond,  so  called,  in  the  towns  of  Acton 
and  Littleton,  and  requesting  the  advice  of  the  Board  relative  to  the  pro- 
posed source  of  supply.  Subsequently,  plans  were  received  showing  the 
pond,  and  the  location  and  profile  of  a  proposed  pipe  line  from  the  pond 
to  the  reformatory. 

In  response  to  your  application  the  Board  has  caused  the  pond  and  its 
surroundings  to  be  examined  by  its  engineer,  and  has  considered  the  plans 
and  information  submitted  therewith  and  the  results  of  analyses  of  sam- 
ples of  the  water  of  the  pond  collected  at  various  times  during  the  past 
three  years. 

The  results  of  the  analyses  show  that  the  water  is  nearly  colorless  and 
otherwise  of  good  quality  for  a  surface  water.  It  has  occasionally,  in 
common  with  most  surface  waters  from  similar  sources,  a  noticeable  taste 
and  odor,  due  probably  to  the  presence  of  microscopic  organisms,  but  the 
results  of  the  microsoopical  examinations  of  this  water  do  not  show  that 
it  contains  very  large  numbers  of  such  organisms  at  any  time,  and  it  is 
unlikely,  Judging  from  these  examinations,  that  the  water  will  be  notice- 
ably affected  by  taste  or  odor  except  at  infrequent  intervals. 

The  pond  will  yield  a  much  larger  quantity  of  water  than  is  necessary 
for  the  supply  of  the  Massachusetts  Reformatory,  and,  in  the  opinion  of 
the  Board,  the  pond  would  be  a  suitable  source  of  supply  for  that  institu- 
tion. 

The  right  to  take  a  part  or  all  of  the  water  of  this  pond  has  already 
been  granted  to  the  town  of  Concord  (chapter  201  of  the  Acts  of  1884), 
and  the  Board  is  informed  that  the  act  authorizing  the  taking  of  water 
from  the  pond  by  that  town  has  been  accepted.  It  seems  likely  that 
the  town  of  Concord  will  require  an  additional  water  supply  in  the  near 
future,  and  the  construction  of  works  for  the  joint  supply  of  the  town 
and  reformatory  would  materially  lessen  the  cost  to  each  if  arrangements 
were  made  for  an  equitable  division  of  the  cost. 

The  water-shed  of  Nagog  Pond  contains  a  very  small  population,  but 
there  are  many  cottages  about  its  shores  which  are  occupied  in  the  sum- 
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mer  season,  and  it  will  be  necessary,  if  the  pond  is  to  be  used  as  a  source 
of  water  supply,  that  control  be  obtained  of  the  shores  of  the  pond  for  a 
sufficient  distance  back  from  the  water  to  prevent  pollution  from  cottages 
and  from  those  resorting  to  the  pond  for  boating,  fishing  and  bathing. 

While  tests  have  been  made  with  a  view  to  obtaining  a  supply  of  ground 
water  for  the  institution,  without  favorable  results,  further  investigations 
might  show  that  it  is  practicable  to  obtain  an  ample  quantity  of  ground 
water  for  the  supply  of  the  reformatory  from  some  place  in  its  neigh- 
borhood. A  supply  of  good  ground  water  would  be  more  satisfactory, 
on  account  of  its  freedom  at  all  times  from  taste  and  odor,  than  the  water 
of  Nagog  Fond,  and  the  cost  of  works  for  obtaining  a  ground-water  sup- 
ply might  be  somewhat  less,  on  the  whole,  than  the  cost  of  a  supply  from 
Nagog  Pond. 

In  view  of  the  circumstances,  it  seems  desirable,  in  the  opinion  of  the 
Board,  that  further  investigations  should  be  made  with  a  view  to  obtaining 
a  supply  of  ground  water,  in  order  that  the  cost  of  such  a  supply  may  be 
compared  with  the  cost  of  works  for  taking  water  from  Nagog  Pond. 

Concord  (Middlesex  School). 

Jan.  1, 1903. 
To  Mr.  Frederick  Winsor,  Head  Master,  Middlesex  School,  Concord,  Mass. 

Dear  Sir: — The  State  Board  of  Health  received  from  you  on  June 
28,  1901,  an  application  for  advice  with  reference  to  a  system  of  water 
supply  for  the  Middlesex  School  in  Concord,  containing  the  following  out- 
line of  your  proposed  plan  :  — 

It  is  proposed  to  secure  a  supply  from  the  ground  by  means  of  driven  wells  or 
some  other  method,  either  from  the  valley  of  Spencer  Brook  or  the  valley  above 
Batsman's  Pond. 

» 

Test  wells  are  to  be  driven  at  once  to  ascertain  if  water  can  be  secured  in  either 
location  and  which  location  is  the  best 

It  is  intended  to  provide  a  supply  for  the  use  of  about  250  people,  and  such  uses 
about  die  grounds  of  the  school  as  may  be  desired.  After  the  tests  are  made,  if 
the  result  is  satisfactory,  plans  will  be  prepared  for  your  examination. 

Subsequently  test  wells  were  driven  at  the  places  indicated  in  your 
application,  and  the  Board  caused  an  examination  of  the  locality  to  be 
made  by  one  of  its  engineers  and  samples  of  water  from  some  of  the 
test  wells  and  from  Bateman's  Pond  and  Spencer  Brook,  two  surface 
water  sources  in  the  neighborhood,  to  be  analyzed.  The  results  of  the 
analyses  were  sent  to  your  engineer. 

Since  that  time  a  filter  has  been  constructed  for  the  purification  of  the 
water  of  Bateman's  Pond,  which  is-  now  being  used  as  the  source  of  water 
supply  of  the  school.  The  water-shed  of  this  pond  is  uninhabited  except 
at  the  school  buildings,  and  with  all  sewage  from  them  conveyed  out  of 
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the  drainage  area,  the  source  is  not  exposed  at  the  present  time  to  dan- 
ger of  sewage  pollution.  Analyses  of  this  water  show  that  it  is  highly 
colored  and  contains  an  excessive  quantity  of  organic  matter  in  the  sum- 
mer season,  but  analyses  of  the  water  after  passing  through  the  filter  show- 
that  its  quality  is  greatly  improved,  although  it  has  occasionally  a  notice- 
able odor  when  heated.  In  other  respects  the  filtered  water  is  of  good 
quality  for  the  purposes  of  a  domestic  water  supply. 

Pond  waters  containing  large  quantities  of  organic  matter  sometimes 
become  nearly  devoid  of  oxygen  in  the  warmer  portion  of  the  year,  and 
at  such  times  are  difficult  to  purify  by  filtration  in  the  usual  way.  The 
circumstances  are  such,  however,  that  very  little  water  is  required  for  the 
school  in  the  summer  as  compared  with  the  remaining  portion  of  the  year, 
and  by  operating  the  filter  intermittently  and  at  as  low  a  rate  as  possible, 
good  results  may  be  secured  at  all  times  with  the  present  works  if  the  fil- 
ter receives  proper  care  and  the  quantity  of  water  required  by  the  school 
does  not  materially  increase. 

Deerfield  (South  Deerfield  Water  Supply  thsraiCT). 

June  5, 1903. 
To  the  Committee  on  Water  Supply  of  the  Village  of  South  Deerfield. 

Gentlemen: — The  State  Board  of  Health  received  from  you  on  May 
27,  1902,  an  application  for  advice  with  reference  to  a  proposed  water 
supply  for  the  village  of  South  Deerfield,  to  be  taken  from  Roaring  Brook 
in  Whately  Glen,  accompanied  by  plans  showing  the  proposed  works. 
The  Board  has  considered  these  plans  .and  has  caused  the  proposed  source 
of  supply  to  be  examined  by  its  engineer,  and  a  sample  of  the  water  to  be 
analyzed. 

The  results  of  the  analysis  show  that  the  water  is  clear,  colorless  and 
odorless,  and  of  good  quality  for  the  purposes  of  a  public  water  supply. 
It  does  not  appear  that  any  observations  have  been  made  of  the  flow  of 
this  stream  in  the  drier  portion  of  a  dry  season,  but,  so  far  as  can  be 
judged  from  the  information  available,  it  is  probable  that  this  source  will 
furnish,  through  the  proposed  works,  a  sufficient  quantity  of  water  for  the 
village  of  South  Deerfield  at  all  times.  If,  however,  it  should  be  found 
that  the  natural  yield  of  the  source  is  inadequate  for  the  supply  of  the 
village,  the  yield  could  probably  be  increased  without  special  difficulty  by 
the  construction  of  a  storage  reservoir.  In  the  opinion  of  the  Board 
Roaring  Brook  is  an  appropriate  source  of  water  supply  for  the  village  of 
South  Deerfield. 

Owing  to  the  fact  that  considerable  numbers  of  people  resort  to  Whately 
Glen  in  the  summer  season,  it  is  very  desirable  that  the  intake  of  the  South 
Deerfield  water  works  be  placed  above  the  portion  of  the  glen  frequented 
by  visitors,  to  avoid  danger  of  pollution  of  the  water;  and  the  Board 
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would  advise  that  the  water  be  taken  at  a  point  higher  up  stream  than 
indicated  on  the  plan  submitted.  It  will  also  be  necessary  to  guard 
against  danger,  of  pollution  of  the  source  from  any  of  the  buildings  on  this 
water-shed  above  the  glen. 

Plans  have  also  been  submitted  to  this  Board  by  the  town  of  Whately 
for  the  use  of  Roaring  Brook  as  a  source  of  public  water  supply.  The 
population  of  thfe  town  of  Whately  at  the  present  time  is  small,  and,  while 
the  principal  village  is  situated  at  a  higher  elevation  than  South  Deer  field, 
water  can  be  taken  from  Roaring  Brook  at  a  sufficient  elevation  so  that 
Whately  may  be  supplied  from  this  source  by  gravity. 

The  Board  is  of  the  opinion  that  Roaring  Brook  is  an  appropriate  source 
of  water  supply  both  for  South  Deerfield  and  Whately,  and,  in  case  the 
yield  of  this  stream  should  at  any  time  prove  inadequate,  it  can  be 
increased  without  special  difficulty  by  the  construction  of  a  storage  reser- 
voir on  the  water-shed.  There  appears  to  be  no  other  equally  appropriate 
source  of  water  supply  for  these  towns  or  either  of  them. 

Under  the  circumstances,  the  Board  is  of  the  opinion  that,  if  the  right 
to  take  a  water  supply  from  Roaring  Brook  shall  be  granted  to  South 
Deerfield,  the  town  of  Whately  should  not  be  excluded  from  taking  a 
supply  of  water  from  this  source  if  it  should  desire  to  do  so. 

Not.  6, 1902. 

To  Messrs.  J.  B.  Bridges,  P.  W.  Newell.  C.  F.  Billings,  Board  of  Water  Com- 
missioners of  the  South  Deerfield  Water  Supply  District. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Oct. 
23,  1902,  a  communication  relative  to  obtaining  the  consent  of  the  Board 
to  the  taking  of  the  waters  of  Roaring  Brook  and  its  tributaries  in  Deer- 
field and  in  Whately  as  a  source  of  water  supply  for  the  South  Deerfield 
Water  Supply  District,  and  for  the  approval  of  the  location  of  a  proposed 
dam  and  reservoir  under  the  provisions  of  chapter  486  of  the  Acts  of  the 
year  1902,  and  soon  afterward  plans  were  received  showing  the  proposed 
location  of  a  dam  and  reservoir  on  Roaring  Brook. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and, 
having  carefully  considered  the  proposed  plans,  hereby  consents  to  the 
taking  by  the  South  Deerfield  Water  Supply  District,  as  a  source  of  water 
supply,  of  the  waters  of  Roaring  Brook  at  a  point  shown  upon  a  plan 
entitled  "  Map  of  Whately  Glen  and  Vicinity,  including  Site  of  Proposed 
Reservoir  for  South  Deerfield  Water  Works ;  scale,  100  feet  to  an  inch, 
Clapp  &  Abercrombie,  Engineers,  Greenfield,  Mass.,"  filed  in  the  office 
of  this  Board  Oct.  24,  1902,  and  approves  the  location  of  the  dam  and 
reservoir  shown  upon  the  said  plan. 
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Everett. 

Dec.  4  1902. 
To  the  Board  of  Public  Works  of  ike  City  of  Everett. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Septem- 
ber 30  a  request  for  an  analysis  of  the  water  of  a  drinkjng  fountain  in  the 
city  of  Everett,  supplied  from  a  spring  located  near  the  corner  of  Church  and 
Linden  streets,  and-  in  response  to  your  request  has  caused  the  conditions 
about  the  spring  to  be  examined  and  samples  of  the  water  to  be  analyzed. 
The  results  of  the  analyses  show  that  the  water  is  clear,  colorless  and 
odorless,  and  contains  but  little  organic  matter,  but  has  evidently  been  at 
some  time  greatly  polluted  by  sewage,  though  at  the  time  these  examina- 
tions were  made  the  water  was  being  well  purified  in  its  passage  through 
the  ground  before  entering  the  spring.  In  the  state  in  which  it  was  found 
at  the  time  these  analyses  were  made  the  water  of  this  spring  is  probably 
safe  for  drinking.  The  danger  in  the  use  of  such  water  for  drinking  is 
that  a  change  in  circumstances  attending  its  pollution  may  result  in  imper- 
fectly purified  water  finding  its  way  to  the  spring,  and,  even  if  frequent 
analyses  of  the  source  should  be  made,  such  deterioration  might  not  be 
detected  in  season  to  prevent  harmful  results  from  the  use  of  the  water. 
Water  from  the  metropolitan  works  is  available  for  the  supply  of  this 
fountain,  and  under  the  circumstances  the  Board  would  advise  that  the 
use  of  the  spring  in  question  as  a  source  of  drinking  water  supply  should 
be  discontinued. 

Framingham  (The  Dennison  Manufacturing  Company). 

Aua.  7, 1902. 
To  Mr.  Charles  S.  Dennison,  Treasurer  Dennison  Manufacturing  Company, 

Boston,  Mass. 

Dear  Sir:  —  In  response  to  your  request  of  June  6  for  a  further 
examination  of  the  water  of  the  driven  well  at  your  factory  at  South 
Framingham,  the  Board  has  caused  two  samples  of  the  water  to  be  ana- 
lyzed, one  on  June  16  and  another  on  July  24.  Comparing  these  results 
with  the  results  of  an  analysis  of  a  sample  of  water  collected  on  Aug. 
30,  1901,  it  is  found  that  there  has  been  a  marked  change  in  the  quantity 
of  iron  present  in  the  water,  the  quantity  present  in  the  sample  collected 
in  1901  being  excessive,  while  in  the  two  samples  recently  collected  the 
quantity  of  iron  found  was  insignificant.  The  presence  of  the  iron  in  the 
sample  collected  last  year  rendered  the  water  turbid  and  colored,  while  at 
the  present  time  the  water  is  clear  and  colorless.  In  other  respects  the 
recent  analyses  show  no  material  change  in  the  quality  of  the  water  from 
its  condition  at  the  previous  time. 

As  stated  last  year,  this  water  is  not  a  desirable  drinking  water,  though 
it  cannot  be  considered  in  its  present  state  unsafe  for  drinking.     If  this 
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water  is  to  be  used  for  drinking  it  should  be  analyzed  from  time  to  time 
in  order  that  its  use  may  be  discontinued  if  deterioration  in  its  quality 
occurs. 

Franklin. 

Mat  1, 1902. 
To  William  J.  Whiting,  Esq.,  Franklin,  Mass. 

Dear  Sir:  —  In  response  to  your  application  of  April  28  for  advice 
with  reference  to  the  quality  of  the  water  of  a  well  located  on  the 
McCarthy  Street  extension  in  Franklin,  the  Board  has  caused  the  well  and 
its  surroundings  to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  of  the  well  is  grossly 
polluted  by  sewage,  apparently  derived  from  the  sink  drains  and  privies  in 
its  neighborhood. 

The  Board  would  advise  that  further  use  of  water  from  this  well  for 
drinking  or  cooking  be  prevented. 

Gloucester. 

Mat  15, 1902. 
To  the  Water  Commissioners  of  the  City  of  Gloucester. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  May  3, 
1902,  an  application  requesting  the  advice  of  the  Board  as  to  the  treat- 
ment of  the  bottom  of  the  new  Haskell's  Pond  basin  at  West  Glouces- 
ter, now  being  constructed  for  the  storage  of  water  for  the  supply  of 
the  city  of  Gloucester. 

You  state  that  the  bottom  is  covered  with  mud  to  a  depth  of  from  a  few 
inches  to  several  feet,  and  you  request  advice  as  to  whether,  if  the  sides 
of  the  reservoir  should  be  grubbed  and  cleaned  some  15  or  20  feet  below 
the  flow  line  and  the  bottom  not  disturbed,  the  preparation  of  the  reser- 
voir for  the  storage  of  water  would  be  sufficient. 

The  Board  has  caused  the  bottom  of  the  reservoir,  which  is  now  exposed 
and  well  drained,  to  be  examined  by  its  engineer,  and  has  considered  the 
information  presented  as  to  the  conditions  existing  in  this  reservoir  and  the 
experience  with  other  storage  reservoirs  in  the  State.  It  appears  that 
the  portions  of  the  Haskell's  Pond  Reservoir  which  formed  the  bottom  of 
the  old  pond,  containing  about  25  acres,  are  covered  with  mud  or  peat 
containing  a  great  quantity  of  vegetable  matter.  While  this  matter  would 
be  covered  with  water  at  all  times  to  a  depth  of  several  feet,  even  when 
the  reservoir  is  drawn  down  to  the  lowest  level  to  which  it  is  likely  to  be 
drawn,  the  Board  is  of  the  opinion  that,  if  the  reservoir  should  be  con- 
structed leaving  this  portion  of  the  bottom  as  it  now  is,  the  water  would 
be  very  unfavorably  affected  thereby. 

On  account  of  the  depth  of  this  material  it  is  not  practicable  to  remove 
it,  but  it  could  be  covered  with  sand  or  gravel  from  the  adjacent  slopes  of 
the  reservoir  so  as  to  prevent  the  water  from  coming  in  contact  with  it 
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when  the  reservoir  is  filled.  If  this  material  should  be  covered  to  a  depth 
of  one  foot,  and  the  stumps  removed  from  the  slopes  of  the  reservoir,  the 
Board  is  of  the  opinion  that  the  water  furnished  by  this  source  would  be  of 
much  better  quality  than  if  the  bottom  should  be  left  in  its  present  state, 
though  the  water  might  at  times  have  a  noticeable  taste  and  odor. 

Greenfield  (Wiley  &  Russell  Manufacturing  Company). 

Aug.  7, 1902. 

To  Mr.  Charles  P.  Russell,  President  and  Treasurer  of  the  Wiley  <fc  Russell 

Manufacturing  Company,  Greenfield,  Mass, 

Dear  Sir  :  —  In  response  to  your  request  for  advice  as  to  the  quality  of 
the  water  of  a  spring  on  the  hillside  in  the  rear  of  your  factory  at  Greene- 
field,  which  is  used  for  drinking  purposes  in  the  factory,  the  Board  has 
caused  the  locality  to  be  examined  and  a  sample  of  water  from  the  spring 
to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  is  soft  and  in  other 
respects  of  good  quality  for  drinking  purposes,  and  an  examination  of  the 
surroundings  of  the  spring  does  not  show  at  the  present  time  any  condi- 
tion which  threatens  serious  pollution  of  the  spring.  In  the  opinion  of 
the  Board  the  water  is  safe  for  drinking. 

Hadley. 

March  6, 1902. 

To  John  J.  Sullivan,  Daniel  O'Connell,  Jr.,  and  John  J.  Kirkpatkick, 

Hadley \  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Feb- 
ruary 15  an  application  for  advice  with  reference  to  a  proposed  water  sup- 
ply for  the  town  of  Hadley,  to  be  taken  from  Pratt's  Pond  on  Hart's  Brook 
in  the  south-easterly  part  of  the  town,  and  has  caused  the  source  and  its 
surroundings  to  be  examined  by  its  engineer  and  samples  of  the  water  to 
be  analyzed. 

The  results  of  the  analyses  show  that  the  water  at  the  time  this  examina- 
tion was  made  was  soft  and  had  but  little  color,  and  that  the  quantity  of 
organic  matter  present  was  small.  An  examination  of  the  water-shed 
shows,  however,  that  this  brook  is  exposed  to  pollution  at  the  present  time 
from  a  house  and  stable  near  the  shore  of  Pratt's  Pond  and  from  a  State 
fish  hatchery  located  at  a  pond  on  the  stream  a  short  distance  above  the 
proposed  source.  The  danger  of  pollution  from  the  farm  buildings  could 
probably  be  avoided  by  moving  the  barn  to  a  new  location  south  of  the 
highway  and  providing  a  suitable  method  for  the  disposal  of  the  sewage 
from  the  house.  It  does  not  appear  to  be  practicable,  however,  to  prevent 
danger  of  pollution  from  the  fish  hatchery  as  carried  on  at  present,  and 
the  Board  does  not  at  present  advise  the  use  of  Hart's  Brook  as  a  source 
of  public  water  supply  for  Hadley. 
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The  Board  has  also  caused  an  examination  to  be  made  of  the  water  of  a 
tributary  of  Hart's  Brook  from  the  south,  which  enters  the  maih  stream  a 
little  over  half  a  mife  below  Pratt's  Pond.  This  tributary  has  a  somewhat 
larger  drainage  area  than  Hart's  Brook  at  Pratt's  Pond,  and  it  is  probable 
that  a  somewhat  larger  yield  of  water  could  be  obtained  from  it  than  from 
Pratt's  Pond.  The  drainage  area  of  this  tributary  is  uninhabited,  and  the 
only  danger  of  pollution  to  which  the  water  may  be  exposed  at  present  is 
the  manuring  of  cultivated  fields  on  the  water-shed.  The  quality  of  the 
water  is  about  the  same  as  that  of  Hart's  Brook,  as  shown  by  the  analysis 
of  a  single  sample  collected  recently. 

Judging  from  the  investigations  thus  far  made,  the  Board  is  of  the  opin- 
ion that  the  tributary  of  Hart's  Brook  referred  to  would  be  a  suitable 
source  of  water  supply  for  Hadley,  but  would  advise  that  further  analyses 
of  the  water  of  this  source  be  made.  The  Board  will  make  the  necessary 
analyses  if  you  will  collect  the  samples. 


HiNGHAM. 

Dec.  20,  1903. 

To  the  Bingham  Water  Company,  Hingham,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Oct. 
15,  1902,  an  application  for  advice  relative  to  increasing  the  quantity  and 
improving  the  quality  of  the  water  supplied  to  Hingham  and  Hull  which 
contains  the  following  outline  of  your  proposed  plans :  — 

The  plan  for  increasing  the  quantity  and  improving  the  quality  of  the  supply  of 
the  Hingham  Water  Company  is* essentially  as  follows :  — 

To  convey  the  water  of  Accord  Brook  to,  and  distribute  it  over,  a  portion  of  the 
valley  of  Fulling  Mill  Brook,  lying  to  the  east  of  Main  Street,  between  Main 
Street  and  Fulling  Mill  Pond. 

It  is  proposed  to  distribute  Accord  Brook  water  through  a  series  of  two  or  more 
ditches,  approximately  parallel  to  the  line  of  Fulling  Mill  Brook,  the  line  of  the 
first  ditch  to  be  about  60  feet  from  the  brook ;  the  second  and  succeeding  ditches 
to  be  approximately  parallel  to  the  first  ditch  and  at  suitable  distances  apart,  not 
to  exceed  10  feet  The  water,  seeping  away  from  the  bottom  of  the  ditches,  will 
find  its  way  to  the  brook,  just  as  the  regular  rainfall  does,  all  suspended  matter 
will  be  taken  out  at  the  bottom  of  the  ditch,  and  the  slow  filtration  will  remove 
the  color  and  all  impurities,  so  that  the  water  delivered  will  be  of  as  good  quality 
as  that  now  running  in  the  brook. 

Test  pits  dug  at  various  points  on  the  area  which  it  is  proposed  to  use  show 
coarse  sand  and  gravel,  which  seem  to  be  eminently  adapted  to  the  filtration  of 
water. 

The  coarse  material  will  without  doubt  pass  a  large  amount  of  water,  while  the 
long  distance  which  the  water  has  to  traverse  before  reaching  the  collecting  sys- 
tem will  ensure  a  more  complete  purification  than  could  be  obtained  by  artificial 
filtration  beds. 
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If  it  should  be  found  that  the  ditches  laid  out  at  first  were  insufficient,  there  is 
ample  area  to  be  obtained  for  extending  the  system  of  irrigating  ditches. 

It  is  proposed  to  use  Fulling  Mill  Brook  and  its  tributaries  as  a  collecting  sys- 
tem without  a  great  deal  of  further  preparation.  In  a  few  words,  the  plan  is 
simply  to  increase  the  present  flow  of  Fulling  Mill  Brook  by  distributing  on  its 
water-shed  a  sufficient  amount  of  water  in  addition  to  the  regular  rainfall. 

The  indications  are  that  in  the  near  future  Accord  Pond  will  have  to  be  used 
almost  exclusively  as  a  storage  reservoir,  to  be  drawn  from  only  at  the  time  when 
the  demand  upon  the  works  is  greatest,  namely,  from  the  first  of  July  until  about 
the  middle  of  September.  If  the  proposed  scheme  of  filtration  operates  as 
expected,  a  sufficient  supply  can  be  obtained  for  the  demand  between  the  middle 
of  September  and  the  middle  of  June  or  first  of  July  from  Fulling  Mill  Brook, 
reinforced  by  water  from  Accord  Brook. 

It  is  proposed  to  so  arrange  the  conduits  leading  to  the  irrigating  ditches  that 
they  may  be  supplied  from  either  Accord  Pond,  Accord  Brook,  or  both,  as  the 
demands  of  the  system  require.  There  will  also  be  a  connection  from  Accord 
Pond  to  the  pumping  plant. 

To  take  care  of  the  increased  supply  and  to  better  the  service,  particularly  for 
fire,  it  is  proposed  to  install  a  new  pumping  station  in  the  vicinity  of  Fulling  Mill 
Pond,  to  construct  either  a  stand-pipe  or  a  reservoir,  at  such  height  as  to  give  an 
increased  head  in  the  mains.  Contracts  have  already  been  made  for  increasing 
the  height  of  the  present  stand-pipe  at  Strawberry  Hill. 

New  mains,  are  to  be  laid  to  enable  the  system  to  meet  the  increased  demands 
already  placed  upon  it,  and  they  will  be  large  enough  to  supply  all  water  required 
for  a  number  of  years  to  come. 

We  hand  you  herewith  blue  print  of  contour  map  of  Fulling  Mill  Pond,  Fulling 
Mill  Brook  and  a  part  of  its  water-shed,  in  which  the  proposed  system  of  filtration 
is  to  be  installed. 

Also  hand  you  report  of  results  of  test  pits  dug  on  this  water-shed  at  the  points 
indicated  on  the  plan.  These  results  show  the  existence  of  coarse  sand  and 
gravel,  well  adapted  for  purposes  of  filtration. 

In  response  to  your  application  the  Board  has  caused  the  locality  to  be 
examined  by  its  engineer,  and  has  carefully  considered  the  plans  submitted 
and  the  other  information  available  as  to  the  capacity  of  your  present 
sources  and  the  quality  of  their  waters.  The  water  of  Accord  Pond  has 
frequently  been  very  objectionable  to  consumers  on  account  of  a  disagree* 
able  taste  and  odor,  caused  by  the  presence  of  microscopic  organisms  of 
various  kinds.  The  quality  of  the  water  supplied  from  the  Fulling  Mill 
Pond  source  was  also  very  objectionable  in  earlier  years,  but  since  works 
were  built  for  taking  water  from  the  brook,  which  is  the  main  feeder  of  the 
pond,  and  from  a  filter  gallery  on  its  easterly  shore,  water  of  much  better 
quality  than  formerly  has  been  obtained  from  this  source. 

Accord  Brook,  the  proposed  source  of  additional  supply,  will,  if  used  in 
connection  with  the  present  sources,  materially  increase  the  quantity  of 
water  available  for  the  supply  of  Hingham  and  Hull.  By  using  this  source 
in  connection  with  Fulling  Mill  Pond  the  draft  upon  Accord  Pond  in  the 
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winter  and  spring  can  be  greatly  reduced,  and  most  of  the  water  of  this 
source  kept  for  use  in  the  drier  portion  of  the  year. 

The  water  of  Accord  Brook,  on  account  of  its  high  color  and  the  large 
quantity  of  organic  matter  which  it  contains  during  much  of  the  year, 
would  be  very  objectionable  for  domestic  uses  if  supplied  directly  to  con- 
sumers. This  source,  however,  appears  to  be  the  most  available  of  the 
sources  which  might  be  used  for  an  additional  water  supply  for  Hingham 
if  its  waters  can  be  rendered  satisfactory. 

The  plan  now  proposed  for  conveying  this  water  to  the  neighborhood  of 
Fulling  Mill  Pond,  and  purifying  it  there  by  filtration  through  the  exten- 
sive natural  beds  of  sand  and  gravel  found  in  this  region,  appears  to  be  the 
best  that  it  is  practicable  to  adopt,  and  by  this  plan  it  is  likely  that  water 
of  good  quality  for  all  the  purposes  of  a  public  water  supply  can  be 
obtained  at  reasonable  expense.  The  proposed  plan  also  makes  provision 
for  conveying  the  water  of  Accord  Pond  to  the  same  locality  and  purifying 
it  by  filtration  at  times  when  the  quality  of  the  water  is  objectionable,  and 
there  appears  to  be  no  better  way  of  rendering  the  water  of  this  source 
satisfactory  to  consumers. 

The  plan  suggested  by  you  of  distributing  the  water  in  trenches  paral- 
lel to  the  main  feeder  of  Fulling  Mill  Pond,  and  allowing  it  to  filter  through 
the  ground  to  the  stream,  could  probably  be  made  to  give  satisfactory 
results,  and  the  cost  of  the  trenches  would  be  small.  It  would  not  be  a 
difficult  matter,  however,  to  prepare  filter-beds  by  levelling  off  some  of  the 
lands  south  or  west  of  Fulling  Mill  Pond,  which  are  well  situated  for  the 
purpose,  upon  which  the  waters  of  Accord  Brook  or  Accord  Pond  could  be 
delivered  by  gravity.  The  cost  of  prepared  areas  would  not  very  mate- 
rially increase  the  cost  of  the  works,  and  by  the  use  of  such  areas  it  would 
be  practicable  to  regulate  the  rates  of  filtration  more  definitely,  and  observe 
and  control  the  results  more  closely,  than  would  be  the  case  if  trenches 
should  be  used.  The  Board  would  advise  that  an  area  of  this  kind  be 
prepared  in  the  beginning  and  operated  for  a  time,  and  the  results  carefully 
observed  for  use  in  further  development  of  the  filtration  works.  At  the 
same  time  trenches  might  be  operated  as  proposed  and  similar  observations 
made  upon  that  method  of  purifying  the  water.  It  is  important  that  the 
filters  for  the  purification  of  water  be  operated  intermittently,  and  the  sur- 
face of  the  beds  allowed  to  become  exposed  to  the  air  for  a  considerable 
time  as  often  as  once  in  twenty-four  hours.  The  filter-galleries,  reser- 
voirs and  other  works  for  collecting  filtered  water  near  Fulling  Mill  Pond 
should  be  placed  at  a  sufficiently  low  level  to  prevent  danger  that  any  of 
the  water  may  escape  into  the  pond. 

It  is  very  important,  in  the  opinion  of  the  Board,  that  the  filtered  water, 
whether  from  trenches  or  filter-beds,  be  collected  and  stored  in  covered 
galleries  or  reservoirs,  since  otherwise  it  is  liable  to  deteriorate  and  become 
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objectionable  on  account  of  the  presence  of  organisms  which  are  apt  to 
appear  in  great  numbers  in  ground  waters  exposed  to  light. 

The  plan  in  general  is,  in  the  opinion  of  the  Board,  an  appropriate  and 
satisfactory  one  for  improving  and  increasing  the  water  supply  of  Hing- 
ham  and  Hull,  and,  when  further  details  of  the  plan  of  filtering  the  water 
have  been  prepared,  the  Board  will  give  you  further  advice  if  you  so 
request.  In  preparing  such  details  of  filtration  areas  it  is  desirable  that  the 
character  of  the  soil  and  depth  of  the  ground  water  be  determined  by 
means  of  test  pits. 

Holyoke. 

Mat  15,  1902. 
To  the  Water  Commissioners  of  the  City  of  Holyoke, 

Gentlemen  :  —  In  response  to  your  application,  received  May  8,  request- 
ing an  examination  of  the  water  of  Ashley  Pond  to  determine  the  cause  of 
the  present  very  unpleasant  odor,  the  Board  has  caused  the  pond  and  its 
surroundings  to  be  examined,  and  samples  of  water  collected  from  many 
places  in  the  pond  to  be  examined  microscopically. 

The  results  of  the  examination  show  that  Uroglena,  an  organism  which 
has  been  known  to  cause  very  disagreeable  tastes  and  odors  in  other  ponds 
and  reservoirs,  was  present  in  large  numbers  in  the  water  of  Wright  Pond 
at  the  time  this  examination  was  made,  and  the  disagreeable  taste  and 
odor  complained  of  by  those  to  whom  this  water  is  supplied  are  doubtless 
caused  by  the  presence  of  this  organism. 

The  Board  is  unable  to  advise  you  as  to  any  practicable  method  of  pre- 
venting the  appearance  and  growth  of  such  organisms  in  ponds,  but,  since 
it  appears  probable  that  the  organism  is  not  always  present  in  both  of  the 
ponds  at  the  same  time,  it  is  desirable  to  provide  some  method  by  which 
water  may  be  drawn  directly  from  Ashley  Pond  if  found  desirable,  and  the 
water  of  Wright  Pond  kept  from  mingling  with  it.  It  is  also  desirable 
that  provision  be  made  so  that  water  may  be  drawn  directly  from  the 
Manhan  River  for  the  supply  of  the  city  when  the  quality  of  the  water  of 
the  ponds  is  objectionable. 

Nor.  6,  1902. 

To  the  Board  of  Water  Commissioners  of  the  City  of  Holyoke,  Mr.  A.  E.  Pickup, 

Registrar, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  in  June 
last  the  following  communication,  requesting  information  as  to  the  advisa- 
bility of  allowing  fishing  in  the  ponds  and  reservoirs  of  the  Holyoke  water 
works :  — 

I  am  directed  by  the  secretary  of  the  board  of  water  commissioners  to  request 
your  opinion  as  to  whether  or  not  it  is  advisable  to  allow  fishing  from  boats  on 
the  ponds  or  reservoirs  of  the  city's  water  supply  three  days  a  week,  under  the 
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supervision  of  the  water  department ;  also  if  it  is  advisable  to  allow  fishing  from 
the  shores  of  same. 

Would  also  request  information  as  to  what  the  results  have  been  from  allowing 
fishing  from  boats  at  South  Framingham  reservoir,  and  if  it  is  the  custom  through- 
out the  State  to  allow  such  fishing  on  domestic  water  supplies. 

Can  you  inform  me  whether  there  are  any  fish  we  can  get  to  put  in  the  reser- 
voirs that  will,  through  time,  drive  out  the  so-called  mud  fish  ? 

The  city  of  Holyoke  has  wisely  secured  control  of  the  water-sheds  of  the 
main  reservoirs  from  which  its  water  supply  is  drawn,  and  has  removed  all 
possible  sources  of  sewage  pollution  therefrom.  If  unrestricted  fishing 
shall  now  be  allowed  in  the  reservoirs,  and  considerable  numbers  of  people 
resort  to  the  reservoirs  for  this  purpose,  there  is  a  liability  that  the  water 
supply  may  be  polluted  and  serious  injury  result  to  the  health  of  some  of 
those  who  use  the  water  for  drinking.  It  is  possible,  however,  that  a 
limited  number  of  persons  might  be  allowed  to  fish  in  the  reservoirs,  either 
from  boats  or  the  shore,  under  proper  restrictions,  and  with  suitable 
inspection  under  the  direction  of  the  water  department,  without  danger 
of  harmful  results  to  the  health  of  the  people  of  the  city.  It  would  be 
advisable,  however,  even  then,  that  fishing  should  not  be  allowed  in  the 
neighborhood  of  the  place  or  places  from  which  water  is  drawn  for  the 
supply  of  the  city. 

Whether  the  removal  of  fish  from  the  reservoirs  would  have  an  effect  on 
the  quality  of  the  water  the  Board  is  unable  to  advise  you  definitely,  but 
so  far  as  now  known  the  removal  of  considerable  numbers  of  the  larger 
fish  found  in  such  reservoirs  is  not  likely  to  have  an  unfavorable  effect 
upon  the  quality  of  the  water. 

Regarding  the  custom  throughout  the  State  as  to  allowing  fishing  in 
domestic  water  supplies,  inquiry  by  the  Board  shows  that  of  40  places 
from  which  information  has  been  obtained,  unrestricted  fishing  is  permitted 
in  18,  while  in  the  remaining  22  places  there  are  restrictions ;  of  the  22 
'  places  in  which  fishing  is  restricted,  it  appears  that  the  restrictions  in  4 
places  are  made  and  enforced  by  the  fish  and  game  commission,  the  ponds 
having  been  stocked  by  that  commission ;  in  7  of  the  remaining  18  places 
no  fishing  whatever  is  allowed,  while, in  2  places  fishing  is  not  allowed  in 
some  of  the  reservoirs  but  is  permitted  in  others ;  at  1  place  no  fishing  is 
allowed  within  500  feet  of  the  point  from  which  water  is  drawn,  and  in  4 
other  places  where  there  are  restrictions  fishing  is  permitted  at  all  times. 
Of  the  22  places  in  which  fishing  is  restricted,  a  written  permit  to  fish  is 
required  in  5  places. 

In  reply  to  your  last  question,  it  is  not  likely,  so  far  as  the  Board  is  now 
informed,  that  there  is  any  kind  of  fish  which,  if  placed  in  your  reservoirs, 
will  drive  out  the  perch  and  sun-fish,  which  you  designate  as  mud  fish. 
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Holtoke  (Skinner  Manufacturing  Company). 

July  3, 1902. 

To  Mr.  Joseph  A.  Skinner,   Treasurer  of  William  Skinner  Manufacturing 

Company,  Holyoke,  Mass. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  May  3  a 
communication  requesting  advice  as  to  the  use  of  the  water  from  a  certain 
well  at  your  factory  in  Holyoke  for  supplying  d linking  water  to  about  800 
employees  in  the  factory.  Subsequently  you  requested  advice  as  to  the 
quality  of  the  water  of  another  well,  to  be  used  by  600  employees  in 
another  factory. 

The  Board  has  caused  the  wells  and  their  surroundings  to  be  examined 
by  one  of  its  engineers,  and  several  samples  of  water  from  each  of  the 
wells  to  be  analyzed.  The  source  of  supply  in  each  case  is  a  tubular  well 
6  inches  in  diameter,  one  well,  which  is  269  feet  in  depth,  being  located 
near  the  corner  of  Appleton  and  Bigelow  streets,  and  the  other,  321  feet 
in  depth,  at  the  corner  of  Appleton  and  Bond  streets,  in  the  central  portion 
of  the  city.  The  results  of  the  analyses  of  the  water  of  the  well  near  Bond 
Street  show  that  it  is  clear,  colorless  and  odorless,  but  it  is  a  hard  water, 
and  the  hardness  increased  materially  during  the  course  of  the  examina- 
tion, being,  in  the  last  sample  collected,  about  four  times  as  great  as  the 
average  hardness  of  the  water  of  the  principal  sources  of  supply  of  the 
city  of  Holyoke.     The  water  of  the  Bigelow  Street  well  was  of  somewhat 
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poorer  quality  than  the  water  of  the  Bond  Street  well  and  was  harder.  In 
this  case,  also,  the  hardness  of  the  water  increased  materially  during  the 
course  of  the  examinations  made  by  the  Board. 

These  analyses  show  that  the  waters  of  these  wells  are  safe  for  drinking 
at  the  present  time,  but  the  great  hardness  of  the  waters  is  objectionable, 
and,  in  view  of  the  fact  that  the  wells  are  located  in  a  densely  built-up 
portion  of  the  city,  where  the  ground  water  is  exposed  to  pollution,  the 
Board  cannot  advise  that  the  water  will  be  permanently  suitable  for  drink- 
ing. This  can  only  be  determined  by  analysis  after  the  water  has  been 
continuously  drawn  from  the  wells  for  a  considerable  period.  After  this 
has  been  done  the  Board  will,  upon  notification,  make  further  analyses  and 
inform  you  of  the  result. 

Hyde  Park. 

March  6, 1902. 
To  the  Hyde  Park  Water  Company \  Hyde  Park,  Mass. 

Gentlemen:  — The  State  Board  of  Health  has  to-day  sent  a  communi- 
cation to  the  boards  of  health  of  Milton  and  Hyde  Park  relative  to  the 
quality  of  the  water  supplied  to  those  towns. 

A  copy  of  this  communication  is  enclosed  herewith. 


No.  34.]        ADVICE  TO   CITIES   AND  TOWNS-  21 

March  6, 1002. 
To  the  Board  of  Health  of  the  Town  of  Hyde  Park, 

Gentlemen  :  — In  response  to  your  application  of  February  19  for  advice 
as  to  the  quality  of  the  water  of  four  wells  used  as  sources  of  water  supply 
for  domestic  purposes,  the  Board  has  caused  the  wells  and  their  surround- 
ings to  be  examined  and  samples  of  their  water  to  be  analyzed. 

The  wells  examined  were :  — 

1.  A  well  in  the  yard  in  front  of  house  No.  22  Easton  Avenue. 

2.  A  well  in  house  No.  23  Easton  Avenue. 
8.  A  well  in  hpuse  No.  14  Easton  Avenue. 

4.  A  well  in  the  yard  of  the  house  at  the  corner  of  Easton  Avenue  and 
Bridge  Street. 

The  results  of  the  analyses  show  that  the  water  of  all  of  these  wells  is 
quite  hard,  and  has  evidently  been  at  some  time  greatly  polluted  by  sewage 
and  not  thoroughly  purified  in  its  passage  through  the  ground  to  the  wells. 

In  the  opinion  of  the  Board  the  water  of  all  of  these  wells  is  unsafe  for 

drinking. 

March  6, 1902. 
To  the  Board  of  Health  of  the  Town  of  Hyde  Park. 

Gentlemen:  —  In  response  to  a  recent  application  from  the  town  of 
Milton  for  advice  as  to  the  condition  of  the  water  supplied  to  that  town 
by  the  Hyde  Park  Water  Company,  aside  from  its  liability  to  cause  lead 
poisoning,  the  Board  has  this  day  sent  to  the  board  of  health  of  Milton  a 
statement  of  the  results  of  its  investigations  as  to  the  quality  of  the  water. 

Since  this  water  is  supplied  to  Hyde  Park  as  well  as  to  Milton,  and  the 
condition  of  the  water  is  of  equal  interest  to  the  inhabitants  of  Hyde  Park, 
a  copy  of  the  communication  to  the  town  of  Milton  is  sent  you  herewith. 

Lawrence. 

Mat  15, 1902. 
To  the  Lawrence  Water  Board,  Lawrence,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  April  7, 
1902,  an  application  for  advice  relative  to  dividing  the  Lawrence  city  filter 
into  three  beds  of  equal  area,  in  which  you  state  that  your  board  concludes 
that  the  time  has  arrived  when  this  change  is  an  imperative  necessity  on 
account  of  the  very  close  margin  between  the  amount  that  can  be  filtered 
under  the  present  system  and  the  consumption  of  water  in  the  city.  It  is 
also  expected  that  the  dividing  walls  will  decrease  the  cost  of  operating 
the  filter  and  of  pumping.  Subsequently,  plans  and  specifications  were 
received,  showing  the  proposed  location  and  method  of  construction  of  the 
dividing  walls. 

The  Board  has  considered  your  application  and  the  plans  submitted 
therewith  and  the  careful  and  complete  records  which  have  been  kept 
relating  to  the  management  and  operation  of  the  filter  and  the  quantity  of 
water  used  by  the  city. 
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The  average  daily  consumption  of  water  by  the  city  was  less  in  1901 
than  in  the  three  previous  years,  and  less  than  in  the  year  when  the  filter 
was  constructed,  but  in  the  first  four  months  of  the  present  year  the  records 
of  the  quantity  of  water  used  have  shown  a  marked  increase  over  previous 
years.  The  city  of  Lawrence  is  increasing  rapidly  in  population,  and  the 
causes  which  have  operated  to  prevent  a  material  increase  in  the  use  of 
water  during  the  past  ten  years  are  unlikely  to  continue  to  prevent  an 
increase  in  the  quantity  of  water  used  by  the  city  in  the  future.  A  rapid 
increase  in  quantity  used,  keeping  pace  fully  with  the  increase  in  popu- 
lation, must  now  be  provided  for. 

It  appears  that  for  a  period  of  many  days  during  the  past  winter  the 
consumption  of  water  in  the  city  was  greater  than  the  capacity  of  the  filter, 
and  that  the  quantity  of  water  stored  in  the  reservoir  was  for  several  days 
nearly  exhausted.  It  is  evident  that  the  capacity  of  the  filter  under 
present  conditions  is  not  sufficient  for  the  present  requirements  of  the  city 
at  times  in  the  winter  season. 

If  the  filter  should  be  divided  into  three  sections  as  proposed  there 
appear  to  be  some  advantages  that  would  result  in  the  management  of  the 
filter ;  but  these  advantages  would  probably  all  be  secured  by  covering  the 
filter.  Any  increase  in  capacity  expected  to  result  from  dividing  the  filter 
would  not,  in  the  opinion  of  the  Board,  be  of  material  value ;  but  your 
experience  of  last  winter  points  directly  to  the  necessity  of  your  proceeding 
immediately  to  have  it  covered,  thus  relieving  it  of  the  obstructions  of  ice 
and  snow  and  of  freezing  weather,  and  enabling  you  to  keep  it  free  from 
obstructing  sediment  upon  the  surface,  and  to  maintain,  as  near  as  practi- 
cable, the  condition  existing  during  the  summer.  In  the  opinion  of  the 
Board  it  is  essential  that  this  be  done  immediately,  to  secure  a  sufficient 
supply  of  water  through  the  coming  winter. 

When  the  present  filter  was  constructed  it  was  not  expected  that  it 
would  serve  the  city  without  an  addition  when  the  population  of  the  city 
became  as  great  as  at  present,  but  you  have  been  unusually  successful  in 
keeping  down  the  consumption  of  water  by  your  meter  system  and  by  the 
good  work  that  has  been  put  into  the  pipe  system  to  prevent  leaks.  Even 
under  these  conditions  the  Board  is  of  the  opinion  that  it  is  not  safe  to 
expect  that  exigencies  may  not  occur,  like  a  succession  of  fires  in  winter 
requiring  an  unusual  draft  of  water,  which  will  overtax  the  present  filter 
and  exhaust  the  reserve  in  the  reservoir  by  the  time  a  new  filter  can  be 
constmcted. 

The  Board  would  therefore  advise  that  you  proceed  at  once  to  make 
surveys,  prepare  plans  and  construct  another  filter  west  of  the  present 
filter,  as  proposed  in  the  original  plan.  The  new  filter  should  have  an 
area  of  as  much  as  two  acres  and  consist  of  two  separate  beds,  with  pro- 
vision for  further  extension  up  the  river  in  the  future.  It  is  not  probable 
that  the  new  filter  can  be  completed  the  present  year,  but  the  old  filter,  if 
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covered,  will  alone  serve  through  the  coming  winter  until  the  new  filter 
can  be  completed. 

When  you  have  prepared  plans  for  covering  the  present  filter  or  for 
constructing  the  new  filter  the  Board  will,  upon  application,  advise  you 
concerning  them. 

Aug.  7, 1902. 

To  the  Mayor  and  Aldermen  and  Council  of  (he  City  of  Lawrence,  Mass. 

Gentlemen  :  —  In  response  to  a  request  for  advice  from  the  Lawrence 
water  board  in  regard  to  building  two  dividing  walls  in  the  Lawrence 
filter,  the  State  Board  of  Health,  under  date  of  May  Id,  1902,  advised  as 
follows,  viz. :  — 

It  appears  that  for  a  period  of  many  days  during  the  past  winter  the  consump- 
tion of  water  in  the  city  was  greater  than  the  capacity  of  the  filter,  and  that  the 
quantity  of  water  stored  in  the  reservoir  was  for  several  days  nearly  exhausted. 
It  is  evident  that  the  capacity  of  the  filter  under  present  conditions  is  not  sufficient 
for  the  present  requirements  of  the  city  at  times  in  the  winter  season. 

If  the  filter  should  be  divided  into  three  sections  as  proposed  there  appear  to  be 
some  advantages  that  would  result  in  the  management  of  the  filter ;  but  these 
advantages  would  probably  all  be  secured  by  covering  the  filter.  Any  increase 
in  capacity  expected  to  result  from  dividing  the  filter  would  not,  in  the  opinion 
of  the  Board,  be  of  material  value ;  but  your  experience  of  last  winter  points 
directly  to  the  necessity  of  your  proceeding  immediately  to  have  it  covered,  thus 
relieving  it  of  the  obstructions  of  ice  and  snow  and  of  freezing  weather,  and 
enabling  you  to  keep  it  free  from  obstructing  sediment  upon  the  surface,  and  to 
maintain,  as  near  as  practicable,  the  condition  existing  during  the  summer.  In 
the  opinion  of  the  Board  it  is  essential  that  this  be  done  immediately,  to  secure  a 
sufficient  supply  of  water  through  the  coming  winter. 

This  Board  now  learns  with  regret  that  upon  request  of  the  water  board 
the  city  government  authorized  it  to  build  the  dividing  walls,  but  took  no 
action  that  will  protect  the  citizens  from  drinking  the  polluted  water  of  the 
river  next  winter. 

The  proposition  to  build  the  walls  was  urged  by  the  water  board  upon 
the  ground  that  the  pumps  could  be  kept  running  and  drawing  from  two- 
thirds  of  the  filter  while  one-third  was  being  scraped. 

By  the  records  received  from  the  water  board  it  appears  that  during  the 
cold  months  of  January  and  February  of  last  winter,  when  the  filter  could 
not  supply  the  quantity  of  water  drawn  by  the  city,  the  quantity  of  water 
pumped  on  all  of  the -days  when  the  beds  were  scraped  was  less  by  3.4  per 
cent,  of  the  supply  of  the  two  months  than  if  those  days  had  supplied  the 
average  amount. 

During  these  two  months  the  actual  times  when  pumping  was  stopped, 
on  the  days  when  beds  were  scraped,  was  twenty-eight  hours  and  forty 
minutes,  which  is  2  per  cent,  of  the  time  of  these  two  months ;  but  dur- 
ing the  time  of  scraping  the  smaller  pump  was  run  a  larger  proportion 
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of  the  time  than  ordinary,  so  that  the  total  stopping  was  the  equivalent  of 
forty-one  hours  and  eleven  minutes  of  the  large  or  low-service  pumps  at 
their  ordinary  capacity  and  ordinary  running. 

If  the  two  proposed  dividing  walls  had  been  in  at  that  time  the  pumping 
could  have  been  continued  at  two-thirds  the  ordinary  capacity  of  the  low- 
service  pumps  for  forty-one  hours  and  eleven  minutes  more  time  in  the 
two  months  than  it  was  continued,  or  the  equivalent  of  running  the 
ordinary  capacity  twenty-seven  hours  and  twenty-seven  minutes  longer  in 
the  fifty-nine  days  of  fourteen  hundred  and  sixteen  hours,  or  2  per  cent, 
more  time  for  pumping  would  have  been  gained ;  but  the  two  dividing 
walls  will  displace  about  1  per  cent,  of  the  sand  of  the  filter  and  decrease 
the  filtering  capacity  to  this  extent,  hence,  if  the  walls  had  been  in  last 
winter,  with  the  same  intelligence  that  then  managed  the  filter,  only  1  per 
cent,  more  water  could  have  been  pumped  than  was  pumped. 

The  actual  amount  of  water  supplied  by  the  filter  and  pumped  to  the 
reservoir  last  February  was,  according  to  the  records  received  from  the 
water  board,  5  per  cent,  less  than  the  quantity  of  water  drawn  from 
the  reservoir  by  the  city.  By  the  last  census  it  appeared  that  the  popu- 
lation of  the  city  was  increasing  3.6  per  cent,  per  year,  and  the  records 
given  us  by  the  water  board  show  the  increase  in  water  pumped  the  last 
twelve  months  has  been  8  per  cent,  over  the  previous  twelve  months. 

With  this  data  you  will  see  that  no  dependence  in  preserving  the  health 
and  lives  of  the  citizens  is  to  be  placed  upon  an  expedient  having  so 
insignificant  an  advantage. 

It  is  not  necessary  to  again  point  out  the  great  destruction  to  health  and 
life  that  will  result  if  the  unfiltered  water  is  pumped  into  your  reservoir, 
which  has  been  so  clearly  presented  to  you  by  our  representative  in  person ; 
but  for  the  preservation  of  the  health  and  the  lives  of  your  citizens  this 
Board  earnestly  repeats  its  advice  that  the  filter  be  immediately  covered. 

Leominster. 

Nov.  6, 1902. 
To  the  Leominster  Water  Board,  Mr.  W.  Howard  Chase,  Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June  9 
last  a  communication  stating  that  complaint  was  being  made  regarding  the 
quality  of  the  water  supplied  to  the  town  from  Fall  Brook  Reservoir,  and 
requesting  the  Board  to  investigate  the  cause  of  the  trouble  and  advise 
yOu  concerning  it. 

In  response  to  this  request  the  Board  has  caused  the  source  to  be  exam- 
ined during  the  past  summer  and  samples  of  the  water  collected  from 
various  parts  of  the  reservoir  to  be  analyzed,  and  has  examined  the  results 
of  numerous  analyses  of  the  water  of  this  source  made  since  the  reservoir 
was  completed  in  the  latter  part  of  1896. 

An  examination  of  the  results  of  all  of  the  chemical  analyses  made  since 
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the  reservoir  was  completed  shows  that  the  color  of  the  water  and  the 
quantity  of  organic  and  mineral  matter  present  were  greatest  in  the  first 
year  after  the  completion  of  the  reservoir,  much  less  in  the  second  year 
than  in  the  first  year,  and  there  was  a  somewhat  further  decrease  in  the 
third  year.  Since  that  time  the  color  and  the  quantity  of  organic  matter 
have  remained  nearly  constant,  and  no  marked  increase  has  been  noted 
thus  far  during  the  present  year.  The  results  of  microscopical  analyses 
of  the  water  do  not  show  that  a  materially  greater  number  of  organisms 
was  present  during  the  past  winter  and  spring,  when  the  quality  of  the 
water  was  objectionable,  than  in  previous  years.  They  show,  however, 
that  the  water  contains  at  times  considerable  numbers  of  certain  micro- 
scopic organisms,  which  have  been  known  to  cause  disagreeable  tastes  and 
odors  in  the  water  of  ponds  and  reservoirs.  The  disagreeable  taste  and 
odor  complained  of  during  the  past  winter  and  spring  were  probably  due 
in  the  early  part  of  the  winter  to  the  presence  of  the  organism  Dinobryon, 
during  March  and  April  to  the  organism  Uroglena,  and  in  May  to  the 
organism  Anabazna.  All  of  the  organisms  mentioned  are  likely  to  impart 
to  water  a  disagreeable  taste  and  odor; 

The  cause  of  the  presence  of  such  organisms  in  water  is  not  known,  but 
they  are  present  often  in  great  abundance  at  all  seasons  of  the  year  in  the 
waters  of  some  ponds  and  reservoirs,  especially  in  reservoirs  from  which 
the  soil  and  organic  matter  were  hot  removed  before  flowing.  Fall  Brook 
Reservoir,  however,  was  thoroughly  prepared  for  the  storage  of  water  by 
the  removal  of  soil  and  organic  matter  from  its  sides  and  bottom,  and  by 
covering  with  sand  and  gravel  the  deposit  of  peaty  soil  found  in  a  portion 
of  the  bottom,  which  was  so  deep  that  it  was  not  feasible  to  remove  it. 

The  reservoir  has  not  been  drawn  off  since  it  was  first  filled,  so  that  a 
thorough  examination  of  the  bottom  of  the  reservoir,  in  order  to  ascertain 
whether  the  gravel  filling  remains  in  place,  has  not  been  practicable  ;  but 
numerous  careful  soundings  of  the  bottom  in  the  area  covered  with  gravel, 
which  is  definitely  outlined  upon  a  plan  on  file  at  this  office,  show  that  the 
gravel  covering  is  still  in  place,  at  least  in  all  those  portions  of  this  area 
examined,  and  there  is  no  evidence  from  this  examination  that  it  had 
settled  into  the  peaty  matter  or  that  the  latter  comes  in  contact  with  the 
water  at  any  place.  Samples  of  water  collected  from  the  bottom  of  the 
reservoir  in  places  where  the  peat  had  been  covered  with  gravel  were  found 
by  analysis  to  be  of  about  the  same  quality  as  the  samples  collected  at  the 
surface  in  various  parts  of  the  pond. 

The  quantity  of  organic  matter  present  in  the  water  of  this  reservoir,  as 
shown  by  the  albuminoid  ammonia,  has  never  been  excessive,  and  the 
quality  of  the  supply  has  been — except  during  short  periods — satisfactory 
since  the  reservoir  was  first  used.  Troubles  like  that  which  occurred  dur- 
ing the  past  winter  and  spring  are  likely  to  continue  to  occur  at  times  in 
the  future,  but  it  is  unlikely,  so  far  as  can  be  judged  from  present  infor- 
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mation,  that  such  troubles  will  be  serious  or  long  continued,  and  the  use 
of  drinkiug  water  containing  such  organisms  is  not  known  to  be  injurious 
to  health. 

Lexington. 

July  3, 1902. 

To  the   Committee  on   Water  Supply  of  the  Town  of  Lexington,  A.  E.  Scott, 

Chairman. 

Gentlemen: — The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  proposed  additional  water  supply  for 
the  town  of  Lexington,  in  which  you  give  the  following  outline  of  your 
proposed  plan :  — 

It  is  proposed  to  obtain  an  additional  supply  of  water  from  10  to  15  wells  driven 
in  the  meadow  between  our  present  wells  Nos.  1  and  2  and  No.  6,  pumping  these 
wells  when  the  water  is  required  into  our  new  receiving  basin. 

It  is  believed  that  the  water  obtained  from  this  source  will  enable  us  to  stop  the 
use  of  wells  Nos.  1  and  2  during  the  winter  and  spring  months,  when  the  water 
of  those  wells  is  discolored. 

We  are  not  expecting  great  results  during  a  dry  season. 

You  also  submit  the  results  of  a  test  made  by  pumping  from  test  wells 
at  the  place  indicated  in  your  application,  from  which  it  appears  that 
water  was  pumped  from  14  wells,  having  an  average  depth  of  about  27 
feet,  at  a  rate  of  125,000  gallons  per  day,  from  March  25  to  April  7,  dur- 
ing which  period  the  ground  water  in  the  vicinity  of  the  test  wells  was 
lowered  about  24  feet. 

The  Board  has  caused  the  locality  of  the  new  wells  to  be  examined  by 
its  engineer,  has  caused  samples  of  water  collected  from  the  test  wells 
from  time  to  time,  during  the  pumping  test  referred  to,  to  be  analyzed, 
and  has  considered  the  information  available  as  to  the  yield  of  your  present 
sources  of  supply  and  the  quality  of  their  waters.  Water  collected  from 
the  tubular  test  wells  during  the  pumping  test  was  clear,  nearly  colorless 
and  odorless  and  otherwise  of  excellent  quality  for  the  purposes  of  a  publio 
water  supply.  On  account  of  the  deep  layer  of  peat  upon  the  surface  of 
the  ground  in  which  these  wells  are  driven,  and  the  comparatively  small 
depth  of  the  wells,  there  is  danger  that  this  water  would  deteriorate  and 
become  affected  by  an  excess  of  iron  and  organic  matter,  which  would 
render  it  objectionable  for  some  domestic  uses,  if  these  wells  should  be 
used  continuously  as  sources  of  water  supply  for  Lexington. 

The  quantity  of  water  drawn  from  the  wells  during  the  pumping  test, 
which  amounted  to  about  125,000  gallons  per  day,  probably  represents  the 
maximum  amount  of  water  which  it  is  possible  to  obtain  from  them,  sipce 
this  test  was  made  in  the  most  favorable  portion  of  the  year  for  obtaining 
a  large  yield  of  ground  water,  and  at  a  time  when  the  rainfall  was  much  in 
excess  of  the  normal.     Even  under  these  conditions  the  water  in  the 
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ground  about  the  wells  was  lowered  so  greatly  that  it  is  doubtful  whether 
the  rate  of  pumping  could  have  been  maintained  for  any  considerable  time 
longer.  Judging  from  the  information  submitted  to  the  Board  relative  to 
the  pumping  test,  and  experience  with  other  similar  sources,  the  quantity 
of  water  obtainable  from  these  wells  in  the  drier  portion  of  the  year  would 
be  bat  a  small  proportion  of  the  yield  at  the  time  the  test  was  made,  and, 
as  you  anticipate,  would  not  be  a  material  addition  to  the  quantity  of  water 
that  your  present  sources  will  yield ;  and,  while  the  use  of  these  wells  may 
enable  you  to  avoid  the  use  of  water  from  some  of  the  other  sources  during 
the  wetter  portion  of  the  year,  the  water  of  these  objectionable  sources 
will  have  to  be  used  in  the  drier  portion,  unless  an  adequate  additional 
water  supply  is  obtained.  The  water  of  several  of  your  present  sources  of 
supply  is  objectionable  on  account  of  color,  taste  or  odor,  and  the  water  of 
one  of  these  sources  (Vine  Brook)  cannot  safely  be  used  for  drinking 
unless  properly  filtered.  The  present  complicated  system  of  works  is 
costly  to  maintain,  and  the  experience  of  the  past  two  years  has  shown 
that  the  present  sources  are  inadequate  for  the  supply  of  the  town  in  the 
drier  portion  of  the  year. 

It  is  unlikely,  in  the  opinion  of  the  Board,  that  a  sufficient  quantity  of 
good  water  for  the  supply  of  Lexington  can  be  obtained  in  the  valley  of 
Vine  Brook  by  any  further  development  of  the  sources  in  this  valley. 

Lynnfield  (J.  F.  Smith). 

Aug.  7, 1902. 
Mr.  J.  F.  Smith,  Lynnfield,  Mass, 

Dear  Sir  :  —  In  response  to  your  application  of  July  2  for  advice  as  to 
the  quality  of  the  water  of  a  spring  situated  near  Lowell  Street,  Lynnfield 
Centre,  from  which  you  propose  to  sell  water  for  drinking,  the  Board  has 
caused  the  spring  and  its  surroundings  to  be  examined  and  a  sample  of  the 
water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  is  of  good  quality  for 
drinking,  and  an  examination  of  the  surroundings  shows  that  there  are  no 
buildings  on  the  water-shed  of  the  spring  which  would  be  liable  to  affect 
the  quality  of  its  water. 

In  the  opinion  of  the  Board  this  spring,,  under  present  conditions,  is  a 
safe  source  of  drinking  water  supply. 

Manchester. 

July  3,  1902. 

To  the  Board  of  Health  of  the  Town  of  Manchester,  Mr.  William  H.  Allen, 

Secretary. 

Gentlemen  :  — The  State  Board  of  Health,  in  response  to  your  request 
of  May  3,  has  caused  an  examination  to  be  made  of  the  quality  of  the 
water  of  the  groups  of  wells  from  which  the  Manchester  water  supply  is 
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obtained,  and  has  caused  an  examination  of  the  conditions  about  the  wells 
to  be  made  by  one  of  its  engineers. 

The  water  of  all  the  sources  has  at  some-  time  been  polluted  by  sewage, 
but  subsequently  very  thoroughly  purified  in  its  passage  through  the  ground 
before  reaching  the  wells,  and  the  recent  analyses  of  the  water  do  not  show 
any  material  change  in  the  quality  of  the.  water  from  previous  years.  The 
Board  sees  no  reason  for  thinking  that  the  water  of  any  of  the  sources  in 
its  present  state  is  liable  to  be  in  any  way  injurious  to  health  if  used  for 
drinking.  It  is  very  important,  however,  to  prevent  the  deposit  of  sewage 
near  the  wells,  and,  so  far  as  possible,  upon  or  in  the  ground  at  any  place 
from  which  the  ground  water  drains  toward  the  wells,  and  it  is  specially 
important  to  prevent  the  pollution  of  Saw  Mill  Brook  above  the  wells, 
since  it  is  probable  that  a  considerable  quantity  of  water  enters  the  wells 
by  filtration  from  this  brook. 

In  the  course  of  the  recent  investigation  it  was  found  that  sewage  from 
the  cesspools  of  the  Essex  County  Club  was  overflowing  into  the  stream 
passing  near  the  wells.  The  Board  would  advise  that  provision  be  made 
for  the  purification  of  this  sewage  or  its  discharge  at  some  suitable  place 
where  it  will  not  pollute  the  waters  of  this  brook. 

Dec.  4, 1902. 
To  the  Board  of  Water  Commissioners  of  the  Town  of  Manchester,  Mr.  Nathan  P. 

Meldram,  Chairman. 

Gentlemen  : — The  State  Board  of  Health  received  from  you  on  October 
6  an  application  for  advice  relative  to  obtaining  an  additional  water  supply 
for  the  town  from  tubular  wells  in  that  part  of  the  town  known  as  Samuel 
Allen's  meadow,  on  the  easterly  side  of  the  county  road  to  Essex,  and  also 
from  wells  on  the  easterly  side  of  Essex  Street.  The  tests  thus  far  made 
have  consisted  in  sinking  test  wells  in  the  valley  of  Saw  Mill  Brook  on  both 
sides  of  the  road  from  Manchester  to  Essex,  about  one  and  one-half  miles 
north  of  the  village  of  Manchester,  and  the  Board  has  caused  this  region 
to  •  be  examined  by  one  of  its  engineers  and  samples  of  the  water  from 
several  of  the  test  wells  to  be  analyzed. 

The  wells  are  located  in  meadow  and  swamp  lands  which  are  at  times 
overflowed  with  water,  and  the  soil  found  in  sinking  the  test  wells  con- 
sisted of  a  layer  of  peat  or  muck  at  the  surface  from  2  to  4  feet  in  depth, 
beneath  which  a  stratum  of  clay  was  found  in  all  of  the  wells,  ranging  from 
20  to  50  feet  in  thickness.  Beneath  the  clay  the  wells  enter  coarse  sand 
and  gravel.  Water  flowed  naturally  from  most  of  the  wells  up  to  a  level 
of  about  18  inches  above  the  meadow,  and  could  be  drawn  from  them 
freely  when  pumping  with  a  hand  pump,  and  the  indications  are  that  a 
quantity  of  water  could  be  obtained  from  the  ground  in  this  region  which 
would  form  a  material  addition  to  the  water  supply  of  Manchester. 

The  results  of  analyses  of  samples  of  water  collected  from  six  of  the 
wells  show  that  it  is  turbid  and  quite  highly  colored,  and  contains  so  large 
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a  quantity  of  iron  that  it  would  be  objectionable  for  many  of  the  purposes 
of  a  public  water  supply. 

In  view  of  the  circumstances,  the  Board  does  not  advise  the  town  to 
take  an  additional  water  supply  from  the  ground  in  this  region,  but  would 
advise  that  further  tests  be  made  in  some  other  locality,  with  the  view 
to  obtaining  an  adequate  additional  supply  of  good  water  free  from  an 
excessive  quantity  of  iron. 

Milford. 

Jtaran  5, 1902. 
To  the  Milford  Water  Company,  Milford,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  May 
7,  1902,  an  application  for  advice  with  reference  to  the  extension  and 
improvement  of  the  water  supply  of  Milford  and  Hopedale,  accompanied 
by  plans  of  proposed  new  works  for  filtering  the  water  of  Charles  Riven 

The  plans  submitted  provide  for  constructing  at  the  site  of  present  open 
filter  No.  1  near  the  pumping  station  two  covered  filters,  having  a  com- 
bined area  of  .261  of  an  acre,  and  another  open  filter  to  be  constructed  by 
underdraioing  the  material  found  near  well  No.  3,  which  you  have  found 
suitable  for  the  purpose.  The  latter  filter  is  to  be  constructed  for  tempo- 
rary use  during  the  building  of  the  covered  masonry  filter,  but  will  be 
retained  for  use  in  the  future  when  necessary. 

The  filtering  material  in  the  proposed  new  covered  filters  is  to  consist  of 
sand  3  feet  3  inches  in  depth,  having  an  effective  size  of  from  .27  to  .35 
of  a  millimeter,  which  is  to  be  thoroughly  underdrained.  The  effluent  from 
these  filters  and  from  the  open  filters  is  to  be  discharged  into  well  No.  1, 
which  is  to  be  provided  with  a  tight  bottom  to  prevent  the  entrance  of 
ground  water.  It  is  understood  that  the  connection  between  well  No.  1 
and  the  conduit  leading  to  well  No.  2  will  be  so  arranged  that  water  will 
be  drawn  from  the  conduit  or  well  No.  2  only  when  the  supply  of  filtered 
water  is  less  than  the  quantity  required  for  the  supply  of  the  towns.  Well 
No.  3  will  remain  as  at  present,  being  connected  with  the  pumping  station 
by  a  separate  pipe. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  carefully  considered  the  plans  and  information  submitted  therewith 
and  the  conditions  affecting  the  water  supply  of  Milford  and  Hopedale. 

The  water-shed  of  the  Charles  River  above  your  present  works  does  not 
contain  a  large  population,  but  the  water  is  affected  by  organic  matter  in 
swamps  on  the  water-shed  and  by  storage  in  the  reservoirs,  which  evi- 
dently contain  considerable  quantities  of  such  matter.  The  quality  of  this 
water  has  evidently  been  much  improved  by  filtration  through  the  present 
filters,  and  the  proposed  filters,  if  constructed  in  a  thorough  manner  and 
properly  operated,  are  likely  to  render  this  water  satisfactory  for  all 
domestic  purposes. 

In  connection  with  an  investigation  made  by  this  Board  relative  to  the 
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action  of  water  used  for  the  supply  of  Milford  and  Hopedale  upon  lead 
pipes  in  the  latter  part  of  1899  the  Board  caused  the  wells  and  filters  from 
which  the  supply  was  drawn  to  be  examined,  and,  as  a  result,  it  was  found 
that  the  waters  of  Charles  River  and  of  the  filters  contained  so  small  a 
quantity  of  carbonic  acid  that  these  waters  would  not  be  likely  to  attack 
lead  pipes  to  such  a  degree  as  to  cause  lead  poisoning.  Analyses  of 
the  water  of  well  No.  1,  however,  showed  that  it  contained  a  very  large 
quantity  of  carbonic  acid,  which  would  undoubtedly  cause  it  to  take  up 
large  quantities  of  lead  in  passing  through  lead  piped,  and  the  water  of 
well  No.  2,  though  containing  less  carbonic  acid  than  well  No.  1,  still  con- 
tained a  much  larger  quantity  than  was  found  in  the  river  water  or  the 
water  from  the  filters,  and  the  Board  advised  that  you  discontinue  the  use 
of  the  water  of  wells  Nos.  1  and  2. 

It  appears  that  by  the  present  plan  it  is  proposed  to  discontinue  the  use 
of  water  from  well  No.  1,  but  to  continue  the  use  of  water  from  well  No.  2. 
In  the  opinion  of  the  Board  it  is  desirable  to  avoid  the  use  of  any  water 
from  this  well,  even  though  the  quantity  supplied  may  be  small  as  com- 
pared with  the  total  quantity  used  by  the  towns. 

The  plan,  as  a  whole,  with  the  modification  relative  to  well  No.  2,  is,  in 
the  opinion  of  the  Board,  a  suitable  one  for  improving  the  water  supply 
of  Milford  and  Hopedale. 

Milton. 

Jan.  23, 1902. 
To  the  Board  of  Health  of  the  Town  of  Milton,  Walter  C.  Kite,  M.D.,  Secretary, 

Gentlemen:  —  In  response  to  your  request  of  Dec.  11,  1901,  for  an 
investigation  of  reported  cases  of  lead  poisoning  in  Milton,  the  Board  has 
caused  the  cases  referred  to  to  be  visited  by  its  medical  inspector,  and 
samples  of  the  water  from  the  service  pipes  in  the  houses  where  the  cases 
were  found,  and  from  other  parts  of  the  water  system,  to  be  analyzed. 
The  results  of  the  examinations  thus  far  made  show  seventeen  well-marked 
cases  of  lead  poisoning,  some  of  them  very  severe. 

The  results  of  chemical  analyses  of  the  water  in  the  houses  in  which 
cases  of  lead  poisoning  were  found,  as  well  as  in  many  houses  in  different 
parts  of  the  town  supplied  through  lead  pipes,  show  that  it  contains  an 
excessive  quantity  of  lead,  which  is  evidently  taken  up  by  the  water  in 
passing  through  the  lead  service  pipes  through  which  water  from  the  street 
mains  is  supplied  to  and  distributed  about  the  houses.  Examinations  of 
the  water  supplied  to  Milton  show  that  it  contains  an  excess  of  carbonic 
acid,  which,  acting  upon  the  lead  of  the  pipes,  produces  the  poisonous 
carbonate  of  lead,  —  a  poison  which  slowly  accumulates  in  the  human 
body,  with  very  serious  results. 

The  investigations  of  the  Board  show  that  the  water  now  supplied  to 
Milton  cannot  be  conveyed  into  and  distributed  about  the  houses  through 
lead  pipes  without  jeopardy  to  those  by  whom  the  water  may  be  used,  and 
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that  it  is  necessary,  in  order  to  preserve  them  from  serious  injury  to  health, 
either  to  replace  all  lead  pipes  by  pipes  from  which  the  water  will  not 
extract  poison,  such,  as  lead  pipes  lined  with  tin  or  iron  pipes  lined  with 
tin  or  with  cement,  or  else  to  obtain  from  another  source  water  which  will 
not  act  upon  the  lead.  One  course  or  the  other  should  be  pursued  with- 
out delay. 

The  water  of  the  metropolitan  supply  has  been  found  not  to  act  upon 
lead  to  an  extent  that  is  found  to  be  injurious. 

March  6, 1902. 
To  the  Board  of  Health  of  the  Town  of  Milton,  Walter  C.  Kite,  M.D.,  Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  request 
for  a  statement  as  to  the  condition  of  the  water  supplied  to  Miltdn  aside 
from  its  liability  to  absorb  lead,  and  has  examined  the  results  of  chemical 
analyses  of  the  water  of  both  of  the  sources  of  water  supply  of  the  Hyde 
Park  Water  Company  from  which  the  water  supplied  to  Milton  is  taken. 

The  water  supply  of  the  Hyde  Park  Water  Company  is  taken  from  two 
sources,  the  first  being  a  group  of  tubular  wells  located  near  the  right  or 
easterly  bank  of  the  Neponset  River,  just  above  the  thickly  settled  portion 
of  Hyde  Park.  This  source  has  been  in  use  since  1885.  The  second 
source  is  a  group  of  tubular  wells  on  the  southerly  side  of  Mother  Brook, 
close  to  the  boundary  line  between  Hyde  Park  and  Dedham. 

Recent  analyses  of  the  water  of  each  of  these  sources  and  of  the  water 
at  the  point  where  it  enters  the  town  of  Milton  show  that  a  very  large  pro- 
portion of  the  water  being  supplied  to  Milton  at  the  time  these  examina- 
tions were  made  was  derived  from  the  wells  near  the  Neponset  River. 
The  results  of  many  analyses  of  this  water,  made  since  1887,  show  that 
its  quality  has  greatly  deteriorated  in  later  years,  and  a  comparison  of  the 
analyses  with  analyses  of  the  water  of  other  ground-water  supplies  in  the 
State  shows  that  during  the  past  year  the  water  of  these  wells  has  been  of 
poorer  quality  on  the  whole  than  that  of  any  other  public  water  supply  in 
the  State  drawn  from  the  ground.  It  is  evident,  from  an  examination  of 
the  region  about  the  wells  and  from  a  comparison  of  the  results  of  the 
chemical  analyses  of  the  water  with  analyses  of  the  water  of  the  river,  that 
a  large  portion  of  the  water  which  enters  the  wells  is  derived  from  the 
Neponset  River,  a  grossly  polluted  stream,  and  is  very  imperfectly  purified 
in  its  passage  through  the  ground.  Considering  the  circumstances,  the 
water  of  these  wells  must,  in  the  opinion  of  the  Board,  be  regarded  as 
unsafe  for  drinking. 

The  remainder  of  the  water  supplied  to  Hyde  Park  and  Milton  is  drawn 
from  a  group  of  tubular  wells  near  Mother  Brook,  in  the  neighborhood  of 
the  boundary  line  between  Hyde  Park  and  Dedham.  At  the  present  time 
this  water  is  probably  safe  for  drinking,  but  the  mixture  of  this  water  with 
the  water  from  the  wells  near  the  Neponset  River  which  has  been  supplied 
to  Milton  is  not,  in  the  opinion  of  this  Board,  safe  for  drinking. 
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March  6, 1902. 
To  the  Milton  Water  Company,  Milton,  Mass. 

Gentlemen  :  —  A  communication  has  to-day  been  sent  by  the  State 
Board  of  Health  to  the  boards  of  health  of  Hyde  Park  and  Milton  relative 
to  the  quality  of  the  water  supplied  from  the  works  of  the  Hyde  Park 
Water  Company  to  the  town  of  Hyde  Park  and,  until  recently,  to  the  town 
of  Milton. 

A  copy  of  this  communication  is  enclosed  herewith. 

Milton  (Oliver  H.  Flanders). 

March  6, 1902. 
To  Oliver  H.  Flanders,  Milton,  Mass. 

Sir  :  —  The  State  Board  of  Health  has  considered  your  application  for 
advice  with  reference  to  a  source  of  water  supply  in  the  village  of  East 
Milton  in  the  town  of  Milton,  and  has  caused  the  source  and  its  surround- 
ings to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  in  its  present  state  is  of 
good  quality  for  the  purposes  of  a  public  water  supply,  and  the  source 
does  not  appear  at  the  present  time  to  be  exposed  to  serious  danger  of 
pollution.  No  definite  information  is  available  as  to  the  probable  yield  of 
the  source  from  which  the  present  supply  is  obtained,  but,  so  far  as  can 
be  judged  from  its  location  and  the  character  of  the  soil  and  topography 
>of  the  region  about  the  well,  it  is  very  doubtful  whether  it  will  yield  at  all 
times  a  sufficient  quantity  of  water  for  any  considerable  number  of  people 
in  excess  of  the  seventeen  families  which  are  now  supplied. 

If  houses  should  hereafter  be  constructed  in  the  immediate  neighborhood 
of  the  well,  or  upon  the  slope  above  it,  there  is  danger  that  the  quality  of 
the  water  will  deteriorate. 

Montague  (Miller's  Falls  Company). 

Feb.  6, 1909. 
To  the  Miller's  Falls  Company,  Miller's  Falls,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Jan. 
11,  1902,  an  application  for  advice  with  reference  to  the  quality  of  the 
water  of  a  new  tubular  well  located  at  your  works  at  Miller's  Falls,  the 
water  of  which  you  state  you  desire  to  use  for  drinking  purposes,  and  has 
caused  the  well  and  its  surroundings  to  be  examined  and  a  sample  of  the 
water  to  be  analyzed.     The  results  of  the  analysis  show  that  the  water  is 

m 

soft,  nearly  colorless  and  odorless,  and,  in  the  opinion  of  the  Board,  this 
water  is,  in  its  present  state,  of  excellent  quality  for  drinking  purposes. 

An  examination  has  also  been  made  of  another  well,  about  31  feet  deep, 
from  which  the  employees  of  the  factory  and  many  families  are  supplied 
with  water  for  drinking  purposes.  This  water  shows  evidence  of  having 
been  at  some  time  slightly  polluted  by  sewage  and  subsequently  thoroughly 
purified  in  its  passage  through  the  ground,  and  is,  in  its  present  state,  safe 
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for  drinking ;  bat  the  quality  of  the  water  is  not  as  good  as  that  of  the 
water  of  the  new  well. 

The  Board  would  advise  that  another  analysis  be  made  of  the  water  of 
each  of  these  wells  in  the  latter  part  of  next  summer,  to  determine  whether 
the  quality  of  the  water  differs  materially  in  the  drier  portion  of  the  year  • 
from  its  quality  at  the  present  time. 

.  Nantucket. 

Sspt.  4, 1902. 
To  the  Board  of  Health  of  the  Town  of  Nantucket  yWi.  Rollin  M.  Allen,  Secretary. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of  the 
water  of  the  well  where  the  town  pump  has  been  located  in  the  village  of 
Siasconset,  and  for  advice  as  to  the  suitability  of  this  water  for  drinking, 
the  Board  has  caused  the  well  and  its  surroundings  to  be  examined  and  a 
sample  of  the  water  to  be  analyzed. 

The  well  is  located  in  the  central  portion  of  the  village  of  Siasconset, 
which  has  no  sewerage  system,  and  there  are  numerous  cesspools  and 
other  receptacles  for  sewage  in  its  neighborhood. 

The  results  of  the  analysis  show  that  the  water  has  been  highly  polluted 
by  sewage  and  not  thoroughly  purified  in  its  passage  through  the  ground 
before  entering  the  well,  and,  in  the  opinion  of  the  Board,  this  water  at 
the  present  time  is  unsafe  for  drinking. 

It  is  possible  that  the  quality  of  the  water  would  be  different  at  other 
seasons  of  the  year,  and  its  quality  might  change  somewhat  after  a  con- 
siderable quantity  of  water  had  been  pumped  from  the  well ;  but,  in  the 
opinion  of  the  Board,  it  is  unlikely  that  water  which  would  be  at  all  times 
safe  for  drinking  can  be  obtained  from  this  well. 

Natick. 

June  5, 1902. 
To  the  Natick  Water  Board,  Natick,  Mass. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  May 
22,  1902,  an  application  for  advice  with  reference  to  a  proposed  water 
supply  for  the  town  of  Natick,  to  be  taken  from  the  ground  on  land  owned 
by  the  town  of  Natick  adjacent  to  Lake  Gochituate,  situated  between  the 
Worcester  turnpike,  the  Saxonville  branch  of  the  Boston  and  Albany  Rail- 
road and  Lake  Cochituate. 

The  source  indicated  has  already  been  thoroughly  examined  in  previous 
years,  and  after  a  pumping  test  had  been  made  by  your  board  in  the  early 
part  of  1898,  this  Board  advised  you  (in  a  communication  dated  March 
17,  1898,  a  copy  of  which  is  enclosed  herewith)  that,  in  the  opinion  of  the 
Board,  the  source  was  an  appropriate  one  for  the  supply  of  the  town  of 
Natick,  and  that  the  proposed  works  be  constructed  with  a  view  to  sup- 
plying the  town  wholly  from  this  source  in  order  that  the  use  of  water 
from  Dug  Pond  might  be  discontinued. 
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Since  the  recent  application  was  received  the  Board  has  again  caused  the 
territory  to  be  examined  by  one  of  its  engineers,  and  finds  no  material 
change  in  the  circumstances  which  might  affect  a  water  supply  taken  from 
this  place ;  and,  after  considering  the  results  of  previous  investigations, 
the  Board  sees  ho  reason  to  modify  the  advice  already  given. 

Norton. 

June  5, 1902. 
To  the  Board  of  Health  of  the  Town  of  Norton. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  water  supply  for  a  proposed  school 
building  to  be  constructed  in  the  south-westerly  part  of  the  village  of 
Norton,  and  has  caused  the  well,  which  it  is  proposed  to  use  as  a  source 
of  water  supply,  to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  well  is  situated  in  a  field  quite  remote  from  population  at  the  present 
time,  and,  while  an  analysis  shows  that  the  water  at  the  present  time  con- 
tains a  considerable  quantity  pt  organic  matter,  it  is  probable  that  if  the 
well  were  properly  covered,  so  as  to  exclude  surface  water,  water  suitable 
for  drinking  could  be  obtained  from  this  source.  The  circumstances  are 
such,  however,  that  it  is  doubtful  whether  this  well  will  continue  to  be  a 
suitable  source  of  drinking  water  after  the  school  house  is  built  and  water 
is  drawn  from  the  well  in  considerable  quantity.  The  Board  would  advise 
that  if  this  well  is  used  as  a  source  of  drinking  water  by  the  school  the 
water  be  analyzed  from  time  to  time  to  determine  its  quality. 

Palmer. 

March  6. 1902. 

To  the  Board  of  Health  of  the  Town  of  Palmer,  J.  P.  Schneider,  M.D.,  Chairman. 

Gentlemen: — In  response  to  your  application  for  advice  as  to  the 
quality  of  the  water  of  a  spring  in  Palmer  used  for  the  supply  of  several 
families,  the  Board  has  caused  the  spring  and  its  surroundings  to  be 
examined  and  samples  of  the  water  to  be  analyzed. 

The  spring  from  which  the  supply  is  taken  is  located  near  a  small  brook 
upon  the  slope  of  a  hill  west  of  the  village  of  Palmer,  and  the  water-shed 
of  the  brook  above  and  about  the  spring  is  uninhabited. 

The  results  of  the  examinations  that  have  been  made  show  that  the  water 
is  of  good  quality  for  domestic  purposes  and  safe  for  drinking.  When 
visited,  the  basin  in  which  the  spring  water  is  collected  contained  a  con- 
siderable quantity  of  organic  matter  of  vegetable  origin  which  had  evi- 
dently been  accumulating  for  a  considerable  time.  It  is  desirable  that  the 
basin  in  which  the  spring  water  is  collected  should  be  thoroughly  cleaned 
and  provision  made  for  keeping  vegetable  matters  from  entering  it. 

It  appears  that  a  portion  of  the  pipes  through  which  the  water  is  dis- 
tributed is  of  lead,  and  an'  examination  has  been  made  to  determine 
whether  the  water  takes  up  lead  in  its  passage  through  such  pipes.     The 
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results  do  not  show  that  the  water  acts  upon  the  lead  pipes  to  any  con- 
siderable extent  at  the  present  time,  bat  it  is  possible  that  at  other  seasons 
of  the  year  or  under  other  conditions  considerable  quantities  of  lead  may 
be  taken  up  by  the  water. 

The  Board  would  advise  that  analyses  of  this  water  be  made  at  different 
seasons  of  the  year  to  determine  whether  it  is  liable  to  act  upon  the  lead 
pipes  through  which  it  is  delivered  to  consumers  to  such  an  extent  as  to 
become  injurious  to  health.  The  Board  will  make  an  examination  of  the 
water  from  time  to  time  to  determine  its  action  upon  lead,  if  you  so  request. 

Plymouth. 

March  6, 1902. 
To  the  Board  of  Health  of  the  Town  of  Plymouth,  F.  D.  Bartlett,  Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Aug. 
16,  1901,  an  application  for  advice  as  to  the  quality  of  the  water  of  a 
spring  close  to  the  shore  of  Plymouth  harbor,  near  the  foot  of  Chilton 
Street. 

It  appears  that,  changes  having  been  made  in  the  sewer  system  in  that 
neighborhood  and  in  the  method  of  collecting  and  distributing  water  from 
the  spring,  it  is  desired  to  learn  whether  the  quality  of  the  water  has  been 
affected,  since  it  is  used  by  the  public  for  drinking. 

In  response  to  your  request  the  Board  has  caused  the  locality  to  be 
examined  and  several  samples  of  the  water  of  the  spring  to  be  analyzed. 
The  results  of  the  analyses  indicate  that  the  water  has  at  some  time  been 
considerably  polluted  by  sewage,  but  subsequently  quite  well  purified  in 
its  passage  through  the  ground  to  the  spring.  The  water  is  much  harder 
and  somewhat  less  completely  purified  than  the  water  of  the  Elder  Brewster 
Spring,  and  it  is  probably  safe  for  drinking,  but,  on  account  of  the  location 
of  the  spring,  the  quality  of  the  water  may  deteriorate  at  any  time,  and  if 
its  use  is  to  be  continued  it  should  be  analyzed  from  time  to  time  in  order 
that  any  deterioration  may  be  detected. 

Rockpoet. 

Sept.  4, 1902. 
To  the  Water  Commissioners  of  the  Town  of  Rockport. 

Gentlemen  :  —  In  response  to  your  request  for  information  as  to  the 
cause  of  the  present  bad  taste  and  odor  of  the  water  of  Cape  Pond,  from 
which  the  water  supply  of  Rockport  is  drawn,  and  as  to  whether  there  is 
any  remedy  for  this  condition,  the  Board  has  caused  the  pond  and  its  sur- 
roundings to  be  examined  and  samples  of  its  water  to  be  analyzed. 

The  results  of  the  examinations  show  that  the  pond  contains  enormous 
numbers  of  the  organism  Anaboma,  which  is  present  in  all  parts  of  the 
pond,  and  the  offensive  taste  and  odor  of  the  water,  of  which  complaint  is 
made,  are  evidently  caused  by  this  organism.     The  cause  of  the  appear- 
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ance  of  this  organism  in  the  waters  of  ponds  and  reservoirs  is  not  known, 
nor  is  there  any  known  method  of  preventing  the  appearance  of  such 
organisms.  In  ponds  or  storage  reservoirs  like  Cape  Pond,  having  muddy 
bottoms  and  considerable  areas  of  swampy  land  on  their  water-sheds,  such 
growths  frequently  occur,  while  ponds  having  sand  or  gravel  bottoms,  or 
reservoirs  which  have  been  thoroughly  prepared  for  the  storage  of  water 
by  the  removal  of  the  soil  and  organic  matter  from  their  bottoms,  are 
rarely  seriously  affected  by  organic  growths,  unless  when  the  water  entering 
the  pond  or  reservoir  is  subject  to  pollution  or  affected  by  long  contact 
with  organic  matter  in  swamps. 

Cape  Pond  has  a  muddy  bottom  and  a  considerable  area  of  swamp  on  its 
water-shed,  and  has  evidently  received  much  pollution  in  the  past  from  the 
glue  factory  which  has  been  located  for  many  years  on  its  water-shed. 
The  removal  of  sources  of  pollution  from  the  water-shed  of  the  pond  would 
have  a  tendency  to  decrease  the  growths  of  organisms  and  would  improve 
the  quality  of  the  water,  but  it  is  not  practicable  to  remove  all  the  mud 
and  organic  matter  from  the  bottom  of  Cape  Pond,  or  to  make  such 
thorough  improvements  as  would  be  likely  to  prevent  the  appearance  of 
large  numbers  of  organisms. 

In  the  opinion  of  the  Board  the  quality  of  the  water  of  Cape  Pond  can 
be  very  greatly  improved  and  probably  made  satisfactory  for  drinking  and 
other  purposes  at  all  times  by  filtration  through  sand,  and  this  appears  to 
be  the  only  practicable  method  of  rendering  the  water  of  this  pond  satis- 
factory to  consumers.  In  order  to  determine  the  means  necessary  for  the 
satisfactory  purification  of  this  water,  it  will  be  necessary  to  make  experi- 
ments upon  the  filtration  of  the  water  at  times  when  it  is  affected  by  large 
numbers  of  organisms.  The  experimental  filters  could  be  located  at  the 
pumping  station  and  the  cost  of  the  work  would  not  be  great. 

If  you  decide  to  make  experiments  upon  the  purification  of  this  water 
the  Board  will,  if  you  so  request,  assist  you  by  advising  as  to  the  con- 
struction of  experimental  filters  and  by  making  the  necessary  examinations 
of  the  water. 

Salisbury  (Wm.  Behan)  . 

Aug.  7, 1902. 
Mr.  William  Behan,  Salisbury,  Mass. 

Dear  Sir  :  —  In  response  to  your  application  of  June  80  for  advice  as  to 
the  quality  of  the  water  of  a  driven  well  at  Cushing  Beach  in  Salisbury  to 
supply  a  hotel,  the  Board  has  caused  the  well  and  its  surroundings  to  be 
examined  and  samples  of  the  water  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  has  been  polluted  by 
sewage  and  not  thoroughly  purified  in  its  passage  through  the  ground 
before  entering  the  well.  The  Board  advises  that  the  further  use  of  the 
water  from  this  well  for  drinking  or  cooking  be  discontinued. 
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SCITDATE. 

March  17, 1902. 
7b  the  Scituate  Water  Company,  Scituate,  Mass. 

Gentlemen: — The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  taking  an  additional  supply  of  water  for  Scituate 
from  the  valley  of  Bound  Brook  or  of  First  Herring  Brook  in  the  town  of 
Scituate,  and  has  caused  the  present  and  proposed  sources  to  be  examined 
and  samples  of  their  waters  to  be  analyzed. 

It  appears  from  the  information  presented  to  the  Board,  as  to  the  yield 
of  the  tubular  wells  which  form  the  present  sources  of  supply,  that  the 
quantity  of  water  is  likely  to  be  inadequate  for  the  requirements  of  the 
town  during  the  coming  summer  and  that  an  additional  supply  must  be 
provided.  It  is  possible  that  further  tests  in  the  neighborhood  of  these 
wells  might  show  that  a  considerable  additional  supply  could  be  obtained 
in  this  valley,  but  the  quality  of  the  water  of  your  present  sources  of  sup- 
ply appears  to  be  somewhat  unfavorably  affected  by  population  in  the 
neighborhood  of  the  wells,  and  it  is  doubtful  whether  a  sufficient  quantity 
of  good  water  can  be  obtained  for  the  supply  of  the  town  at  all  times 
within  the  limits  of  the  area  from  which  it  appears  to  be  permissible  for 
the  company  to  take  water  under  its  original  act. 

Analyses  of  water  from  Bound  Brook  and  from  First  Herring  Brook, 
the  two  sources  mentioned  in  your  application,  show  that  both  of  these 
waters  are  highly  colored  and  contain  a  large  quantity  of  organic  matter 
due  to  the  contact  of  the  water  with  vegetable  matters  in  swamps.  More- 
over, the  water-sheds  contain  considerable  populations,  and  neither  stream 
would  be  a  desirable  or  a  safe  source  of  water  supply  for  domestic  pur- 
poses if  the  water  should  be  taken  directly  from  the  stream. 

Tests  which  have  been  made  by  the  Cohasset  Water  Company  in  the 
lower  portion  of  the  valley  of  Bound  Brook,  where  the  course  of  the  stream 
is  within  the  limits  of  Scituate,  have  not  shown  any  place  from  which  it 
appears  to  be  practicable  to  obtain  water  of  good  quality  from  the  ground. 

There  are  several  places  in  the  valley  of  First  Herring  Brook  where  the 
conditions  appear  to  be  favorable,  judging  from  surface  indications,  for 
obtaining  good  water  from  the  ground  in  considerable  quantity,  and  the 
Board  would,  therefore,  advise  that  further  investigations  and  tests  by 
means  of  tubular  wells  be  made  in  the  valley  of  First  Herring  Brook. 

The  Board  will  assist  you  in  these  investigations  by  making  the  neces- 
sary analyses  of  samples  of  water,  and  will  give  you  further  advice  in  the 
mutter  when  the  results  of  further  investigations  are  available. 


38  N    STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 


Shirley. 

Not.  6, 1902. 

To  the  Water  Supply  Committee  of  the  Town  of  Shirley,  Fred  D.  Weeks,  Thomas 

L.  Hazen,  James  P.  Tolman. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  proposed  water  supply  for  the  town 
of  Shirley  to  be  taken  from  a  well  which  it  is  proposed  to  locate  near  the 
brook  whicjh  flows  through  the  village  about  300  feet  east  of  the  No.  2 
mill  of  the  Samson  Cordage  Company,  and  has  caused  the  locality  to  be 
examined  by  one  of  its  engineers. 

The  place  at  which  it  is  proposed  to  locate  the  well  is  at  the  foot  of  a 
steep  bluff  on  the  southerly  side  of  the  brook,  where  ground  water  per- 
colating toward  the  river  from  the  high  plain  to  the  southward  finds  an 
outlet.  While  there  are  no  means  of  obtaining  a  sample  of  water  from  the 
ground  at  the  proposed  location  of  the  well,  an  analysis  of  the  water  of  a 
spring  located  not  far  from  the  proposed  well,  and  analyses  of  the  water 
of  the  well  from  which  the  supply  of  the  cordage  works  is  now  drawn, 
which  is  located  about  250  feet  up  stream  from  the  proposed  well,  show 
that  the  waters  of  both  of  these  sources  are  of  excellent  quality  for  pur- 
poses of  a  public  water  supply,  and  it  is  probable  that  these  sources  repre- 
sent the  character  of  the  ground  water  in  the  neighborhood. 

No  tests  of  the  character  of  the  soil  at  the  site  of  the  proposed  well  have 
been  made  which  would  furnish  definite  evidence  as  to  the  quantity  of 
water  obtainable  at  this  place,  but  the  circumstances  of  the  location  and 
apparent  character  of  the  soil,  together  with  the  indications  furnished  by 
the  yield  of  the  well  at  the  cordage  works,  are  indications  that  a  sufficient 
quantity  of  water  can  be  obtained  in  this  locality  for  the  requirements  of 
Shirley. 

The  Board  is  of  the  opinion  that  the  indications  furnished  by  the  inves- 
tigations thus  far  made  are  sufficiently  favorable  to  warrant  further  tests 
at  this  locality,  and  that  if  it  is  found  to  be  feasible  to  obtain  an  ample 
supply  of  water  from  a  well  or  wells  at  this  place,  of  a  quality  similar  to 
that  obtained  from  the  well  and  spring,  this  source  would  be  an  appro- 
priate one  for  the  town  of  Shirley. 

SOUTHBOROUGH. 

July  3, 1902. 

Xo  the  Board  of  Health  of  the  Town  of  Soulhborough,  Mr.  Charles  L.  Fairbanks, 

Chairman. 

Gentlemen  :  —  In  response  to  your  application  for  advice  as  to  a  water 
supply  for  the  public  schools  of  Southborough,  in  the  centre  of  the  village, 
in  which  you  indicate  four  wells  as  available  sources  of  supply,  the  Board 
has  caused  the  surroundings  of  these  wells  to  be  examined  and  samples 
of  their  waters  to  be  analyzed. 
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The  first  well,  situated  on  the  easterly  side  of  the  Marlborough  road  and 
used  at  the  present  time  as  a  source  of  supply  for  a  private  house,  is 
located  at  a  considerable  distance  from  sources  of  pollution.  The  analysis 
of  the  water  shows,  however,  that  it  has  been  at  some  time  polluted  by 
Bewage  but  subsequently  well  purified  in  its  passage  through  the  ground, 
and  is  probably,  in  the  condition  in  which  it  was  found  at  this  time,  a  safe 
source  of  drinking  water  supply.  The  water,  however,  is  harder  than  is 
desirable,  and  a  change  in  the  circumstances  attending  the  pollution  of  the 
water  may  at  any  time  render  it  unsafe  for  drinking,  and  considering  these 
circumstances  the  Board  cannot  recommend  this  well  as  a  source  of  water 
supply  for  the  public  schools  of  the  town. 

The  water  of  the  second  well  examined,  located  in  a  field  in  the  rear  of 
the  town  hall,  and  of  the  third  well,  situated  immediately  back  of  the  town 
hall,  was  found  to  be  of  poorer  quality  than  the  water  of  the  first  well 
examined,  while  the  fourth  well,  located  in  the  high-school  lot  about  100 
feet  from  the  main  street,  gave  evidence  at  this  time  of  the  presence  of 
unpurified  sewage,  and  the  Board  would  advise  that  further  use  of  water 
from  the  latter  well  be  prevented  without  delay. 

The  Board  would  advise  that  you  have  investigations  made  with  a  view 
to  securing  a  supply  of  water  for  the  schools  from  the  ground  at  some 
place  near  the  village  where  the  water  is  not  subject  to  pollution  by  sewage. 
A  supply  of  well  or  ground  water  will  have  decided  advantages  over  a 
supply  from  any  surface  water  source . 

Springfield. 

April  3, 1902. 

To  the  Board  of  Water  Commissioners  of  the  City  of  Springfield,  C.  L.  Goodhue, 

Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June 
28,  1900,  the  following  application  for  advice  as  to  the  water  supply  of 
the  city  of  Springfield :  — 

The  city  of  Springfield  desires  the  advice  and  co-operation  of  your  Board  in  the 
matter  of  the  experimental  filtration  of  the  waters  of  the  Ludlow  and  Jabish  Brook 
sources.  It  is  the  intention  of  the  city  to  construct  an  experimental  filter  plant, 
of  such  design  and  capacity  as  may  meet  the  approval  of  your  Board,  and  to 
maintain  and  operate  such  plant  under  all  climatic  conditions,  for  such  length  of 
time  and  in  such  manner  as  your  Board  may  suggest,  with  a  view  to  determining 
conclusively 

First.  —  Whether  or  not  these  waters  can,  by  filtration,  be  made  always  suitable 
in  quality  for  the  future  permanent  uses  of  the  city. 

Second.  —  Whether  or  not,  from  all  the  results  reached  by  the  experiments,  the 
purification  by  filtration  of  all  the  water  which  these  sources  may  by  further 
development  of  capacity  be  made  to  yield  would  be  the  most  economical,  practi- 
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cable  and  appropriate  method  of  providing  the  city  with  a  satisfactory  supply  of 
water  for  the  period  of  years  extending  forward  to  the  time  when  the  limit  of  the 
enlarged  capacity  of  the  sources  will  be  reached. 

Subsequently  the  experimental  filter  plant  proposed  in  the  application 
was  constructed  at  Ludlow  Reservoir,  and  provision  made  for  carrying  on 
experiments  for  the  purification  of  the  water  of  the  reservoir  and  of  the 
canal  conveying  water  from  Jabish  Brook  and  other  streams  to  the  Ludlow 
basin.  The  filter  plant  was  of  ample  size  and  capacity  for  carrying  on 
experiments  on  a  sufficient  scale  to  determine  the  feasibility  of  the  puri- 
fication of  the  waters  of  these  sources,  and  to  form  a  basis  for  an  estimate 
as  to  the  probable  cost  of  the  necessary  works. 

The  filtration  plant  was  operated  from  near  the  end  of  December,  1900, 
to  Feb.  1,  1902.  During  this  time  the  Board  has  co-operated  with  you  in 
the  general  operation  of  the  experiments,  and  has  made  the  necessary 
chemical,  microscopical  and  other  analyses  and  observations  upon  the 
character  of  the  waters  and  the  operation  of  the  filters,  the  results  of  which 
have  been  furnished  your  engineer  from  time  to  time. 

Numerous  analyses  of  the  water  of  Ludlow  Reservoir  have  been  made 
by  the  Board  during  the  last  fifteen  years,  and  consequently  much  infor- 
mation is  available  as  to  the  general  character  of  the  water  of  this  source. 
Under  usual  conditions  the  water  of  the  reservoir  has  a  very  objectionable 
taste  and  odor  during  much  of  the  warmer  portion  of  the  year  on  account, 
chiefly,  of  the  presence  of  the  organism  Anabcena  in  great  numbers.  The 
water  is  also  sometimes  very  objectionable  in  the  latter  part  of  the  winter 
and  early  in  the  spring  on  account  of  the  presence  of  great  numbers  of 
certain  Infusoria. 

The  results  of  all  the  examinations  of  this  water  during  the  year  1901, 
when  compared  with  those  of  previous  years,  show  that  the  water  during 
1901  contained,  on  the  whole,  less  organic  matter  and  was  in  other  respects 
less  objectionable  than  was  the  case  in  any  of  the  previous  years,  excepting 
those  immediately  following  the  previous  drawing  off  and  refilling  of  the 
reservoir. 

The  condition  of  the  water  in  the  winter  and  spring  of  1901  was  not 
materially  different  from  its  condition  at  this  season  in  other  years,  and 
the  experiments  carried  on  during  this  time  were  carried  on  under  con- 
ditions such  as  have  usually  existed  at  this  season  of  the  year. 

In  the  later  spring  and  early  summer,  on  the  other  hand,  the  quality  of 
the  water  was  better  than  usual,  and  in  the  months  of  June  and  July  it  was 
better  than  has  ever  been  known  before  during  these  months.  The  quantity 
of  organic  matter  in  the  water  increased  rapidly  in  August,  great  numbers 
of  Anabcena  appearing  in  the  water,  and  from  early  in  August  until  after 
the  middle  of  September,  a  period  of  about  six  weeks,  the  quality  of  the 
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water  was  as  bad  as  ever  known  at  this  season  of  the  year.  After  the 
middle  of  September,  however,  the  quality  of  the  wate,r  improved  rapidly 
and  became,  during  the  remainder  of  the  year,  much  better  than  in  the 
latter  part  of  any  previous  year. 

The  principal  filter  used  in  the  experiments  upon  the  purification  of 
Ludlow  Reservoir  water  contained,  above  the  underdrains,  about  5  feet  of 
medium  sand  a  little  coarser  than  that  in  the  filter  of  the  city  of  Lawrence. 
This  sand  was  used  because  it  appeared  to  be  well  adapted  for  the  purpose, 
and  a  large  quantity  of  it  appeared  to  be  easily  available  in  tfye  neighbor- 
hood for  the  construction  of  filters  if  necessary.  This  filter  was  operated, 
except  for  a  short  time,  as  a  continuous  filter  at  a  rate  of  2,500,000  gal- 
lons per  acre  per  day,  and  in  the  latter  part  of  the  year  at  a  considerably 
higher  rate,  and  was  successful  in  removing  the  objectionable  odors  from 
the  reservoir  water  except  at  the  time  of  the  presence  of  the  excessive 
quantities  of  organic  matter  in  August  and  September,  when  the  effluent 
of  the  filter  had  for  a  time  the  odor  characteristic  of  the  water  of  the 
reservoir  and  in  nearly  as  pronounced  a  degree. 

The  results  obtained  by  filtering  the  water  through  other  similar  filters 
at  a  rate  nearly  twice  as  great  as  that  employed  during  the  greater  part  of 
the  year  with  the  large  filter  were  nearly  equal  to  those  obtained  with  that 
filter.  None  of  the  filters,  however,  to  which  Ludlow  Reservoir  water  was 
directly  applied  removed  the  characteristic  odor  from  the  reservoir  water 
during  the  time  in  August  and  September  when  this  water  contained 
excessive  quantities  of  organic  matter. 

An  experiment  upon  the  refiltration  of  the  reservoir  water  was  begun 
early  in  August  and  continued  until  the  end  of  the  experiments.  This 
experiment  consisted  in  applying  the  effluent  of  the  large  filter  to  another 
similar  filter  at  a  much  more  rapid  rate.  This  secondary  filter  successfully 
removed  the  taste  and  odor  from  the  effluent  of  the  larger  filter,  and  the 
effluent  of  the  secondary  filter  was  at  all  times  during  its  operation  of  good 
quality  and  suitable  for  the  purposes  of  a  public  water  supply. 

The  results  of  the  experiments  indicate,  in  the  opinion  of  the  Board, 
that  it  will  be  possible  to  purify  Ludlow  Reservoir  water  by  a  system  of 
double  filtration,  so  that  the  water  will  be  freed  from  the  disagreeable 
taste  and  odor  which  now  make  it  so  objectionable  for  domestic  uses  dur- 
ing much  of  the  year. 

Experiments  were  made  upon  the  purification  of  the  canal  water  with 
similar  filters  and  in  a  similar  manner  to  that  employed  in  the  filtration  of 
the  reservoir  water. 

During  the  year  1901  the  canal  water  contained  much  smaller  quantities 
of  organic  matter  and  organisms  than  were  found  in  the  reservoir  water, 
and  the  largest  numbers  of  organisms  were  present  at  a  time  when  water 
from  Belchertown  Reservoir  entered  the  canal  accidentally.    The  water  of 
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the  canal  is  much  more  highly  colored  under  ordinary  conditions  than  the 
water  of  the  reservoir,  and  a  smaller  proportion  of  the  color  was  removed 
by  filtration. 

The  results  show  that,  under  conditions  similar  to  those  which  existed 
in  1901,  objectionable  tastes  and  odors  and  a  considerable  portion  of  the 
organic  matter  can  be  removed  from  this  water  by  filtration,  and  the  color 
can  be  noticeably  reduced  so  that  this  water  would  be  of  good  quality  for 
the  purposes  of  a  public  water  supply,  though  the  color  would  probably  at 
times  be  quite  noticeable. 

In  response  to  your  second  question,  "  Whether  or  not,  from  all  the 
results  reached  by  the  experiments,  the  purification  by  filtration  of  all  the 
water  which  these  sources  may  by  further  development  of  capacity  be  made 
to  yield  would  be  the  most  economical,  practicable  and  appropriate  method 
of  providing  the  city  with  a  satisfactory  supply  of  water  for  the  period  of 
years  extending  forward  to  the  time  when  the  limit  of  the  enlarged  capacity 
of  the  sources  will  be  reached,"  —  the  Board  has  considered  the  probable 
future  requirements  of  Springfield  in  the  matter  of  a  public  water  supply, 
the  capacity  of  Ludlow  Reservoir  and  tributary  water-sheds,  and  the 
feasibility  of  supplementing  the  supply  from  those  works  in  the  future. 

The  Ludlow  and  Jabish  Brook  sources,  as  developed  at  present,  will 
become  insufficient  for  the  supply  of  the  city  within  a  very  few  years  in 
the  future.  The  present  canals  are  incapable  of  carrying  the  flow  of  the 
streams  during  the  period  when  the  flow  is  highest.  A  material  increase 
in  the  yield  of  the  sources  could  be  made  by  enlarging  the  capacity  of  the 
canals,  and,  if  the  canal  from  Jabish  Brook  should  be  enlarged  so  as  to  be 
capable  of  carrying  the  whole  flow  of  that  stream,  it  is  probable  that  enough 
water  could  be  obtained  from  the  Ludlow  source  for  the  supply  of  the  city 
of  Springfield  for  the  next  ten  years ;  after  that  time  it  would  be  necessary 
to  supplement  the  supply  from  some  other  source,  unless  a  material  reduction 
should  be  made  in  the  consumption  of  water  per  person. 

The  best  available  source  from  which  to  supplement  the  supply  is  the 
Swift  River,  from  which  water  can  be  taken  either  by  gravity  from  the 
west  branch  of  the  stream  or  by  pumping  from  the  main  stream  lower  down. 
Water  from  the  west  branch  can  be  conveyed  to  the  Ludlow  Reservoir  by 
gravity  through  a  conduit  estimated  by  your  engineer  to  be  about  17  miles 
in  length  and  to  cost  about  $900,000.  Water  can  be  pumped  from  the 
river  at  a  point  just  above  Duckville  at  a  much  smaller  expense.  The 
water  of  the  Swift  River  at  the  point  from  which  it  could  be  takpn  by 
gravity  would  be  of  excellent  quality  for  all  domestic  purposes,  and  might 
be  supplied  to  the  city  without  filtration,  but  the  yield  of  this  source  in  the 
summer  season  would  be  a  small  proportion  of  the  quantity  required  for 
the  supply  of  the  city  by  the  time  this  source  would  be  introduced ;  and  it 
is  likely,  moreover,  that  if  the  plan  of  taking  water  from  the  Swift  River 
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by  gravity  should  be  adopted  the  capacity  of  the  works  would  be  reached 
again  in  less  than  forty  years.  If  water  should  be  pumped  from  the  Swift 
River  in  the  neighborhood  of  Duckville  a  supply  would  doubtless  be  secured 
sufficient  to  last  for  more  than  forty  years  in  the  future.  It  thus  appears 
that  the  development  of  an  adequate  supply  of  water  for  Springfield  from 
the  Ludlow  Reservoir  and  Jabish  Brook  sources  will  require,  first,  a  filtra- 
tion plant,  and,  subsequently,  an  enlargement  of  the  canals  supplying  Lud- 
low Reservoir,  and  in  about  ten  years  the  construction  of  works  for  taking 
water  from  the  Swift  River. 

The  only  other  available  source  from  which  it  appears  to  be  practicable 
to  obtain  a  large  quantity  of  good  water  at  reasonable  expense  is  the  east 
branch  of  the  Westfield  River,  above  the  town  of  Huntington.  In  a  pre- 
vious communication  regarding  the  use  of  this  stream  as  a  source  of  water 
supply  for  Springfield  early  in  1900  the  Board  advised  that,  in  its  opinion, 
this  stream  was  an  appropriate  and  would  be  a  satisfactory  source  of  water 
supply  for  that  city.  The  water  of  the  east  branch  of  the  Westfield  River, 
with  a  suitably  constructed  reservoir,  would  probably  be  at  least  equal 
in  quality  to  the  water  of  the  Ludlow  and  Jabish  Brook  sources  after 
filtration. 

A  comparison  of  the  estimated  cost  of  engineering  structures  and  mill 
damages  for  taking  water  from  the  Westfield  River,  with  the  estimated 
probable  cost  of  filtering  the  Ludlow  and  Jabish  Brook  sources  and  making 
the  necessary  additions  and  enlargements,  indicates  that  the  cost  of  a 
supply  from  the  Westfield  River  is  likely  to  be  less  to  the  city  of  Spring- 
field than  the  cost  of  a  supply  from  the  present  sources  developed  to  their 
fullest  capacity,  and  very  much  less  than  the  cost  of  a  supply  from  the 
present  sources  increased  by  water  from  Swift  River,  which  increase  would 
probably  be  required  within  ten  years. 

Having  considered  the  results  reached  by  the  experiments  and  the 
information  relative  to  the  various  sources,  the  Board  is  of  the  opinion 
that  the  east  branch  of  the  Westfield  River,  above  Huntington,  would  be 
the  most  appropriate  and  satisfactory  source  of  public  water  supply  for 
the  city  of  Springfield. 

Mat  23,  1902. 

To  (he  Board  of  Water  Commissioners  of  the  City  of  Springfield,  Mr.  Charles  L. 

Goodhue,  Chairman. 

Gentlemen  :  —  On  April  3  the  State  Board  of  Health  sent  you  a  reply 
to  your  application  for  advice  as  to  the  feasibility  of  improving  the  quality 
of  the  Ludlow  and  Jabish  Brook  sources,  and  as  to  the  most  appropriate 
source  of  water  supply  for  Springfield  for  the  future.  In  this  communi- 
cation the  Board  presented  its  general  conclusions  upon  the  results  of  the 
investigations  and  experiments  upon  the  filtration  of  the  Ludlow  and 
Jabish  Brook  sources  carried  on  during  the  year  1901  and  in  the  early 
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part  of  1902.  The  results  of  the  analyses  and  of  observations  upon  the 
experiments  were  reported  to  you,  or  to  your  engineer,  from  time  to  time 
as  the  work  progressed.  These  results  have  been  brought  together  and 
summarized  in  a  report  of  the  chemist  of  the  Board,  and  the  Board  now 
sends  you  this  report,  which  contains  in  detail  the  results  of  all  the  various 
experiments  upon  the  filtration  of  the  Ludlow  and  Jabish  Brook  waters 
carried  on  at  your  experiment  station  at  Ludlow  Reservoir  in  the  years 
1901-1902. 

Stoughton. 

Sept.  4, 1902. 
To  the  Board  of  Health  of  the  Town  of  Stoughton. 

Gentlemen  :  — The  State  Board  of  Health  received  from  you  on  August 
14  a  communication  requesting  advice  as  to  the  condition  of  'certain  wells 
in  the  town  of  Stoughton,  and  subsequently  the  Board  caused  the  wells 
indicated  by  you  to  be  examined  by  one  of  its  engineers  and  samples  of 
their  waters  to  be  analyzed.  One  of  the  wells  indicated  is  located  on  the 
Morton  estate  in  Morton  Square  in  the  central  portion  of  the  village  of 
Stoughton,  and  the  other  at  the  corner  of  Pearl  and  Central  streets. 

The  results  of  the  analyses  show  that  the  water  of  both  wells  is  greatly 
polluted  by  sewage,  evidently  derived  from  the  sink  drains  and  cesspools 
in  their  neighborhood. 

The  Board  would  advise  that  the  use  of  water  from  these  wells  for 
drinking  or  cooking  be  discontinued. 

Sturbridge  (Fiskdale  Mills). 

Aug.  7, 1902. 
Mr.  Franklin  D.  Williams,  Treasurer  Fiskdale  Mills,  Boston,  Mass. 

Dear  Sir  :  —  In  response  to  your  application  for  advice  with  reference 
to  a  supply  of  water  for  the  Fiskdale  mills  and  the  tenements  in  their 
neighborhood  in  Fiskdale,  the  Board  has  caused  the  locality  to  be  examined 
by  its  engineer,  and  samples  of  water  from  test  wells  and  other  possible 
sources  of  water  supply  in  the  neighborhood  to  be  analyzed. 

At  the  time  the  application  was  submitted  in  September,  1900,  a  reser- 
voir was  being  constructed  upon  a  hill  south  of  the  village  to  furnish 
pressure  for  fire  service  about  the  mills,  and  test  wells  were  being  sunk  in 
the  low  land  on  the  south  side  of  the  river  opposite  the  mills.  Samples  of 
water  collected  from  these  test  wells  from  time  to  time  up  to  the  beginning 
of  winter  were  found  to  be  of  good  quality,  but  further  investigation  was 
then  discontinued.  In  June  of  last  year  several  of  the  wells  were  con- 
nected and  a  pumping  test  was  made  by  pumping  from  them  for  a  period 
of  several  days  in  order  that  the  probable  quantity  and  quality  of  water  to 
be  obtained  from  these  wells  might  be  determined,  and  several  samples 
of  the  water  were  collected  and  sent  in  by  you  while  the  test  was  in  prog- 


No.  34.]         ADVICE  TO  CITIES  AND  TOWNS.  45 

ress.  The  results  of  the  analyses  of  these  samples  show  that  the  water, 
while  somewhat  hard,  is  in  all  other  respects  of  excellent  quality  for  the 
purposes  of  a  water  supply.  The  quantity  of  water  which  these  wells  were 
capable  of  furnishing  was  found,  however,  to  be  very  limited,  and  probably 
insufficient  even  for  the  present  supply  of  the  mills  and  tenements. 
Further  tests  were  then  made  by  means  of  other  wells  in  this  neighborhood, 
but  the  information  furnished  by  your  engineer  as  to  the  results  of  the 
further  tests  indicates  that  the  area  containing  porous  soil  which  will  yield 
water  freely  is  quite  limited,  and  that  it  is  improbable  that  an  adequate 
8UPPly  °f  water  can  be  obtained  from  the  ground  in  this  region. 

There  does  not  appear  to  be  any  other  place  in  the  immediate  neighbor- 
hood of  the  mills  from  which  it  is  likely  that  an  adequate  ground-water 
supply  for  the  village  could  be  obtained.  It  might  be  possible,  by  the 
construction  of  a  reservoir  upon  one  of  the  small  streams  flowing  from  the 
higher  land  south  of  the  river,  to  secure  an  adequate  supply  of  water  for 
the  village  and  mills  by  gravity,  but  the  cost  of  the  necessary  works  would 
be  large. 

As  already  indicated,  a  portion  of  the  wells  are  located  in  porous  soil, 
and  if  water  could  be  applied  in  considerable  quantity  to  the  ground  near 
these  wells  the  yield  of  the  wells  could  doubtless  be  increased.  It  is 
practicable  to  convey  water  by  gravity  from  the  upper  dam  or  canal  to  the 
ground  about  the  wells,  and,  by  applying  the  water  intermittently  and  at  a 
considerable  distance  from  the  wells,  the  quality  of  the  well  water  would 
probably  not  be  affected  unfavorably. 

It  would  be  practicable  to  filter  the  water  of  the  Quinebaug  River  and 
in  this  way  secure  a  supply  of  water  that  would  be  of  good  quality  for 
drinking,  but  the  cost  of  a  satisfactory  supply  of  filtered  water  obtained 
in  this  way  would  be  considerably  greater  than  the  cost  of  a  supply  from 
tubular  wells  supplemented  in  the  manner  outlined. 

Considering  the  conditions,  the  Board  would  advise  that  you  make 
another  test  of  the  wells  by  applying  water  to  trenches  or  prepared  areas 
in  their  neighborhood,  and  determine  by  pumping  from  the  wells  whether 
the  water  filters  into  them  through  the  ground,  and  whether  the  yield  can 
be  made  in  this  way  sufficient  for  the  requirements  of  the  mill  properties. 
The  Board  will  assist  you  in  the  investigation  by  making  such  analyses  of 
samples  of  water  as  may  be  necessary,  and  will  give  you  further  advice  in 
the  matter  when  the  results  of  a  further  test  are  available. 

Sunderland. 

Mabch  6, 1902. 
To  the  Board  of  Selectmen  of  the  Town  of  Sunderland. 

Gentlemen  :  —  In  response  to  your  application  of  February  17  for  advice 
with  reference  to  the  use  of  Sawmill  Brook  as  a  source  of  water  supply  for 
the  village  of  Sunderland,  the  Board  has  caused  the  proposed  source  to 
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be  examined  by  its  engineer  and  samples  of  water  sent  in  by  you  to  be 
analyzed. 

The  results  of  the  analyses  show  that  at  the  present  time  the  water  of 
Sawmill  Brook  has  but  little  color  and  is  in  other  respects  of  good  quality 
for  the  purposes  of  a  public  water  supply,  and  the  source  does  not  appear 
to  be  exposed  to  danger  of  pollution,  since  the  water-shed  is  uninhabited. 
While  no  measurements  of  the  flow  of  the  stream  in  dry  weather  are 
available  to  the  Board,  the  size  of  the  water-shed  is  such  that  it  is  probable 
that  this  source  can  be  made  to  yield  an  ample  supply  of  water  for  the 
requirements  of  the  town. 

It  is  not  practicable  to  determine  from  analyses  made  at  this  season  of 
the  year  the  probable  quality  of  the  water  at  other  seasons,  but,  so  far  as 
can  be  judged  from  the  investigations  that  have  been  made,  the  Board  is 
of  the  opinion  that  Sawmill  Brook  at  the  point  at  which  it  is  proposed 
to  take  the'  water  would  be  an  appropriate  source  of  water  supply  for 
Sunderland. 

TEWK8BURY. 

Not.  6, 1902. 

To  the  Water  Supply  Committee  of  the  Town  of  Tewksbury,  Edwin  C.  Gerrish, 
Chairman*  William  Dixon,  Henry  M.  Billings,  J.  Lewis  Burtt,  Benjamin 
Spaulding,  Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  June  2 
an  application  for  advice  with  reference  to  a  proposed  water  supply  for  the 
town  of  Tewksbury  containing  the  following  statement  of  your  proposed 
plans :  — 

The  water  supply  is  for  the  town  of  Tewksbury  and  to  embrace  both  Tewksbury 
Centre  and  the  settled  portions  at  North  Tewksbury  and  along  the  Lowell  line. 

Advice  is  asked  in  regard  to  the  supply  being  taken  from  the  vicinity  of  Strong- 
water  Brook  near  the  Salem  Junction  station,  at  a  point  about  1,700  feet  below  the 
present  supply  for  the  State  almshouse.  The  committee  believe  that  an  abundant 
supply  of  pure  water  can  be  obtained  at  this  point,  and  that  no  interference  with 
the  supply  of  the  State  almshouse  will  be  occasioned  should  the  town  supply  be 
taken  from  this  point 

A  large  number  of  experiments  have  been  made  in  this  vicinity  in  connection 
with  the  Staje  institution  supply,  and  the  indications  are  that  there  is  a  very  large 
amount  of  ground  water  in  this  locality  which  will  be  ample  to  supply  all  demands, 
both  of  the  institution  and  town. 

The  location  of  the  supply  below  that  of  the  institution  will  not,  in  our  opinion, 
affect  the  supply  taken  from  above  at  the  present  pumping  station  of  the  State 
almshouse. 

Your  opinion  of  the  adequacy  of  this  locality  to  supply  the  town  of  Tewksbury 
without  endangering  the  almshouse  supply  is  desired. 

If,  in  your  opinion,  it  is  necessary  to  make  further  investigations  at  this  point 
before  rendering  a  positive  opinion  on  this  matter,  the  committee  desire  to  be  so 
informed  and  would  desire  you  also  to  indicate  the  nature  of  such  investigations. 
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A  second  source  of  supply  is  also  contemplated  at  the  Shawsheen  River  from 
the  subsoil  near  Burtt  station.  The  committee  will  make  investigations  by  means 
of  driven  wells  at  this  point  As  this  latter  point  is  directly  away  from  the  village, 
and  more  expensive  thereby  than  the  Strongwater  Brook  location  by  about  $12,000 
to  f  14.000,  it  is  the  opinion  of  the  committee  that  the  first-named  location  is  the ' 
best  for  the  town.  The  location  of  the  sewage  disposal  field  from  the  State  alms- 
house when  put  in  may  also  be  of  importance,  and  our  committee  desire  your 
advice  in  regard  to  the  probable  location  of  this  field  so  that  its  effect  on  any 
source  selected  may  be  determined. 

Soon  after  this  application  was  received  a  series  of  tests-  of  the  ground 
in  the  valley  of  Strongwater  Brook  were  begun,  both  above  and  below  the 
wells  at  present  used  as  sources  of  supply  for  the  Tewksbury  almshouse, 
and  tests  were  also  made  at  many  places  in  the  valley  of  the  Shawsheen 
River. 

The  waters  of  all  of  the  test  wells  in  the  valley  of  Strongwater  Brook, 
both  above  and  below  the  present  wells  of  the  Tewksbury  almshouse,  were 
found  to  be  strongly  impregnated  with  iron,  which  would  make  them 
objectionable  for  many  uses,  and  at  nearly  all  of  the  places  tested  in  the 
valley  of  the  Shawsheen  River  a  similar  condition  was  found.  Finally,  tests 
were  made  in  the  valley  of  the  Shawsheen  River  in  the  southerly  part  of  the 
town  near  Heath  Brook,  and  at  this  place  the  ground  water  was  found  to 
be  of  excellent  quality.  The  three  test  wells  at  this  place  all  yielded  water 
freely  in  large  quantities  when  pumping  with  a  hand  pump,  and  the  indi- 
cations furnished  by  this  test  are,  in  the  opinion  of  the  Board,  favorable 
to  obtaining  at  this  place  a  sufficient  quantity  of  water  of  good  quality  for 
the  supply  of  the  town  of  Tewksbury  from  wells  or  other  suitable  works.. 

On  August  26  the  Board  received  through  your  engineer,  Mr.  E.  Worth- 
ington,  a  request  for  its  opinion  upon  the  following  points :  — 

First.  —  Is  the  present  supply  of  the  State  hospital  capable,  with  proper  develop- 
ment, of  yielding  an  abundant  quantity  of  water  for  both  hospital  and  town? 

Second.— *Jn  view  of  the  present  plant  at  the  hospital  as  regards  fire  protection, 
would  not  the  supply  from  a  large  storage  reservoir,  with  the  pressure  as  indicated 
herein,  be  a  material  advantage  to  the  institution  in  fire  protection  P 

Third. — If  an  agreement  can  be  made  through  commissioners  or  otherwise 
between  the  hospital  trustees  and  the  town  of  Tewksbury  with  regard  to  a  union 
supply  to  be  taken  from  the  present  source  of  the  hospital,  would  it  not  be  a  mate- 
rial advantage  both  to  the  State  and  town  P 

In  the  opinion  of  the  Board  the  experience  furnished  by  the  test  of  the 
wells  now  used  as  a  source  of  water  supply  for  the  State  hospital,  and  by 
the  use  of  these  wells  during  the  past  year,  shows  that  this  source,  with 
the  addition  of  further  wells  when  necessary,  is  probably  capable  of 
furnishing  a  sufficient  supply  of  water  for  both  the  town  and  the  hospital 
at  the  present  time,  and  there  is  little  doubt,  judging  from  the  information 
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available  to  the  Board,  that  the  expense  of  supplying  water  to  the  town 
and  hospital  will  be  much  less  in  case  works  are  operated  jointly  than  if 
separate  works  are  maintained  for  each. 

In  the  opinion  of  the  Board  the  source  at  present  used  for  the  supply  of 
the  State  hospital  would  be  an  appropriate  and  satisfactory  one  for  both 
the  town  and  the  hospital.  In  case  suitable  arrangements  for  a  joint 
supply  cannot  be  made,  the  Board  is  of  the  opinion  that  the  ground  in  the 
vicinity  of  Heath  Brook  near  the  Shawsheen  River  affords  a  good  oppor- 
tunity, as  shown  by  the  recent  investigations,  for  obtaining  an  adequate 
supply  of  good*water  for  the  town. 

It  is  possible  that  further  tests  in  the  valley  of  Strongwater  Brook  above 
the  hospital  wells  might  show  that  it  is  practicable  to  obtain  water  of  good 
quality  by  locating  the  wells  in  the  upland  adjacent  to  the  meadow  and 
swampy  land  through  which  the  brook  flows. 

"Watertown  (Hale  House  Farm). 

Mat  15, 1902. 
To  Mr.  G.  W.  Lee,  Chairman  of  Committee  on  Hale  House  Farm,  Watertown, 

Sir  :  — In  response  to  your  request  of  May  5,  the  State  Board  of  Health 
has  caused  an  examination  to  be  made  of  two  wells  indicated  by  you  on 
land  bordered  by  Bailey  Road  and  the  Oakley  Country  Club  in  Watertown, 
which  you  propose  to  use  for  sources  of  water  supply  for  a  small  institu- 
tion. 

One  of  the  wells  was  found,  upon  examination,  to  be  filled  with  stones, 
and  a  sample  of  the  water  could  not  be  obtained  for  analysis.  A  sample 
of  water  from  the  remaining  well  has  been  collected  and  analyzed,  and  the 
results  show  that  it  contains  at  present  a  greater  quantity  of  organic  matter 
than  is  usually  found  in  good  ground  waters. 

In  the  opinion  of  the  Board  it  is  probable  that,  if  the  latter  well  should 
be  thoroughly  cleaned  out  and  provision  made  for  preventing  polluting 
matters  from  entering  it  from  the  surface,  the  water  would  be  safe  and  of 
satisfactory  quality  for  drinking  so  long  as  its  immediate  water-shed 
remains  uninhabited. 

Welleslet  (Welleslet  College). 

Ana.  7, 1902. 

To  the   Trustees   of  Wellesley  College,   Wellesley,  Mass.,  Mr.  E.  O.  Perkins, 

Superintendent. 

Gentlemen: — In  response  to  your  request  received  July  7  for  advice 
relative  to  a  proposed  auxiliary  water  supply  for  the  college,  which  will  be 
used  to  some  extent*  for  drinking,  the  Board  has  caused  the  proposed 
source  of  supply  to  be  examined  and  samples  of  the  water  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  is  slightly  turbid  and 
colored,  and  the  water  of  one  of  the  samples  had  a  very  faintly  unpleasant 
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odor  on  heating.  The  water  contains  a  larger  quantity  of  organic  matter 
than  is  found  in  good  ground  waters,, and  it  is  evident  that  it  has  been  at 
some  time  slightly  polluted  and  not  thoroughly  purified  in  its  passage 
through  the  ground  before  reaching  the  place  at  which  the  samples  were 
collected. 

An  examination  of  the  surroundings  of  the  sources  from  which  the  water 
is  derived  shows  that  they  are  exposed  to  danger  of  pollution  by  sewage, 
and  it  is  not  unlikely  that  the  water  is  of  poorer  quality  at  some  seasons 
of  the  year  than  it  was  found  to  be  at  the  time  this  examination  was  made. 

Considering  the  circumstances,  the  Board  is  of  the  opinion  that  this 
water  is  not  safe  for  drinking. 

Whately. 

Juks  5, 1902. 
To  the  Committee  on  Water  Supply  of  the  Town  of  Whately, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  proposed  water  supply  for  the  town 
of  Whately,  to  be  taken  from  Roaring  Brook,  and  has  caused  the  proposed 
source  of  supply  to  be  examined  by  its  engineer  and  a  sample  of  the  water 
to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  is  of  good  quality  for 
the  purposes  of  a  public  water  supply.  It  will  be  necessary  to  guard 
against  danger  of  pollution  of  the  source  from  buildings  on  the  water- 
shed. 

Regarding  the  quantity  of  water  which  this  source  will  yield,  the  Board 
is  unable  to  express  a  definite  opinion  at  the  present  time ;  but,  so  far  as 
can  be  judged  from  the  information  available,  it  seems  likely  that  the 
natural  flow  of  the  brook  will  furnish  a  greater  quantfty  of  water  at  all 
times  than  would  be  required  for  the  supply  of  Whately,  and  it  appears  to 
be  practicable  to  increase  the  yield  of  the  source  by  the  construction  of 
storage  reservoirs  at  some  future  time,  if  it  should  be  found  necessary  or 
desirable  to  do  so. 

In  the  opinion  of  the  Board,  Roaring  Brook  is  an  appropriate  source  of 
water  supply  for  the  town  of  Whately.  The  Board  is  further  of  the 
opinion  that  Roaring  Brook  is  an  appropriate  source  of  water  supply  for 
the  village  of  South  Deerfield  also,  and  that  the  right  to  take  a  water 
supply  from  Roaring  Brook  should  not  be  granted  to  Whately  to  the 
exclusion  of  the  village  of  South  Deerfield. 

Whitman. 

Jan.  23, 1902. 
To  the  Water  Commissioners  of  the  Town  of  Whitman. 

Gentlemen  :  — The  State  Board  of  Health  received  from  you  on  Jan. 
17,  1902,  an  application  for  advice  with  reference  to  a  proposed  water 
supply  for  the  town  of  Whitman,  in  which  you  state  that  your  plan  is  to 
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construct  a  filter-gallery  and  pumping  station  near  the  shore  of  Oldham 
Pond,  situated  in  the  towns  of  Hanover  and  Pembroke,  and  to  provide 
a  pipe  for  drawing  water  from  Maquam  Pond,  which  is  located  near  Old- 
ham Pond  and  at  a  higher  level,  to  the  proposed  pumping  station,  using 
the  water  of  Maquam  Pond  so  long  as  the  quantity  furnished  may  be 
sufficient,  and  supplementing  it  in  the  future,  when  necessary,  by  water 
drawn  from  a  filter-gallery  near  Oldham  Pond. 

The  Board  has  carefully  considered  your  proposed  plan  and  has  caused 
the  locality  to  be  examined  by  its  engineer.  The  topography  and  the 
character  of  the  soil  in  the  region  between  Maquam  and  Oldham  ponds,  so 
far  as  can  be  judged  from  surface  indications,  are  favorable  to  obtaining 
a  large  yield  of  water  from  the  ground  by  means  of  wells  or  a  filter-gallery, 
the  most  favorable  location  for  which  would  probably  be  not  far  from  the 
shore  of  Oldham  Pond ;  and  if,  upon  a  thorough  test  of  the  ground  in  this 
region,  it  should  be  found  that  good  water  can  be  obtained  freely  in  large 
quantities,  the  proposed  plan  of  using  water  from  Maquam  Pond,  supple- 
mented with  water  drawn  from  a  filter-gallery  or  wells  in  the  region  near 
Oldham  Pond  when  necessary,  would  furnish,  in  the  opinion  of  the  Board, 
an  adequate  supply  of  good  water  for  the  town. 

A  good  ground  water,  on  account  of  its  freedom  at  all  times  from  color, 
tastQ  and  odor,  would,  however,  be  more  satisfactory  for  the  purposes  of 
a  public  water  supply  than  the  water  of  Maquam  Pond,  which,  though  it 
may  usually  be  of  excellent  quality,  is  evidently  affected  at  times,  in 
common  with  the  water  of  many  similar  ponds,  by  an  unpleasant  taste  and 
odor;  and  if  a  large  quantity  of  ground  water  should  be  found  to  be 
obtainable  in  the  region  indicated  in  your  application,  it  would  be  best  for 
the  town  to  use  this  water,  supplementing  the  supply  if  necessary  with 
water  drawn  from  Maquam  Pond. 

The  Board  would  advise  that  you  cause  thorough  investigations  to  be 
made,  with  the  assistance  of  an  engineer  of  experience  in  matters  relating 
to  water  supply,  of  the  feasibility  of  securing  a  sufficient  supply  of  water 
of  good  quality  for  the  town  from  the  ground  in  the  neighborhood  of  Old- 
ham Pond.  The  investigations  should  include  sufficient  tests  of  the  ground 
near  Oldham  Pond  to  determine  definitely  the  probable  quantity  and  quality 
of  ground  water  to  be  obtained  there.  If  the  results  of  the  tests  near  this 
pond  should  be  unfavorable,  investigations  should  be  made  of  other  plans 
by  which  it  may  be  possible  for  Whitman  to  obtain  a  satisfactory  public 
water  supply  from  Maquam  and  Oldham  ponds  or  the  region  about  them. 
These  possible  plans  have  already  been  indicated  in  a  previous  reply  of  the 
Board  upon  this  subject. 

The  Board  will  co-operate  with  you  in  these  investigations  by  making 
the  necessary  analyses  of  samples  of  water,  and  will  give  you  further  advice 
in  the  matter  when  you  have  the  results  of  further  investigations  to  present. 
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Jan.  23, 1902. 
To  the  Board  of  Health  of  the  Town  of  Whitman, 

Gentlemen  :  — The  State  Board  of  Health,  in  response  to  your  request, 
has  caused  the  well  of  the  Gurney  school  on  Warren  Avenue  and  its  sur- 
roundings to  be  examined  and  samples  of  the  water  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  has  at  some,  time  been 
considerably  polluted  by  sewage,  but  subsequently  quite  well  purified 
before  entering  the  well.  While,  in  the  opinion  of  the  Board,  the  exam- 
inations do  not  show  that  the  water  is,  in  its  present  state,  unsafe  for 
drinking,  the  sources  from  which  the  pollution  of  the  water  is  evidently 
derived  are  located  at  no  great  distance,  and  a  change  in  the  conditions 
affecting  the  pollution  of  the  water  may  at  any  time  render  it  unsafe  for 
drinking. 

The  Board  would  advise  that,  if  the  use  of  this  well  should  be  continued, 
the  water  be  analyzed  from  time  to  time  in  order  that  any  deterioration 
may  be  detected.  This  source  of  supply  is  not  one  to  be  desired,  and 
should  be  discontinued  when  a  public  water  supply  that  may  safely  be 
used  for  drinking  is  available. 

Worcester. 

March  6, 1902. 
To  Mr.  Arthur  P.  Rugg,  City  Solicitor,  Worcester \  Mass. 

Dear  Sir:  —  In  response  to  your  application  of  February  24  for  the 
advice  and  recommendation  of  the  State  Board  of  Health  as  to  the  pro- 
posed plan  of  the  city  of  Worcester  to  take  water  from  the  "  area  recom- 
mended for  the  city  of  Worcester,"  in  the  report  of  the  State  Board  of 
Health  of  1895  relative  to  a  water  supply  for  the  metropolitan  district,  and 
shown  upon  the  map  accompanying  said  report  opposite  page  48,  the  Board 
has  further  considered  the  proposed  plan. 

A  comparison  of  the  estimated  capacity  of  your  present  sources  of  water 
supply  with  the  records  of  the  quantity  of  water  used  by  the  city  during 
the  past  few  years  shows  that  at  the  rate  of  increase  of  the  past  few  years 
the  consumption  of  water  in  the  city  will  very  soon  equal  the  capacity  of 
your  present  works,  and  an  additional  supply  is  required. 

The  water-sheds  of  Asnebumskit  and  Kendall  brooks  lie  contiguous  to 
your  present  sources  of  water  supply,  and  it  is  apparently  feasible  to  divert 
the  waters  of  these  streams,  and  of  an  area  of  water-shed  lying  between 
them,  into  one  of  your  present  storage  reservoirs  by  gravity.  The  water- 
sheds of  these  brooks  are  sparsely  populated,  and  it  will  be  practicable  for 
the  city  to  secure  water  of  good  quality  from  these  sources  at  a  compara- 
tively small  expense. 

The  Board  is  of  the  opinion  that  Asnebumskit  and  Kendall  brooks  and 
the  water-shed  lying  between  them,  approximately  as  shown  upon  the  plan 
above  referred  to,  are  appropriate  sources  of  additional  water  supply  for 
the  city  of  Worcester. 
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Sewerage  and  Sewage  Disposal. 

The  following  is  the  substance  of  the  action  of  the  Board  during 

the  past  year  in  reply  to  applications  for  advice  relative  to  sewerage 

and  sewage  disposal :  — 

Bridgewater. 

Dec.  4, 1902. 
lb  the  Sewerage  Committee  of  the  Town  of  Bridgewater,  W.  F.  Whitmaesh,  M.D., 

Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Aug.  2, 
1902,  an  application  for  advice  relative  to  a  proposed  system  of  sewerage 
and  sewage  disposal  in  the  town  of  Bridgewater,  containing  the  following 
outline  of  your  proposed  plan :  — 

Accompanying  this  application  are  the  plans  submitted  by  our  engineers,  Snow 
&  Barbour,  Boston ;  also  their  report  and  recommendations. 

The  system  of  sewers  proposed  is  the  so-called  separate  system,  and  a  gravity 
outfall  to  the  disposal  works  is  shown  to  be  possible  for  either  of  two  locations, 
plans  of  both  being  herewith  submitted.  The  Town  River  location  is  12  feet 
lower  than  the  South  Brook  site,  but  the  disadvantage,  if  such  it  may  be  called, 
of  the  Town  River  location,  is  its  proximity  to  the  water  works  pumping  station. 
The  adoption  of  the  South  Brook  site  will  require  the  pumping  of  the  sewage  of 
the  shoe  factory,  but  all  territory  of  the  village  lying  above  this  factory  can  be 
sewered  by  gravity. 

The  disposal  works  comprise  artificial  sand  filters  and  preliminary  treatment 
of  the  sewage  in  a  septic  tank,  plans  of  which  are  herewith  submitted.  We  desire 
to  be  advised  particularly  with  respect  to  the  Town  River  and  South  Brook 
locations. 

Also  with  respect  to  the  advisability  of  using  the  Bassett  lot. 

The  application  was  accompanied  by  plans,  submitted  by  your  engi- 
neers, Messrs.  Snow  &  Barbour  of  Boston,  and  by  their  report  and 
recommendations. 

The  plans  provide  for  the  collection  of  the  sewage  in  a  system  of  pipe 
sewers,  and  for  purifying  it  at  one  of  the  localities  mentioned  by  first 
passing  the  sewage  through  septic  tanks  having  a  capacity  of  250,000 
gallons,  and  subsequently,  after  aeration,  filtering  the  sewage  through 
sand  filter-beds  at  a  rate  of  from  100,000  to  150,000  gallons  per  acre  daily, 
the  effluent  to  be  discharged  either  into  Town  River  or  South  Brook, 
according  to  the  site  selected  for  the  location  of  the  disposal  works. 

The  estimated  cost  of  the  disposal  works,  including  land,  the  septic  tanks 
and  one  acre  of  sand  filter-beds,  is  $17,300.  The  cost  of  each  added  acre 
of  filter-beds  is  estimated  at  $9,500. 

The  Board  has  caused  the  areas  indicated  as  locations  for  purification 
works  to  be  examined  by  its  engineer,  and  has  carefully  considered  the 
plans  and  report  submitted  therewith. 
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The  Bassett  lot  is  not,  in  the  judgment  of  your  engineers,  a  desirable 
place  of  sewage  disposal,  an  opinion  in  which  the  Board  concurs.  Two 
other  places  are  indicated  as  possible  locations  for  disposal  works,  one 
near  the  Town  River  and  the  other  in  the  valley  of  South  Brook,  and  the 
plans  submitted  give  outlines  of  disposal  works  at  each  of  these  locations. 

The  location  near  the  Town  River  is  about  600  feet  from  the  water  works 
pumping  station  and  close  beside  a  small  pond  used  as  a  source  of  water 
supply  by  the  Bridgewaters  Water  Company.  This  location  has  the 
advantage  that  practically  all  of  the  sewage  of  the  thickly  settled  portions 
of  the  town  could  be  brought  to  it  by  gravity,  but  the  soil  at  this  place  is 
not  suitable  for  the  purification  of  sewage,  and,  owing  to  possible  danger 
of  the  pollution  of  the  sources  of  water  supply  of  the  town  from  sewage- 
disposal  works  located  in  such  close  proximity  to  them,  the  Board  is  of  the 
opinion  that  this  location  is  not  a  suitable  one  for  the  disposal  of  the  sewage 
of  Bridgewater. 

In  the  South  Brook  valley  soil  is  found  on  the  southerly  side  of  the 
brook  suitable  for  the  purification  of  sewage,  and  purification  works  could, 
in  the  opinion  of  the  Board,  be  located  in  this  valley  sufficiently  remote 
from  dwelling  houses  to  be  unobjectionable,  and  the  sewage  could  be 
efficiently  purified  so  that  it  would  not  create  an  objectionable  condition  in 
the  stream.  It  is  desirable  to  locate  the  purification  works  farther  east  of 
the  railroad  than  indicated  on  the  proposed  plan. 

The  plan  of  collecting  the  sewages  into  a  system  of  pipe  sewers  from 
which  surface  and  ground  water  will  be  excluded,  as  proposed,  will  be  the 
best  for  the  town  of  Bridgewater  to  adopt,  and  it  will  be  desirable  to  pro- 
vide nnderdrainage  beneath  the  sewers  where  trouble  is  experienced  from 
wet  cellars,  or  where  there  is  likely  to  be  leakage  of  ground  water  into  the 
sewers.  If  no  sewage  is  allowed  to  be  discharged  from  the  sewers  or 
house  connections  into  the  underdrains  the  water  from  these  drains  can 
be  allowed  to  flow  into  local  water  courses  without  danger  of  creating 
offence. 

It  is  necessary  that  the  sewage  shall  be  well  purified,  both  as  regards 
the  removal  of  organic  matter  and  of  bacteria,  in  order  to  prevent  objection- 
able conditions  in  the  valley  of  South  Brook  below  the  works  and  also  on 
account  of  the  fact  that  the  Taunton  River,  into  which  the  effluent  will  find 
its  way,  is  used  as  a  source  of  water  supply. 

The  use  of  the  septic  tank  in  this  case  is,  in  the  opinion  of  the  Board, 
unnecessary,  since  a  well-purified  effluent  can  be  obtained  without  its  use 
by  the  ordinary  process  of  intermittent  filtration  on  ground  that  can  be 
made  available  for  this  purpose  and  at  a  rate  which  is  entirely  reasonable. 
Moreover,  the  cost  of  the  purification  of  the  sewage  of  Bridgewater  by  such 
filtration  is  likely  to  be  considerably  less  than  the  cost  of  efficient  purifi- 
cation by  the  system  proposed. 
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The  Board  would  advise  the  construction  of  filter-beds,  having  an  aggre- 
gate area  of  from  three  to  four  acres  with  a  depth  of  filtering  material  of 
at  least  4  feet  and  5  feet  over  the  underdrains.  Enough  land  should  be 
acquired  to  allow  for  enlarging  the  filter-beds  in  the  future,  to  provide  for 
the  growth  of  the  town. 

It  appears  to  be  impracticable  to  collect  the  sewage  from  a  portion  of 
the  village  in  the  neighborhood  of  the  railroad  station  and  easterly  there- 
from into  the  proposed  sewerage  system  by  gravity  if  the  disposal  works 
should  be  constructed  in  the  valley  of  South  Brook,  and  provision  for 
pumping  the  sewage  from  some  of  the  territory  near  the  railroad  station 
will  be  necessary.  This  can  doubtless  be  done  at  no  great  expense  to  the 
town.  The  omission  of  the  proposed  septic  tanks  from  your  plan  will 
make  it  practicable  to  deliver  the  sewage  at  the  filtration  area  at  a  lower 
level,  and  possibly  reduce  considerably  the  area  from  which  it  will  be  neces- 
sary to  deliver  sewage  into  the  system  by  pumping. 

■ 

Hull  (Fort  Revere). 

July  3, 1902. 

To  Capt  Alfred  M.  Palmer,  Depot  Quartermaster,  U.  S.  A.,  170  Summer  Street, 

Boston,  Mass. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  June  20 
an  application  for  advice  relative  to  a  proposed  sewer  system  at  the  post 
of  Fort  Revere,  Hull,  Mass.,  accompanied  by  plans  showing  the  location 
of  the  proposed  sewers  and  the  proposed  outlet  on  Stony  beach,  near  the 
northerly  shore  of  the  town  of  Hull,  at  a  point  about  125  feet  from  shore 
and  65  feet  inland  from  the  line  of  low  water. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers and  has  carefully  considered  your  application  and  the  plans  submitted 
therewith.  The  proposed  sewers,  so  far  as  can  be  judged  from  the  infor- 
mation submitted,  are  of  suitable  size  and  are  adapted  for  the  collection 
and  removal  of  all  of  the  sewage  of  the  post  as  proposed  at  the  present 
time.  The  proposed  method  of  disposing  of  the  sewage  by  discharging  it 
into  the  sea  is  the  best  that  it  is  practicable  to  adopt.  It  is  very  important, 
however,  that  the  outlet  be  extended  beyond  the  line  of  extreme  low  water, 
so  that  the  danger  that  floating  matters  from  the  sewage  will  collect  among 
the  rocks,  where  they  will  be  liable  to  be  offensive  at  low  tide,  will  be 
avoided.  It  is  understood  that  the  outlet  is  to  be  composed  of  iron  pipe 
and  that  no  tide  gates  will  be  provided.  Tide  gates  will  not  be  necessary 
under  these  circumstances,  and  the  sewage  may  reasonably  be  allowed  to 
discharge  at  all  times. 
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Lancaster. 

Sbpt.  4,  1902. 
To  the  Board  of  Health  of  the  Town  of  Lancaster,  Dr.  C.  C.  Beckley,  Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  August 
15  a  communication  requesting  its  advice  relative  to  the  disposal  ot  the 
sewage  from  the  town  buildings  and  other  buildings  at  Lancaster  Centre. 

In  Jane  of  last  year,  in  response  to  an  application  for  advice  relative  to 
the  disposal  of  the  sewage  of  the  sanitarium  and  other  buildings  in  South 
Lancaster,  the  Board  advised  that  the  conditions  existing  there  were  a 
menace  to  the  health  of  the  neighborhood,  and  that  it  was  important  that 
sewage  be  collected  and  disposed  of  in  some  suitable  manner,  and  a  copy 
of  the  advice  of  the  Board  was  sent  you  at  that  time  with  the  suggestion 
that  the  matter  be  committed  to  an  engineer  of  experience  in  questions 
relating  to  sewage  disposal.  You  were  also  advised  that  the  question  of 
the  sewerage  of  the  town  in  general  be  taken  into  consideration  in  order 
that  sewers  or  other  works  which  might  be  constructed  for  the  relief  of  the 
district  under  consideration  at  that  time  might  form  a  part  of  a  general 
system. 

The  Board  is  unable  to  give  you  any  further  advice  than  this  at  the 
present  time.  It  is  especially  important  that,  before  you  build  sewers  or 
disposal  works  for  any  district  in  the  town,  the  sewerage  of  the  whole  town 
be  carefully  considered  in  order  that  sewers  or  disposal  works  which  may 
be  built  for  the  relief  of  any  district  or  districts  may  form  a  part  of  the 
general  system  in  the  future. 

The  best  course  for  the  town  to  pursue,  under  the  circumstances,  in 
removing  the  existing  objectionable  conditions  and  providing  proper  dis- 
posal for  its  sewage  is,  in  the  opinion  of  the  Board,  to  employ  an  engineer 
of  experience  in  matters  relating  to  sewage  disposal  to  prepare  a  plan  for 
the  collection  and  disposal  of  all  of  the  sewage  of  the  thickly  settled  por- 
tions of  the  town  where  sewerage  seems  likely  to^be  required.  Such 
portions  of  the  works  as  may  be  required  can  then  be  built  from  time  to 
time.  When  a  plan  has  been  prepared  the  Board  will,  upon  receipt  of  the 
plan,  give  it  careful  consideration  and  advise  you  concerning  it. 

Manchester  (Essex  County  Club). 

Not.  6, 1902. 
To  the  Essex  County  Club,  Manchester,  Mass. 

Gentlemen  :  — The  State  Board  of  Health  received  from  you  on  Octo- 
ber 23  a  plan  of  a  proposed  system  for  the  disposal  of  the  sewage  of  your 
club  house  at  Manchester,  presented  by  your  engineer,  Mr.  A.  D.  Fuller 
of  Boston,  with  the  request  that  the  Board  advise  you  as  to  its  suitability 
for  the  purpose,  the  quantity  of  sewage  to  be  disposed  of  being  usually 
about  1,600  gallons  per  day  in  summer,  as  determined  by  observations 
made  by  your  engineer. 


M 
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The  plan  provides  for  collecting  the  sewage*  into  a  settling  tank  from 
which  it  will  flow  into  two  sub-surface  filter-beds,  having  a  total  area  of 
1,2$0  square  feet,  the  effluent  from  which  will  be  discharged  into  a  third 
sub-surface  filter-bed,  having  an  area  of  600  square  feet,  whence  it  will  flow 
into  a  meadow  and  find  its  way  eventually  into  Sawmill  Brook. 

Provision  is  made  for  flushing  the  pipes  through  which  the  sewage  is  to 
be  distributed  to  the  first  two  beds  by  carrying  the  distribution  pipes 
through  the  beds  so  that  the  sewage  used  in  flushing  will  be  discharged 
upon  the  ground  outside  of  the  bed. 

The  Board  has  caused  the  proposed  location  of  the  purification  works 
to  be  examined  by  one  of  its  engineers,  and,  having  carefully  considered 
the  proposed  plan,  is  of  the  opinion  that  the  works  proposed  are  capable 
of  purifying  the  sewage  efficiently  if  they  receive  proper  care.  There  will 
be  no  advantage  in  placing  layers  of  gravel  in  the  sand,  as  proposed  by 
the  plan,  and  this  arrangement  may  interfere  with  the  operation  of  the 
beds.  If  the  proposed  arrangement  for  flushing  sewage  through  the  dis- 
tribution pipes  in  the  first  two  beds  out  upon  the  ground  should  be  used, 
the  brook  would  be  polluted  thereby,  unless  some  provision  should  be  made 
for  filtering  this  sewage  before  it  enters  the  brook.  It  is  important  that 
the  discharge  of  unpurified  sewage  into  Sawmill  Brook  be  avoided  at  all 
times,  and  the  proposed  flushing  arrangement  should  not  be  used  unless 
provision  is  made  for  the  purification  of  all  of  the  sewage. 

In  this,  as  in  other  sub-surface  disposal  systems,  the  pipes  are  likely  to 
become  clogged  and  require  cleaning  and  relaying  from  time  to  time. 

• 

If  this  shall  be  done  when  required  the  system  can  be  kept  in  proper 
working  order,  but  if  a  considerable  increase  should  take  place  at  any 
time  in  the  quantity  of  sewage  requiring  purification,  it  will  probably  be 
necessary  to  enlarge  the  filter-beds. 

Maynard  (American  Woolen  Company). 

Not.  6, 1902. 

To  the  American  Woolen  Company,  Mr.  William  N.  Wood,  Treasurer,  Maynard, 

Mass, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewerage  for  the 
large  number  of  dwelling  houses  recently  constructed  by  you  in  Maynard, 
and  the  plans  of  the  proposed  works  submitted  therewith,  and  has  caused 
the  locality  to  be  examined  by  its  engineer. 

The  plans  submitted  provide  for  collecting  the  sewage  from  about  100 
houses  in  a  system  of  pipe  sewers  from  which  rain  water  and,  so  far  as 
possible,  ground  drainage  are  to  be  excluded,  and  conveying  it  to  a  storage 
reservoir  in  the  valley  of  a  small  brook  near  Summer  Street  having  a 
capacity  of  18,000  gallons,  from  which  it  is  to  be  pumped  to  a  filtration 
area  located  east  of  the  County  Road  and  north  of  Summer  Street,  about 
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8,000  feet  from  the  pumping  station,  where  it  is  to  be  purified  by  inter- 
mittent filtration.  The  effluent  from  the  proposed  filter-beds  will  be  dis- 
charged into  a  small  stream  which  flows  into  the  Assabet  River  near  the 
village  of  Westvale. 

The  capacity  of  the  proposed  works  for  collecting  and  conveying  the 
sewage  to  the  filtration  area  is,  in  the  opinion  of  the  Board,  sufficient  for 
the  population  which  they  are  designed  to  serve,  and  they  can  be  made 
to  serve  a  somewhat  larger  population  if  found  necessary  in  the  future. 

The  proposed  filtration  area,  which  is  located  upon  land  owned  by  the 
company  in  a  sparsely  settled  part  of  the  town,  contains  soil  well  adapted 
to  the  purification  of  sewage  by  intermittent  filtration,  and  the  proposed 
filter-beds  indicated  upon  the  plans  submitted  with  your  application  are, 
in  the  opinion  of  the  Board,  capable  of  caring  for  all  of  the  sewage  likely 
to  be  received  from  the  population  which  the  present  sewers  are  designed 
to  serve  if  the  beds  are  properly  constructed  and  maintained. 

The  proposed  plan  will,  if  carried  out,  provide  for  the  efficient  purifi- 
cation of  the  sewage  of  the  new  buildings  of  the  company  located  in  the 
district  lying  south-westerly  of  the  intersection  of  Summer  and  Parker 
streets  in  Maynard. 

NORTHBRTDGE    (  WHITINSVILLE) . 

April  3, 1902. 

To  the  Sewer  Committee,  Whitinsville,  Mass.,  Arthur  F.  Whitin,  Secretary, 

Gentlemen: — The  State  Board  of  Health  received  from  you  on  Nov. 
9,  1901,  an  application  for  advice  as  to  a  system  of  sewage  disposal  for 
the  village  of  Whitinsville  in  the  town  of  Northbridge,  and  subsequently, 
on  March  7,  1902,  a  report  from  your  engineers  was  received  giving  an 
outline  of  the  proposed  plans  of  sewerage  and  sewage  disposal  for  the 
villages  of  Whitinsville  and  Lin  wood. 

The  plan  submitted  provides  for  a  main  sewer  beginning  near  the 
northerly  shore  of  Whitin's  Pond,  so  called,  at  the  westerly  side  of  the 
village  of  Whitinsville,  and  passing  south-easterly  near  the  northerly  bank 
of  the  Mumford  River  to  the  neighborhood  of  the  village  of  Linwood; 
thence  north-easterly  to  a  filtration  area  on  the  easterly  side  of  the  New 
York,  New  Haven  &  Hartford  Railroad  a  little  over  a  mile  from  the  village 
of  Linwood  and  not  far  from  the  Blackstone  River.  It  appears  that  by 
this  plan  the  sewage  of  nearly  all  of  Whitinsville  and  of  a  large  portion 
of  Linwood  can  be  conveyed  to  the  proposed  filtration  area  by  gravity. 
A  small  area  in  Whitinsville,  including  the  Whitin  cotton  mills,  is  at  such 
a  low  level  that  it  will  be  necessary  to  pump  the  sewage  from  these  mills 
and  a  few  other  buildings  into  the  proposed  main  sewer,  and  it  will  also 
be  necessary  to  pump  the  sewage  from  the  lower  portions  of  the  village  of 
Linwood  in  order  to  dispose  of  it  in  connection  with  the  general  system. 

At  the  filtration  area  the  plans  provide  for  a  settling  tank  in  four  com- 
partments, having  a  total  capacity  of  about  135,000  gallons,  through  which 
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the  sewage  is  to  pass  into  a  9iphon  tank  having  a  capacity  of  20,000  gal- 
lons, from  which  it  will  be  discharged  automatically  at  intervals  upon  the 
filter-beds.  An  automatic  mechanical  device  is  'proposed,  by  means  of 
which  the  sewage  will  be  discharged  upon  the  four  sets  of  beds  consecu- 
tively. Provision  is  made  for  the  construction  of  52  filter-beds,  having  an 
aggregate  area  of  thirteen  acres,  4  sludge  beds,  having  an  aggregate  area 
of  about  half  an  acre,  and  for  13  coke  strainer  beds,  having  an  aggregate 
area  of  about  one  acre.  In  the  beginning  it  is  proposed  to  construct  the 
settling  tank,  siphon  tank,  three  acres  of  filter-beds  and  the  sludge  beds, 
omitting  the  coke  strainers  until  found  necessary  or  desirable  in  the  future. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers 
and  has  considered  the  proposed  plans.  Examinations  of  the  soil  at  the 
proposed  filtration  area  show  that  it  is  suitable  for  the  purification  of 
sewage,  and  that,  with  properly  constructed  filter-beds  suitably  under- 
drained  as  proposed,  the  sewage  of  the  villages  can  be  effectually  purified 
and  satisfactorily  disposed  of  at  this  place  without  difficulty  for  many 
years.  The  area  of  filters  proposed  in  the  beginning  should  be  sufficient 
for  the  purpose,  and  the  area  can  be  enlarged  from  time  to  time  as  required. 

The  settling  tank  through  which  it  is  proposed  to  pass  the  sewage  is 
larger  than  will  be  necessary,  and,  in  the  opinion  of  the  Board,  a  tank  of 
smaller  size  might  be  constructed  in  the  beginning  and  provision  made  for 
increasing  its  size  in  the  future  when  found  necessary.  A  tank  sufficient 
in  size  to  store  the  sewage  for  a  period  of  four  or  five  hours  would  be 
ample,  and  it  will  be  desirable  to  make  provision  so  that  the  sewage  can 
be  discharged  directly  upon  any  of  the  beds  if  necessary  without  passing 
through  the  settling  tank. 

The  proposed  plan  of  applying  the  sewage  to  the  beds  intermittently 
will,  if  the  proposed  device  works  efficiently,  secure  an  equal  distribution 
of  the  sewage  to  the  filter-beds,  and  in  any  case  provision  can  be  made  for 
applying  the  sewage  to  the  different  beds  intermittently,  as  usual  in  the 
operation  of  such  works. 

In  the  opinion  of  the  Board  the  plan  in  general  is  an  appropriate  one  for 
the  collection  and  disposal  of  the  sewage  of  Whitinsville  and  Linwood. 
While  it  is  not  practicable  to  take  the  sewage  from  the  lowest  portions  of 
these  villages  into  the  main  sewer  by.  gravity,  this  sewage  can  be  pumped 
into  the  general  system  without  special  difficulty,  and  there  appears  to  be 
no  equally  satisfactory  method  of  disposing  of  the  sewage  of  these  low 
areas. 

Plymouth. 

Aug.  7, 1902. 
To  the  Board  of  Selectmen  of  the  Town  of  Plymouth. 

Gentlemen: — The  State  Board  of  Health  received  from  you  on  June 
25,  1902,  an  application  for  advice  relative  to  the  disposal  of  the  sewage 
of  the  territory  in  Plymouth  lying  between  the  portion  of  the  main  village 
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now  provided  with  sewerage  and  the  cordage  factory  near  the  northerly 
boundary  of  the  town.  Plans  for  the  sewerage  of  this  territory  which  pro- 
vided for  the  discharge  of  the  sewage  at  two  different  outlets  into  the 
harbor  in  front  of  the  town  were  considered  by  the  Board  last  year,  and 
the  Board  advised  that  before  the  sewers  be  constructed  the  whole  subject 
of  the  future  sewerage  of  the  town  be  considered,  with  a  view  to  selecting 
the  best  outlet  or  outlets  for  the  sewage  and  avoiding  the  general  pollution 
of  the  waters  of  the  harbor  near  the  thickly  settled  parts  of  the  town. 

The  plan  now  proposed  is  intended  to  provide  for  the  sewerage  of  the 
territory  considered  last  year.  By  this  plan  the  sewage  from  the  greater 
part  of  the  district  will  be  discharged  at  a  single  outlet  about  400  feet  from 
the  line  of  high  water  and  about  600  feet  south  of  Bobbins  wharf,  near 
the  foot  of  Lumber  Lane.  The  southerly  portion  of  the  areas  included 
in  the  previous  plans  is,  by  the  present  plan,  to  be  made  tributary  to  the 
existing  system  of  the  central  portion  of  the  town,  while  the  northerly  por- 
tions of  those  areas  will  be  made  tributary  to  an  existing  private  sewer 
system  put  in  by  the  cordage  works. 

The  Board  has  caused  the  territory  to  be  examined  by  its  engineer  and 
has  considered  the  proposed  plan.  The  new  plan  has  the  advantage  over 
the  one  submitted  last  year  that  a  single  outlet  will  be  provided  instead  of 
two  outlets,  bnt  the  single  outlet  now  proposed  is  an  objectionable  one, 
since  the  sewage  would  be  discharged  in  front  of  the  town,  where  there  is 
a  large  area  of  flats  exposed  at  low  water,  and  no  considerable  channel 
for  the  removal  of  the  sewage. 

An  examination  of  the  available  information  relative  to  the  existing 
sewerage  system,  and  of  the  contour  of  the  lands  for  which  it  is  now  pro- 
posed to  provide  sewerage,  indicates  that  it  may  be  practicable  to  dispose 
of  this  sewage  through  the  present  main  sewer  outlet.  It  appears  that  a 
tributary  to  the  present  outlet  is  designed  to  extend  along  Water  Street, 
to  intercept  the  flow  of  sewage  and  manufacturing  waste  from  the  mill  of 
the  American  Woolen  Company  and  other  buildings,  which  now  discharges 
upon  the  beach  close  to  a  densely  populated  section  of  the  town  and  causes 
a  serious  nuisance.  A  sewer  designed  to  intercept  this  sewage  and  dis- 
charge it  into  the  main  system  could,  if  laid  at  a  proper  grade,  be  extended 
to  receive  the  sewage  of  the  areas  now  under  consideration,  and  thus  con- 
vey this  sewage  to  the  present  main  sewer  outlet.  This  outlet  is  situated 
in  a  favorable  part  of  the  harbor  for  the  disposal  of  sewage  and  does  not 
appear  to  cause  objectionable  conditions  at  the  present  time.  The  cost  of 
construction  of  a  sewer  for  the  areas  now  under  consideration,  to  connect 
with  the  present  system,  as  indicated,  would  probably  be  but  little,  if  any, 
greater  than  the  cost  of  disposing  of  the  sewage  by  the  plan  now  proposed. 

Considering  these  circumstances,  the  Board  does  not  advise  the  con- 
struction of  the  sewer  and  outlet  according  to  the  plan  now  proposed,  but 
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would  again  advise  further  study,  to  determine  the  feasibility  and  probable 
cost  of  disposing  of  the  sewage  of  the  district  in  question  in  connection 
with  the  main  outlet. 

It  is  important,  in  designing  the  sewers,  to  make  adequate  provision  for 
the  sewage  and  to  keep  out  storm  water,  and,  so  far  as  possible,  ground 
water,  since  it  may  be  found  desirable  to  convey  the  sewage  of  the  town 
at  some  future  time  to  a  more  distant  outlet  or  provide  purification  works. 

Nov.  6, 1902. 
To  Mr.  Edward  B.  Atwood,  Chairman,  Board  of  Health,  Plymouth,  Mass. 

Dear  Sir: — The  State  Board  of  Health  received  from  you  on  Oct.  20, 
1902,  an  application  for  advice  with  reference  to  a  proposed  system  of 
sewerage  for  certain  portions  of  the  town  of  Plymouth,  accompanied  by  a 
plan  showing  the  area  in  which  it  is  proposed  to  provide  sewers  and  the 
location  of  the  proposed  outlets. 

One  outlet  is  intended  to  provide  for  the  territory  between  the  district 
at  present  provided  with  sewers  in  the  central  portion  of  the  town  and  the 
sewered  area  in  the  neighborhood  of  the  cordage  works,  and  is  in  general 
the  territory  considered  in  the  previous  reply  of  the  Board,  dated  Sept.  5, 
1901.  The  plan  at  that  time  provided  for  an  outlet  at  low  water  about 
600  feet  south  of  Bobbins  wharf.  The  plan  now  submitted  provides  for 
the  collection  of  the  sewage  in  approximately  the  same  manner,  but 
instead  of  discharging  the  sewage  in  the  neighborhood  of  the  shore,  where 
very  extensive  flats  are  exposed  at  low  tide,  the  outlet  of  the  sewer  is  to 
be  carried  a  distance  of  1,500  feet  from  the  shore  to  a  channel  having  a 
considerable  depth  of  water  at  low  tide,  and  through  which  there  is  a 
strong  current  on  the  outgoing  tide  leading  directly  toward  the  mouth  of 
the  harbor,  while  on  the  incoming  tide  the  current  does  not  set  directly 
toward  the  shore,  so  that  there  is  likely  to  be  a  thorough  mixing  of  the 
sewage  with  the  water  before  it  can  reaeh  the  shore. 

In  the  opinion  of  the  Board,  the  proposed  outlet  is  a  satisfactory  one 
for  the  disposal  of  the  sewage  of  the  portion  of  the  town  which  it  is 
designed  to  serve. 

The  cost  of  disposing  of  the  sewage  of  the  district  under  consideration 
at  this  place  is  likely  to  be  somewhat  greater  than  the  cost  of  discharging 
it  into  the  present  main  sewer  outlet  in  Plymouth  harbor,  but  it  appears 
that  you  desire  to  avoid  concentrating  any  greater  quantity  of  sewage  at 
that  place,  which  is  in  the  neighborhood  of  the  main  anchorage  ground  in' 
the  harbor. 

The  plan  submitted  also  provides  for  the  disposal  of  the  sewage  of  the 
district  at  the  northerly  end  of  the  town  into  a  sewer  which  now  receives 
the  sewage  of  the  cordage  works  and  many  buildings  in  its  neighborhood. 
This  sewer  now  discharges  into  the  harbor  on  the  beach  between  high  and 
low  tide,  and,  when  the  tide  is  low,  flows  over  the  beach  for  a  considerable 
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distance  before  reaching  the  water.  A  bathing  beach  in  the  neighborhood 
is  used  by  a  considerable  number  of  people,  and  this  outlet  under  present 
conditions  is  an  objectionable  one. 

A  channel  which  has  been  dredged  for  boats  not  far  from  the  present 
outlet  contains  at  all  times  a  considerable  depth  of  water,  and  if  the  cord- 
age works  sewer  should  be  extended  to  this  channel  it  is  likely  that  this 
outlet  would  be  a  satisfactory  one  until  the  quantity  of  sewage  becomes 
much  larger  than  would  be  furnished  by  the  district  tributary  to  this  sewer 
at  the  present  time. 

Revere. 

Sept.  4, 1902. 

To  the  Special  Committee  on  Sewerage  of  the  Town  of  Revere,  Mr.  Michael 

Sullivan,  Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  August 
5  an  application  for  advice  relative  to  a  proposed  extension  of  the  sewer- 
age system  of  the  town  of  Revere,  containing  the  following  outline  of  your 
proposed  plan :  — 

It  is  the  intention  to  bring  the  sewage  of  practically  the  whole  of  the  town  of 
Bevere  (except  North  Revere  and  about  200  acres  at  the  south-westerly  corner  of 
the  town),  by  gravity,  to  a  point  below  Young's  Hill,  so  called,  and  to  mere  build 
a  pumping  station. 

The  sewage  to  be  here  pumped  and  delivered  through  an  iron  force  main  out 
to  sea  beyond  the  end  of  Cherry  Island  Bar,  at  a  point  not  less  than  1,000  feet 
beyond  the  end  of  the  present  sewer,  or  not  less  than  2,500  feet  from  high-water 
line. 

Reference  may  be  had  for  further  detail  to  the  accompanying  map,  made  by 
Whitman  &  Howard,  engineers,  marked  "  Method  No.  2 ; "  also  to  a  copy  of  a 
report  to  same,  on  file  in  the  office  of  the  engineer  of  your  Board. 

You  have  also  submitted  the  results  of  investigations,  by  means  of  floats, 
of  the  movement  of  the  water  of  the  sea  in  the  neighborhood  of  the  pro- 
posed outlet  under  various  conditions  of  wind  and  tide. 

The  Board  has  caused  the  proposed  outlet  and  its  surroundings  to  be 
examined  by  its  engineer,  and  has  examined  the  plans  and  the  results  of 
the  float  experiments  submitted  therewith. 

The  results  of  the  float  experiments  show  that  the  tidal  currents  in  the 
vicinity  of  the  proposed  outlet  are  extremely  weak,  and  show  that  the 
movement  of  sewage  discharged  at  this  place  would  be  influenced  very 
largely  by  the  direction  of  the  wind,  and  very  little  by  the  movement  of 
the  tides.  Under  these  conditions,  floating  matters  discharged  with  the 
sewage  would  be  liable,  when  the  wind  is  blowing  toward  the  shore,  to  be 
cast  up  on  the  beaches  in  the  neighborhood. 

The  shores  about  this  outlet  are  densely  populated,  and  are  used  for 
bathing  by  very  large  numbers  of  people,  the  number  of  bathers  probably 
being  greater  in  the  summer  season  in  this  neighborhood  than  at  any  other 
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place  on  the  shores  of  the  State.  Considering  the  results  of  the  float 
experiments  in  connection  with  the  other  circumstances,  the  proposed  oat- 
let  is  not,  in  the  opinion  of  the  Board,  a  suitable  one  for  the  disposal  in 
future  of  the  sewage  of  the  portions  of  the  town  of  Revere  indicated  in  the 
plan  submitted. 

The  Board  would  again  advise  a  careful  investigation  as  to  the  feasibility 
and  probable  cost  of  disposing  of  the  sewage  of  Revere  into  the  metro- 
politan sewerage  system,  since  it  appears  possible,  from  the  information 
thus  far  available,  that  the  sewage  of  the  town  can  be  disposed  of  most 
satisfactorily  by  this  plan.  The  Board  would  also  advise  that  the  sewerage 
of  the  areas  in  the  extreme  north-easterly  and  north-westerly  portions  of 
the  town  be  considered  at  the  same  time,  so  that  provision  can  be  made 
for  the  disposal  of  the  sewage  of  these  areas  whenever  it  may  become 
necessary.  When  you  have  prepared  further  plans  for  the  disposal  of  the 
sewage  of  the  town,  the  Board  will,  upon  application,  give  you  further 
advice  in  this  matter. 

Swampscott. 

Mat  1, 1908. 
To  the  Sewer  Commissioners  of  the  Town  of  Swampscott. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  April 
15, 1902,  an  application  for  the  advice  of  the  Board  relative  to  the  sewerage 
of  Swampscott  and  the  approval  of  certain  plans  of  sewerage  and  sewage 
disposal  presented  in  a  report  made  by  E.  Worthington,  civil  engineer, 
submitted  with  your  application. 

The  plans  provide  in  general  for  the  collection  of  all  of  the  sewage  of 
the  town  at  a  receiving  basin  and  pumping  station,  to  be  located  at  the 
corner  of  fiumphrey  Street  and  Tattle's  Lane,  so  called,  in  Swampscott, 
whence  the  sewage  is  to  be  pumped  to  an  outlet  into  the  sea  about  800  feet 
south  of  Dread  Ledge,  as  shown  on  plan  submitted  April  28,  1902. 

By  the  proposed  plan  the  town  is  divided  into  four  districts,  known  as 
the  central  section,  the  western  section,  the  eastern  section  and  the  eastern 
pumping  section.  Sewage  from  the  first  three  sections  will  flow  to  the 
receiving  reservoir  and  pumping  station  by  gravity.  The  easterly  pumping 
section  comprises  an  area  in  the  north-easterly  part  of  the  town  extending 
from  the  southerly  end  of  Phillips  beach  to  the  Marblehead  line,  and 
extending  about  half  a  mile  back  from  the  seashore.  The  sewage  of  this 
district  is  to  be  collected  at  a  small  receiving  basin  and  pumping  station 
to  be  located  near  the  corner  of  Atlantic  Avenue  and  Beach  Bluff  Avenue, 
whence  it  is  to  be  pumped  into  the  main  sewer  of  the  eastern  and  central 
sections  in  Atlantic  Avenue,  at  a  point  about  250  feet  west  of  Ocean 
Avenue. 

Profiles  of  the  two  main  sewers,  one  for  the  westerly  and  a  portion  of 
the  central  sections,  and  the  other  for  the  easterly  gravity  and  pumping 
sections,  including  also  another  portion  of  the  central  section,  have  been 
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submitted  with  the  application.  Details  of  the  proposed  receiving  basins 
and  pumping  stations  have  not  been  presented,  excepting  the  statement 
that  the  main  receiving  basin  is  to  have  a  capacity  of  250,000  gallons,  and 
to  be  so  designed  that  it  can  be  enlarged  if  necessary.  The  sewage  is  to 
be  discharged  through  an  18-inch  iron  force  main  to  the  proposed  outlet 
at  Dread  Ledge. 

The  Board  has  .carefully  considered  the  application  and  report  and 
plans  submitted  therewith.  The  general  plan  of  collecting  the  sewage  of 
Swampscott  at  a  central  location  and  pumping  it  to  an  outlet  into  the  sea 
at  Dread  Ledge  is,  in  the  opinion  of  the  Board,  the  best  it  is  practicable 
to  adopt.  The  results  of  float  experiments  at  Dread  Ledge  and  the  experi- 
ence in  the  disposal  of  sewage  into  the  sea  indicate  that  sewage  discharged 
at  this  outlet  will  not  be  noticeable  upon  any  shore  or  beyond  a  limited 
area  upon  the  water  in  the  neighborhood  of  the  outlet. 

The  plan  of  sewerage  submitted  appears  to  provide  for  all  portions  of 
Swampscott  which  require  sewerage  at  present,  and  to  be  capable  of  being 
developed  to  serve  ail  parts  of  the  town.  The  two  main  lines  of  sewers  — 
one  from  the  easterly  and  the  other  from  the  westerly  section  through  the 
central  section  to  the  pumping  station  —  are  adequate  for  the  present 
needs,  and  will  remove  the  sewage  from  a  larger  population  than  these  areas 
now  contain,  allowing  for  a  considerable  growth  of  the  town  in  the  future. 

The  location  of  the  proposed  pumping  station  and  receiving  reservoir 
indicated  on  the  plan  is  a  suitable  one,  and,  if  the  pumping  station  and 
reservoir  are  properly  constructed,  and  provision  made  for  ventilating  into 
the  chimney  of  the  pumping  station  the  reservoir,  screen  chamber  and  all 
other  places  from  which  an  odor  of  sewage  might  escape,  no  odor  of  sewage 
need  ever  be  noticeable  in  the  neighborhood  of  the  works. 

The  capacity  of  the  proposed  reservoir  and  force  main  is  sufficient  for 
the  present  requirements  of  the  town,  and,  by  enlarging  the  reservoir  when 
necessary,  these  portions  of  the  works  will  meet  the  requirements  of  the 
town  for  a  long  time  in  the  future. 

Provision  should  be  made  for  screening  the  sewage  at  the  pumping  sta- 
tion ;  and  it  is  desirable,  in  designing  the  reservoir,  to  make  further  pro- 
vision for  the  retention  of  floating  matters,  if  it  should  be  found  necessary 
or  desirable  to  remove  them  from  the  sewage  more  thoroughly  than  can  be 
done  by  screening. 

The  Board  hereby  approves  the  general  plan  of  sewerage  and  sewage 
disposal  for  Swampscott  as  presented  in  the  application  and  report  now 
submitted. 

Taunton. 

Jan.  25,  1902. 
To  the  Sewer  Commissioners  of  the  City  of  Taunton. 

Gentlemen  :  —  In  response  to  your  request  for  an  extension  of  the  time 
within  which  the  sewage  from  those  portions  of  the  city  of  Taunton  west 
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of  the  Taunton  River  shall  be  disposed  of  upon  lands  in  Berkley,  the  State 
Board  of  Health  gave  a  public  hearing  in  Taunton  on  Jan.  22, 1902,  notice 
of  the  hearing  having  previously  been  published.  After  this  hearing  the 
Board  voted  to  extend,  for  three  years  from  July  1,  1902,  the  time  within 
which  the  sewage  from  the  sections  of  the  city  of  Taunton  indicated  shall 
be  disposed  of  upon  lands  in  Berkley;  so  that  an  essential  part  and 
feature  of  the  system  of  sewerage  and  sewage  disposal  of  Taunton  as 
approved  by  the  State  Board  of  Health  is  that  all  sewage  from  these 
sections  of  said  city  on  the  westerly  side  of  the  Taunton  River,  shown  upon 
the  map  entitled  "  Map  of  a  section  of  the  city  of  Taunton  for  proposed 
sewerage  system.  Luther  Dean,  city  engineer,  1897,"  filed  with  the  peti- 
tion of  the  sewer  commissioners  of  the  city  of  Taunton  in  1897,  shall  be 
disposed  of  upon  land  upon  the  Assonet  Neck  Road  described  in  the  com- 
munication from  said  commissioners  to  said  State  Board  of  Health,  dated 
June  16,  1897,  on  or  before  the  first  day  of  July,  A.D.  1905. 

Waltham. 

Mat  15, 1902. 
Hon.  Murbat  B.  Clement,  Mayor,  Waltham,  Mass. 

Sir  :  —  The  State  Board  of  Health  has  considered  your  application  for 
advice  relative  to  a  proposed  extension  of  the  sewerage  system  of  Waltham, 
for  the  purpose  of  protecting  the  public  water  supply  of  the  city,  and  the 
plans  submitted  therewith. 

The  plans  showv  the  outlines  of  two  proposed  schemes  for  providing 
sewerage  for  low  territory  near  the  Charles  River,  and  for  the  Roberts  dis- 
trict, so  called,  in  the  westerly  part  of  the  city. 

By  the  first  plan,  a  sewer  would  be  extended  from  the  present  sewer  in 
Elm  Street  near  Benefit  Street  up  stream  along  the  south  bank  of  the 
Charles  River  and  close  to  the  edge  of  the  river  to  Crescent  Park,  so  called, 
thence  across  the  river  in  the  neighborhood  of  the  water  works  pumping 
station  by  either  of  two  possible  routes  and  along  the  northerly  side  of  the 
river  to  Roberts.  This  plan,  according  to  the  information  furnished  by 
you,  would  provide  for  the  sewerage  of  all  of  the  Roberts  district  and 
nearly  all  of  the  low  area  about  Crescent  Park,  but  would  not  provide  for 
a  small  section  at  the  southerly  end  of  Crescent  Park,  and  sewage  from  this 
small  area  would  have  to  be  pumped  in  order  to  enter  the  proposed  sewer. 
Sewage  from  the  works  of  the  Waltham  Watch  Company,  which  is  now 
removed  by  pumping,  could  be  received  into  the  proposed  sewer  by  gravity. 
Of  the  two  routes  for  crossing  the  river,  one  would  pass  close  to  the  present 
well  and  pumping  station  of  the  Waltham  water  works,  while  the  other, 
which  is  longer  and  more  expensive,  would  cross  the  river  farther  down 
stream. 

By  the  second  plan,  the  sewage  on  the  south  side  of  the  river  would  be 
collected  in  the  neighborhood  of  the  easterly  side  of  Crescent  Park  and 


No.  34.]        ADVICE  TO  CITIES  AND  TOWNS.  65 

pumped  into  an  existing  sewer  in  Crescent  Street.  An  outlet  for  the 
sewage  of  the  Roberts  district  on  the  northerly  side  of  the  river  would  be 
provided  when  necessary  under  this  plan  by  means  of  a  sewer  beginning  at 
Prospect  Street  on  the  northerly  side  of  the  river,  and  extending  through 
the  cemetery  and  the  water  works  reservation  to  Roberts ;  and  it  appears 
to  be  practicable,  by  laying  this  sewer  at  a  grade  of  about  1  in  200,  to 
collect  the  sewage  from  the  districts  about  Roberts  which  seem  likely  to 
require  sewerage  for  a  long  time  in  the  future.  The  cost  of  the  second 
plan  is  estimated  to  be  $29,500. 

The  Board  has  carefully  considered  the  plans  and  information  submitted 
therewith  and  has  caused  the  locality  to  be  examined  by  one  of  its  engi- 
neers. It  appears  that  fry  either  plan  it  will  be  possible  to  provide 
adequately  for  the  sewerage  of  the  districts  under  consideration,  allowing 
for  a  large  growth  in  population  in  the  future. 

The  expense  to  the  city  of  the  collection  and  disposal  of  the  sewage  of 
the  region  in  the  neighborhood  of  Crescent  Park  and  Roberts  by  gravity, 
as  provided  for  in  the  first  plan,  would  be  much  greater  than  the  expense 
under  the  second  plan,  which  provides  for  conveying  the  sewage  from 
Roberts  into  existing  sewers  on  the  northerly  side  of  the  river  and  pumping 
the  sewage  from  the  region  of  Crescent  Park  into  existing  sewers  on  the 
south  side  of  the  river,  even  including  a  liberal  allowance  for  the  cost  of 
pumping. 

Considering  all  the  circumstances,  the  Board  is  of  the  opinion  that  the 
most  appropriate  of  the  two  suggested  methods  of  collecting  and  disposing 
of  the  sewage  of  the  Crescent  Park  and  Roberts  districts  is  by  pumping  the 
sewage  from  the  region  about  Crescent  Park  into  existing  sewers  on  the 
south  side  of  the  river,  and  by  collecting  the  sewage  from  Roberts  when 
necessary  into  a  sewer  on  the  north  side  of  the  river  to  connect  with  existing 
sewers  on  that  side. 

By  either  of  the  proposed  plans,  the  main  sewer  from  Roberts  will  pass 
through  the  water  works  reservation  and  within  a  short  distance  of  the 
well  and  filter  gallery  from  which  the  water  supply  of  the  city  is  drawn. 
The  sewer  in  this  vicinity  should  be  constructed  of  cast-iron  pipe  with  lead 
joints,  in  order  to  prevent  the  possibility  of  contamination  of  the  water 
supply  by  leakage  from  the  sewer.  Further  investigations  may  show  that 
it  is  feasible  to  convey  the  sewage  from  the  Roberts  district  across  the 
river  at  a  point  further  up  stream,  and  there  discharge  it  into  the  sewers 
of  the  city  of  Newton ;  or,  by  the  construction  of  a  sewer  along  the  southerly 
side  of  the  river,  to  convey  it  to  Crescent  Park,  where  it  can  be  pumped 
in  connection  with  the  sewage  from  the  Crescent  Park  district.  If  the 
latter  plan  should  be  found,  upon  further  investigation,  to  be  a  practicable 
one,  it  would  be  best  to  adopt  it,  and  avoid  the  construction  of  a  sewer 
in  the  neighborhood  of  the  well  and  filter-gallery. 
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Wellesley. 

April  26, 1902. 

To  the  Committee  on  Sewerage  of  the  Town  of  Wellesley,  Joseph  W.  Peabodt, 

Chairman* 

Gentlemen: — The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  with  reference  to  the  sewerage  of  the  town  of  Wellesley, 
in  which  you  give  the  following  outline  of  your  proposed  plan :  — 

The  plans  herewith  submitted  contemplate  a  system  of  sewage  collection  for 
disposal  by  sand  filtration. 

The  sewage  of  the  western  or  main  portion  of  the  town  to  be  collected  by  gravity 
into  a  trunk  sewer  to  be  laid  in  Washington  Street  from  the  summit  near  top  of 
"Lower  Falls  Hill,"  so  called,  to  Abbott  Road,  thence  in  Abbott  Road  to  the  head 
of  Fuller  Brook  valley,  thence  in  Fuller  Brook  valley  to  a  pumping  station  to  be 
located  near  the  Waban  aqueduct  bridge,  at  the  confluence  of  Fuller  and  Waban 
brooks. 

The  sewage  to  be  pumped  from  this  point  through  an  iron  force  main  laid  in 
Dover  Street,  Washington  Street  and  Blossom  Street,  to  the  filtration  area  indi- 
cated on  map. 

It  is  planned  to  collect  the  sewage  of  the  Lower  Falls  section  into  a  receiving 
basin  near  the  westerly  bank  of  Charles  River,  and  lift  it,  by  use  of  gasolene 
engine,  through  iron  force  main  in  Washington  Street  over  summit  of  Falls  Hill, 
and  discharge  into  trunk  sewer. 

The"  Walnut  Street  subdivision,  Worcester  Street  subdivision  and  Upper  Falls 
subdivision,17  indicated  on  the  map,  are  not  contemplated  as  needing  sewers  for 
a  good  many  years. 

Sewage  in  these  sections  would  have  to  be  lifted  by  pumping  to  discharge  into 
the  main  sewers  of  the  western  section. 

The  alternative  of  discharging  into  the  metropolitan  sewers,  provided  con- 
nection therewith  can  be  acquired,  has  been  considered,  and  estimates  of  probable 
cost,  together  with  such  changes  in  the  system  of  sewage  collection  as  would  be 
necessitated,  have  been  compiled. 

The  Board  has  considered  the  plans  and  information  submitted  by  your 
engineer,  and  has  caused  the  proposed  filtration  area  and  the  locations  of 
the  proposed  pumping  stations  and  other  works  in  the  town  to  be  examined 
by  its  engineer. 

The  town  of  Wellesley  is  naturally  divided  into  two  portions,  —  one 
sloping  easterly  toward  t}ie  Charles  River  opposite  Newton,  and  the  other 
sloping  westerly  in  the  valleys  of  Fuller  and  Waban  brooks  which  dis- 
charge into  the  Charles  River  many  miles  above  the  outlets  of  the  streams 
of  the  easterly  section  of  the  town. 

The  investigations  show  that  it  is  feasible  to  collect  all  the  sewage  of 
the  present  thickly  settled  portions  of  the  westerly  section  of  the  town  at 
the  proposed  reservoir  and  pumping  station,  near  the  junction  of  Fuller  and 
Waban  brooks.     An  area  in  the  extreme  wecterly  part  of  the  town,  which 
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is  at  present  sparsely  populated,  is  not  provided  for  definitely  in  the  plans 
submitted.  Two  methods  for  the  sewerage  of  this  area  are  suggested,  — 
one  by  a  gravity  sewer  in  the  valley  of  Morse's  Ppnd  and  Lake  Waban  and 
thence  in  the, valley  of  Waban  Brook  to  the  pumping  station,  and  the  other 
by  pumping  the  sewage  into  the  sewers  of  the  central  portion  of  the  town. 
It  does  not  appear  essential,  from  an  examination  of  the  plans  and  infor- 
mation submitted,  to  select  definitely  at  the  present  time  a  plan  for  the 
sewerage  of  these  areas,  and  provision  for  their  sewerage  can  safely  be 
left  for  future  consideration. 

The  plan  for  the  sewerage  of  the  easterly  section  of  the  town  provides 
for  collecting  the  sewage  from  nearly  all  of  the  thickly  settled  areas  in  this 
part  of  the  town  at  a  proposed  reservoir  and  pumping  station  near  the 
Charles  River,  near  the  Newton  Lower  Falls  station  on  the  Boston  &  Albany 
Railroad.  Certain  areas  in  the  valley  of  Rosemary  Brook,  in  the  extreme 
easterly  portion  of  the  town,  and  in  the  portion  of  the  town  about  the 
northerly  end  of  Walnut  Street,  are  not  included  in  this  plan ;  and  the 
suggestion  is  made  by  your  engineer  that  the  sewage  be  pumped  from  these 
areas,  when  sewerage  becomes  necessary,  into  the  central  system.  It  also 
appears  from  this  report  that  the  sewage  from  these  areas  can  be  collected 
at  the  proposed  pumping  station  at  Lower  Falls  by  gravity,  by  means  of  a 
sewer  near  the  bank  of  Charles  River  in  Wellesley ;  and,  from  an  exami- 
nation of  the  locality,  it  seems  probable  that  this  plan  would  be  more  satis- 
factory for  the  town,  all  things  considered,  than  pumping  the  sewage  from 
these  areas. 

The  plans  provide  for  receiving  sewage  only  into  the  sewers,  excluding 
storm  water  and  ground  water  so  far  as  possible;  and  in  many  places 
where  sewers  are  to  be  laid  below  the  ground-water  level  it  is  proposed  to 
use  iron  pipes  with  lead  joints,  to  prevent  leakage  of  ground  water  into  the 
sewers.  These  are  important  provisions,  and  should  be  carefully  carried 
out,  so  that  the  quantity  of  sqwage  may  be  kept  as  small  as  possible. 

The  proposed  filtration  area  is  situated  in  a  remote  and  sparsely  popu- 
lated portion  of  the  town,  and  there  are  no  dwelling  houses  in  the  immediate 
neighborhood  of  the  place  indicated  for  the  filter-beds.  Examinations  of 
the  soil  show  that  it  consists  largely  of  coarse  sand  and  gravel,  well  adapted 
for  the  disposal  and  purification  of  sewage ;  and  an  ample  area  is  available 
here  for  the  purpose,  even  though  the  town  should  continue  to  grow  rapidly 
for  a  long  time  in  the  future. 

The  profiles  of  the  proposed  sewers  and  details  of  the  proposed  filter-beds 
have  not  been  submitted,  and  the  Board  is  unable  to  advise  concerning  them. 

The  system,  as  a  whole,  in  the  opinion  of  the  Board,  judging  from  the 
outlines  submitted,  is  well  adapted  for  the  collection  and  disposal  in  a 
satisfactory  manner  of  all  of  the  sewage  of  Wellesley,  and  can  be  readily 
developed  to  serve  all  portions  of  the  town. 
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The  Board  has  considered  the  advisability  of  disposing  of  the  sewage 
of  Wellesley  in  connection  with  the  metropolitan  sewerage  system ;  bat 
it  is  evident,  from  the  estimates  of  cost  submitted  and  the  other  infor- 
mation available  to  the  Board,  that  the  annual  cost  of  the  disposal  of  all 
of  the  sewage  of  Wellesley  into  the  metropolitan  system  will  be  far  greater 
than  the  annual  cost  of  disposal  on  land  within  the  limits  of  the  town,  as 
proposed  by  the  plans  submitted.  It  is  possible  that  further  investigations 
might  show  that  it  would  be  of  advantage  to  the  town  to  dispose  of  the 
sewage  of  a  part  or  all  of  the  easterly  districts  into  the  metropolitan 
sewerage  system. 

Not.  17, 1902, 

To  the  Committee  on  Sewerage  of  the  Town  of  Wellesley \  Joseph  W.  Peabodt, 

Chairman, 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Novem- 
ber 6  a  communication  stating  that  since  the  publication  of  your  recent 
report  on  sewerage  there  has  been  tendered  to  the  committee  a  tract  of 
land  for  sewerage  purposes  which  appears  to  have  superiority,  as  to  loca- 
tion, soil,  etc.,  over  the  one  previously  brought  to  the  attention  of  this 
Board,  and  requesting  that  the  Board  cause  an  examination  of  this  tract 
to  be  made  and  advise  you  as  to  its  qualities  for  the  purpose  of  the  dis- 
posal of'  the  sewage  of  Wellesley,  and  as  to  the  relative  merits  of  this  area 
and  the  one  proposed  by  you  in  your  application  submitted  last  spring. 

In  response  to  this  application,  the  Board  has  caused  the  area  indicated 
by  you  to  be  examined  by  its  engineer,  and  has  considered  its  suitability 
for  the  disposal  of  the  sewage  of  Wellesley. 

An  examination  of  the  soil  in  several  test  pits  in  various  parts  of  the 
area  now  under  consideration  indicates  that  the  soil  beneath  surface  layers 
of  loam  and  subsoil  is  a  coarse  and  porous  gravel.  The  area  is  largely 
cleared  land,  with  a  nearly  level  surface,  at  a  sufficient  elevation  above  the 
brook  into  which  the  effluent  will  find  its  way  to  allow  for  suitable  under- 
drainage,  and  it  is  possible  that  the  porosity  of  the  soil  is  such  that  very 
few,  if  any,  underdrains  will  be  required. 

Comparing  this  area  with  the  one  east  of  Blossom  Street  proposed  in 
your  plan  submitted  last  spring,  it  appears  that  the  area  now  proposed  has 
the  disadvantage  only  that  it  is  a  little  farther  from  the  pumping  station, 
and  a  somewhat  longer  force  main  will  be  required  ;  but,  on  the  other  hand, 
this  area  has  the  advantage  over  the  one  on  the  easterly  side  of  Blossom 
Street  that  filter-beds  can  probably  be  constructed  here  at  a  considerably 
less  expense,  because  the  land  is  more  nearly  level  and  has  a  coarser  and 
more  uniform  soil,  so  that  very  little  underdrainage  is  likely  to  be  required, 
probably  none  at  all  in  the  beginning. 

In  the  opinion  of  the  Board,  the  location  is  a  suitable  one  for  sewage 
disposal  purposes,  and  the  area  which  can  be  made  available  for  the  dis- 
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posal  and  purification  of  sewage  would  be  ample  for  all  the  requirement* 
of  the  town  of  Wellesley. 

With  properly  constructed  sewage  disposal  works  at  this  place,  receiving 
the  necessary  care,  no  unpurified  sewage  would  find  its  way  into  the  brook, 
and  no  injury  to  the  stream  or  ponds  below  result. 

Westfield. 

July  14, 1902. 
To  Mr.  Arthur  S.  Kneel,  Town  Solicitor,  Westfield,  Mobs, 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  June  7, 
1902,  an  application  giving  notice  of  the  intention  of  the  town  of  West- 
field  to  install  a  system  of  storm  water  drainage  for  the  town,  and  subse- 
quently a  plan  of  the  proposed  drains  was  furnished  by  your  engineer. 

The  plan  provides  for  two  main  storm  water  drains,  one  in  the  valley  of 
the  brook  draining  the  northerly  portion  of  the  main  village  south  of  the 
Westfield  River,  which  is  to  have  an  outlet  into  the  Westfield  River  a  short 
distance  below  the  present  main  sewer  outlet,  and  the  other  in  the  valley 
of  the  brook  which  drains  the  southerly  portion  of  the  main  village  south 
of  the  Westfield  River,  which  will  have  an  outlet  into  the  Westfield  Little 
River  near  its  mouth. 

The  northerly  drain  will  take  the  surface  water  from  the  valley  of  the 
northerly  brook,  with  the  exception  of  the  flow  from  two  areas,  one  near 
the  upper  end  of  the  water-shed,  which  is  at  a  sufficient  elevation  so  that 
the  water  can  be  carried  above  the  top  of  the  dike  into  the  Westfield  River 
at  a  convenient  place,  and  the  other  an  area  near  the  lower  end  of  the 
water-shed  of  the  brook,  which  is  largely  farming  land,  and  can  be  suffi- 
ciently drained  by  the  natural  water  courses. 

The  southerly  drain  is  designed  to  serve  •  the  entire  natural  water-shed 
of  the  southerly  brook,  excepting  a  section  near  the  lower  end,  which,  as 
in  the  former  case,  does  not  now  require  drainage,  and  can  be  drained 
sufficiently  by  the  natural  water  courses.  Water  from  the  upper  end  of 
this  water-shed  can  be  diverted  into  the  Westfield  Little  River  if  it  should 
be  found  desirable  to  do  so  in  the  future. 

The  Board  has  caused  the  location  of  the  drains  and  their  outlets  to  be 
examined  by  one  of  its  engineers,  and  has  carefully  considered  the  plans 
submitted. 

It  is  understood  that  the  present  brooks  are  to  be  diverted  into  the  drains 
at  convenient  points.  The  proposed  drains  are  probably  of  sufficient 
capacity  to  carry  off  the  water  that  would  be  likely  to  reach  them  under 
existing  conditions ;  but,  as  the  town  becomes  more  thickly  built  up  and 
the  areas  of  street  and  building  surfaces  increase,  water  will  find  its  way 
more  rapidly  and  in  greater  quantity  into  the  drains  during  storms,  and 
may  overtax  their  capacity. 

Under  the  circumstances,  it  is  advisable,  in  the  opinion  of  the  Board,  to 
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maintain  the  existing  brook  channels,  so  that,  in  case  the  drains  should 
become  surcharged,  a  portion  of  the  water  might  flow  off  in  the  natural 
channels.  If  the  channels  of  the  brooks  are  to  be  discontinued,  it  will  be 
best  to  provide  drains  of  larger  capacity  than  now  proposed,  to  avoid 
danger  of  damage  resulting  from  a  lack  of  capacity  in  the  drains. 

The  drains  will  lower  the  level  of  the  ground  water  in  the  village,  and, 
if  placed  at  a  sufficiently  low  level,  will  doubtless  intercept  some  of  the 
ground  water  which  now  finds  its  way  into  the  sewer  system,  and  relieve 
somewhat  the  overtaxing  of  the  main  sewer  which  is  said  to  occur  in  the 
wetter  portion  of  the  year. 

The  growth  of  the  town  will  doubtless  make  it  necessary  before  many 
years  to  purify  the  sewage  before  discharging  it  into  the  river ;  and  hence 
it  is  very  important,  in  order  to  avoid .  unnecessary  expense  in  the  con- 
struction and  operation  of  purifying  works,  that  the  sewage  be  kept  sepa- 
rate from  the  storm  water. 

The  drains  now  under  consideration  are  intended  for  the  removal  of 
surface  water  and  ground  drainage  only,  and  are  not  proper  channels  for 
sewage.  It  appears  that  there  is  an  overflow  from  the  main  sewer  into  the 
brook  on  Meadow  Street  through  which  dilute  sewage  is  discharged  at 
times  of  high  water  in  the  spring;  and,  in  the  opinion  of  the  Board,  it  is 
desirable  to  change  this  outlet  so  that  it  will  discharge  hereafter  into  the 
main  drain,  and  avoid  the  pollution  of  the  brook.  The  Board  would  advise 
that,  with  the  exception  of  the  overflow  on  Meadow  Street,  no  connection 
be  permitted  with  the  proposed  drains  through  which  sewage  may  find  its 
way  into  them.  On  the  other  hand,  all  connections  by  which  storm  water 
may  enter  the  existing  sewers  should  be  cut  off,  and  no  further  connections 
permitted  through  which  storm  water  would  be  discharged  into  the  sewers, 
and  the  entrance  of  ground  water  into  the  sewers  should  be  prevented  so 
far  as  possible. 

Wrentham. 

Aug.  7, 1902. 

To  the  Board  of  Health  of  the  Town  of  Wrentham,  Mr.  Charles  W.  Pond, 

Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  relative  to  the  improvement  of  the  copdition  of  Mann's 
Fond  in  Wrentham,  a  pool  of  stagnant  water  having  an  area  at  times  of 
about  a  quarter  of  an  acre,  located  near  the  central  part  of  the  village,  and 
has  caused  the  locality  to  be  examined  by  one  of  its  engineers. 

The  pond  is  located  in  a  deep  hollow,  having  no  visible  outlet,  and 
receives  the  rain  water  from  a  small  water-shed,  including  the  street  wash 
from  the  central  portions  of  the  village,  and  sewage  and  polluting  drainage 
from  buildings  in  its  neighborhood.  At  times  of  high  water  the  maximum 
depth  is  said  to  be  about  ten  feet,  and  at  such  times  it  appears  that  the 
basements  of  buildings  in  the  vicinity  of  the  pond  are  flooded. 
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The  soil  all  about  the  pond  is  apparently  porous,  and  the  height  of  the 
water  is  probably  dependent  to  a  considerable  extent  upon  the  general 
height  of  the  ground  water  in  its  neighborhood ;  but  it  is  probable  also 
that  there  is  impervious  soil  beneath  the  bottom  of  the  pond,  which  has  a 
tendency,  especially  at  times  of  low  water,  to  hold  the  water  above  the 
level  of  the  ground  water. 

The  pond  has  been  a  nuisance  in  the  neighborhood,  and  in  its  present 
state  is  evidently  a  menace  to  the  health  of  the  inhabitants  of  the  village. 
It  would  be  possible  to  greatly  improve  the  condition  of  the  pond  by  filling 
it  with  gravel  up  to  the  ordinary  summer  level  of  the  water,  as  suggested 
by  your  board,  if,  at  the  same  time,  provision  should  be  made  for  keeping 
out  all  sewage  and  street  wash ;  but  the  trouble  from  flooding  of  basements 
would  doubtless  still  continue,  and  the  cost  of  a  thorough  improvement  of 
the  pond  by  this  plan  might  be  larger  than  the  cost  of  draining  it. 

The  pond  is  located  near  the  divide  between  the  Charles  and  Taunton 
rivers,  and  it  is  apparently  possible  to  drain  it  either  in  a  westerly  direction 
toward  Archer's  Pond  or  north-easterly  toward  a  stream  draining  into  the 
Taunton  River.  It  is  not  possible  to  determine,  however,  without  a  survey, 
the  feasibility  of  draining  the  pond  to  either  of  these  places,  or  the 
probable  cost  of  a  suitable  drain. 

Under  the  circumstances,  the  Board  would  advise  that,  before  entering 
upon  any  plan  of  improvement  of  the  pond,  you  employ  an  engineer  to 
make  surveys  of  the  most  practicable  routes  for  draining  this  pond,  and  esti- 
mates of  the  probable  cost  of  the  work.  The  elevation  of  the  bottom  of 
the  pond  at  various  points  should  also  be  determined,  since  it  may  be  less 
expensive  to  partly  fill  the  pond,  and  thus  make  it  practicable  to  construct 
a  drain  at  a  higher  level,  than  to  drain  it  to  the  present  bottom.  When 
you  have  made  the  surveys,  the  Board  will,  upon  application,  give  you 
further  advice  as  to  the  improvement  of  the  pond. 

You  also  request  advice  as  to  draining  certain  meadows  in  the  southerly 
part  of  the  village,  south-east  of  South  Street.  It  appears  from  an  exam- 
ination of  the  locality  that  a  drain  formerly  existed  by  which  the  water 
sputh-east  of  this  street  found  an  outlet  across  the  street  and  thence  in  a 
south-westerly  direction  along  the  street  to  a  stream  flowing  into  Lake 
Pearl.  The  Board  is  informed  that  a  drain  has  existed  at  this  place  for  a 
long  time  until  within  a  few  years,  and  this  drain  was  apparently  sufficient 
to  prevent  the  flooding  complained  of.  The  best  method  of  preventing 
this  flooding  will  be  to  reopen  the  culvert  under  the  street,  and  provide 
a  drain  on  the  opposite  side  of  the  street  to  the  brook  referred  to.  If  the 
culvert  and  drain  are  made  of  suitable  size  and  at  a  sufficiently  low  level, 
further  trouble  from  flooding  of  the  district  referred  to  can  be  prevented. 
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Ice  Supplies. 

The  following  is  the  substance  of  the  action  of  the  Board  during 

1902  in  reply  to  applications  for  advice  relative  to  sources  of  ice 

supply :  — 

Boston. 

Ana.  7, 1902. 
To  the  Commonwealth  Hygienic  Ice  Company ,  Boston,  Mass. 

Gentlemen  :  —  In  response  to  your  request  for  advice  as  to  the  quality 
of  the  ice  from  the  plant  of  the  Commonwealth  Hygienic  Ice  Company,  the 
Board  has  caused  the  works  to  be  examined  and  samples  of  the  water  and 
ice  to  be  analyzed. 

It  appears  from  this  examination  that  water  used  for  the  manufacture 
of  the  ice  is  obtained  largely  by  condensing  exhaust  steam  from  the  engines 
at  the  works,  which  are  supplied  with  water  from  the  city  mains.  The 
water  is  then  boiled  and  subsequently  filtered  through  charcoal.  After 
cooling  it  is  filtered  again  through  a  layer  of  felt,  and  discharged  into 
freezing  cans  which  are  immersed  in  brine,  and  all  of  the  water  in  the  can 
is  frozen. 

The  greater  portion  of  the  solid  matter  and  nearly  all  of  the  albuminoid 
ammonia  are  removed  by  distillation ;  but  the  water,  after  distillation,  is 
turbid,  and  has  an  unpleasant,  oily  odor,  and  contains  a  large  quantity  of 
free  ammonia,  the  presence  of  the  latter  being  due  probably  to  the  fact 
that  the  water  is  not  completely  purified  by  distillation,  or  possibly  to  the 
escape  of  ammonia  about  the  plant.  After  filtration  the  water  is  con- 
siderably improved  in  quality. 

The  samples  of  the  ice  which  have  been  examined  have  been  found, 
upon  analysis,  to  contain  a  larger  quantity  of  organic  matter  than  the  water 
as  discharged  into  the  freezing  cans,  especially  in  the  top  of  the  cake  and 
in  the  core ;  and  the  number  of  bacteria  present  in  nearly  all  of  the  samples 
analyzed  was  much  larger  than  has  been  found  in  the  ice  from  other  similar 
works.  It  is  also  found  that  the  ice  has  at  times  a  distinctly  oily  odor, 
which  has  been  noticeable  in  the  drinking  water  tanks  in  which  this  ice  has 
been  placed.  The  presence  of  the  oil  is  doubtless  due  to  the  use  of  the 
steam  in  various  engines  about  the  works  before  it  is  condensed  for  freezing. 
The  operation  of  the  plant  makes  necessary  much  walking  over  the  tops  of 
the  cans,  and  in  this  way  polluting  matters  probably  find  their  way  into  the 
cans,  thereby  increasing  the  quantity  of  organic  matter  in  the  ice. 

The  Board  is  of  the  opinion  that  it  will  be  necessary  to  make  several 
changes  in  the  method  of  operating  this  plant,  before  ice  of  satisfactory 
quality  can  be  obtained  from  it.  It  is  important  that  the  presence  of  oil 
in  the  ice  should  be  wholly  prevented,  and  this  can  be  done  by  using  dis- 
tilled water  especially  prepared  for  the  purpose.  The  exhaust  steam  now 
used  evidently  contains  a  quantity  of  oil  which  is  not  removed  by  the 
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processes  in  use.  Care  should  be  taken  to  prevent  the  pollution  of  the  water 
in  the  cans  during  the  process  of  freezing  to  which  they  are  now  exposed. 
There  are  certain  disadvantages  in  freezing  all  of  the  water  placed  in 
the  cans,  because  much  of  the  impurity  in  the  water  is  concentrated  in  the 
last  portion  of  the  cake  frozen.  T^ese  impurities  would  be  largely  excluded 
if  a  portion  of  the  water  should  be  allowed  to  remain  unfrozen. 
-  It  is  probable  that  by  making  the  changes  suggested,  and  allowing  a  small 
portion  of  the  water  of  the  cake  to  remain  unfrozen,  ice  of  good  quality 
for  use  in  drinking  water  can  be  obtained  from  this  plant. 

Easthampton. 

Feb.  6, 1903. 
Delos  T.  Pepin,  Easthampton,  Mass. 

Sib:  —  In  response  to  your  application  of  January  17  for  advice  as  to 
the  quality  of  ice  to  be  obtained  from  the  "  Ox  Bow  "  on  the  Connecticut 
River  just  above  the  mouth  of  the  Manhan  River,  the  Board  has  caused 
the  locality  to  be  examined  and  samples  of  the  water  and  of  the  ice  to  be 
analyzed.  The  water  is  evidently  polluted  by  sewage  and  by  organic 
matters  which  find  their  way  into  the  "  Ox  Bow,"  and  a  sample  of  ice  cut 
from  this  source  has  been  found  to  contain  much  foreign  matter. 

The  Board  is  of  the  opinion  that  the  u  Ox  Bow  "  is  not  a  suitable  source 
from  which  to  take  ice  for  domestic  purposes. 

Franklin. 

June  5, 1902. 

To  the  Board  of  Health  of  the  Town  of  Franklin,  Mr.  Dwight  M.  Hodge,  Secretary, 

Gentlemen^:  —  In  response  to  your  application,  received  May  8,  request- 
ing an  investigation  as  to  the  quality  of  the  ice  taken  from  Boucher's  ice 
pond  in  Franklin,  the  Board  has  caused  the  pond  and  its  water-shed  to  be 
examined  by  one  of  its  engineers,  and  samples  of  the  water  of  this  source 
and  of  ice  from  the  ice  house  indicated  to  be  analyzed. 

It  appears  that  the  pond  from  which  the  ice  is  taken  is  situated  in  a 
meadow  north-east  of  Wachusett  Street  in  Franklin,  and  is  connected  with 
a  brook  flowing  through  the  meadow  which  drains  a  thickly  populated  area 
in  the  southerly  portion  of  the  village: 

The  results  of  the  examination  show  that  the  brook  receives  direct 
sewage  pollution  from  some  of  the  buildings  on  its  water-shed,  and  that 
water  from  the  brook  can  flow  freely  into  the  pond. 

Analyses  of  samples  of  water  from  the  pond  show  that  it  is  grossly  pol- 
luted by  sewage ;  and  analyses  of  samples  of  the  ice  taken  from  the  ice 
house  show  that  it  contains  a  larger  quantity  of  organic  matter  and  a  much 
larger  number  of  bacteria  than  is  found  in  good  ice. 

The  Board  is  of  the  opinion  that  this  ice  cannot  safely  be  used  for 
domestic  purposes,  and  would  advise  that  the  further  use  of  the  pond  as 
a  source  of  ice  supply  be  discontinued. 
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HOLYOKE. 

March  6, 1902. 
To  the  Board  of  Health  of  the  City  of  Holyoke. 

Gentlemen: — In  response  to  your  request  for  advice  as  to  the  suita- 
bility of  certain  ponds  in  the  neighborhood  of  Holyoke  as  sources  of  ice 
supply,  the  Board  has  caused  the  following  sources  indicated  by  you  to  be 
examined  and  samples  of  the  water  and  ice  to  be  analyzed :  — 

A  pond  on  Jacob's  Hollow  Brook  in  South  Hadley. 

The  Chicopee  River  above  Chicopee  Falls. 

A  pond  on  Darby  Brook  just  above  Riverdale  Road. 

A  pond  on  Tannery  Brook  near  Riverdale  Road  and  near  the  boundary 
between  Holyoke  and  West  Springfield. 

A  pond  on  ^Tannery  Brook  near  the  Holyoke  &  Westfield  Railroad  in  the 
westerly  part  of  Holyoke. 

A  pond  on  stream  west  of  city  almshouse. 

The  pond  on  Jacob's  Hollow  Brook  is  a  new  one,  and  appears  to  be  free 
from  serious  danger  of  sewage  pollution,  and,  in  the  opinion  of  the  Board, 
ice  taken  from  this  pond  may  be  safely  used  for  domestic  purposes. 

Analyses  of  samples  of  ice  cut  from  a  pond  on  the  Chicopee  River  above 
Chicopee  Falls  last  year  showed  the  presence  of  a  considerable  quantity 
of  organic  matter,  and  the  Board  advised  that  the  ice  cut  from  this  pond 
should  not  be  used  where  it  might  come  in  contact  with  food  or  drinking 
water.  Examinations  of  additional  samples  of  ice  cut  from  this  source 
during  the  present  winter  give  results  similar  to  those  obtained  last  year, 
and  the  Board  sees  no  reason  for  modifying  the  advice  that  ice  cut  from 
this  source  should  not  be  used  where  it  may  come  in  contact  with  food  or 
drinking  water. 

The  pond  on  Darby  Brook  just  below  the  Riverdale  Road  receives  con- 
siderable direct  sewage  pollution,  and  the  ice  contains  considerable  organic 
matter,  even  in  the  clear  ice  beneath  the  snow  ice.  In  the  opinion  of  the 
Board,  it  is  not  desirable  to  use  ice  from  this  source  for  domestic  purposes. 

The  pond  on  Tannery  Brook  just  above  the  Riverdale  Road  has  quite 
a  large  water-shed,  and  receives  a  portion  of  the  sewage  from  a  large  insti- 
tution about  a  quarter  of  a  mile  above  the  place  from  which  the  ice  is  cut. 
This  ice,  like  that  of  the  previous  sample,  was  made  up  partly  of  snow  ice, 
but  the  clear  ice  also  contained  considerable  organic  matter.  In  the  opinion 
of  the  Board,  it  is  not  desirable  to  use  ice  from  this  source  for  domestic 
purposes  while  sewage  is  discharged  directly  into  the  brook.  If  the  sew- 
age discharged  into  the  stream  above  the  ice  pond  from  the  institution 
referred  to  should  be  prevented  from  entering  the  brook,  it  is  probable 
that  ice  of  much  better  quality  could  be  obtained  from  this  source. 

The  pond  on  Tannery  Brook  above  the  Holyoke  &  Westfield  Railroad 
is  formed  by  flooding  a  meadow,  and  is  apparently  quite  shallow  over  a 
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considerable  portion  of  its  area.  The  water-shed  contains  a  few  farm- 
houses, bnt  the  stream  does  not  appear  to  be  exposed  to  serious  pollution 
excepting  possibly  from  manure  spread  upon  the  cultivated  lands.  The 
results  of  an  analysis  of  a  sample  of  ice  from  this  source  show  that  the 
clear  ice  is  of  good  quality.  It  is  important,  however,  in  using  ice  from 
this  source,  as  well  as  from  other  ponds  with  similar  water-sheds,  that  the 
first  inch  of  ice  that  forms  upon  the  pond  be  removed  when  the  ice  is 
harvested,  including  all  snow  ice  or  ice  which  may  form  by  rain  or  flooding 
above  this  first  inch,  and  that  only  the  clear  ice  formed  beneath  the  first 
inch  be  retained  for  use.  It  is  important  also  that  the  ice  be  cut  where 
the  water  has  a  considerable  depth,  and  that  no  ice  be  used  containing 
weeds  or  other  organic  matter  taken  up  from  the  bottom  of  the  pond. 

An  examination  has  also  been  made  of  the  water  of  the  stream  west  of 
the  city  almshouse ;  but  the  dam  by  which  the  ice  pond  was  formed  has 
been  carried  away,  and  it  is  not  practicable  to  obtain  a  sample  of  ice  at 
the  present  time.  It  is  understood  that  no  ice  wiU'be  cut  from  this  source 
during  the  present  winter. 

Marblehead. 

Sept.  4, 1902. 

To  the  Board  of  Health  of  the  Town  of  Marblehead,  Mr".  Frank  W.  Goodwin, 

Secretary. 

Gentlemen  :  —  In  response  to  your  request  of  Aug.  16,  1902,  for  advice 
as  to  the  best  practicable  method  of  protecting  the  purity  of  an  ice  supply 
on  the  estate  of  B.  W.  Crowninshield  in  Marblehead,  from  which  ice  for 
public  sale  has  been  taken  in  the  past,  the  Board  has  caused  the  source  of 
supply  and  its  surroundings  to  be  examined  by  one  of  its  engineers. 

It  appears  from  this  examination  that  the  ice  pond  is  a  shallow  one 
which  is  flooded  only  in  winter,  and  that  the  bottom  is  covered  with  a 
vegetable  growth  during  the  summer  season.  The  principal  sources  of 
pollution  at  the  present  time  are  a  gelatine  factory,  which  has  a  waste 
pipe  discharging  into  the  stream  which  feeds  the  pond,  a  piggery  located 
near  this  stream,  and  deposits  of  night  soil  used  to  fertilize  the  lands  in 
the  water-shed.  It  is  understood  that  the  number  of  pigs  to  be  kept  here- 
after in  the  piggery  will  be  very  greatly  reduced,  and,  if  these  and  the 
drainage  from  them  are  kept  from  access  to  the  streams  draining  into  the 
ice  pond,  danger  of  serious  pollution  from  this  source  will  be  prevented. 
If  the  discharge  from  the  gelatine  factory  can  be  removed  from  the  water- 
shed of  the  pond  or  efficiently  purified,  and  the  disposal  of  night  soil  within 
the  water-shed  prevented,  this  pond  can  be  made  a  suitable  source  of  ice 
supply.  It  will  be  necessary,  however,  that  all  vegetation  be  removed 
from  the  bottom  of  the  pond  before  flooding  in  the  early  winter,  to  avoid 
danger  that  organic  matters  may  be  taken  up  by  the  ice ;  and  no  ice  con- 
taining foreign  matters  should  be  used,  and  this  will  exclude  all  ice  formed 
in  the  shallow  water  near  the  shores. 
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New  Bedford. 

Feb.  6, 1902. 
To  the  Board  of  Health  of  the  CUy  of  New  Bedford. 

Gentlemen: — The  State  Board  of  Health,  in  response  to  your  request 
of  January  24  for  advice  as  to  the  use  of  ice  from  Russell's  Pond  for 
domestic  purposes,  has  caused  the  pond  and  its  surroundings  to  be  exam- 
ined and  samples  of  the  water  and  ice  to  be  analyzed.  The  examination 
shows  that  the  water-shed  of  the  pond  contains  many  houses  and  other 
buildings,  and  it  is  possible  that  polluting  matters  may  at  times  find  their 
way  into  the  pond.  It  appears  also  that  the  pond  is  quite  shallow  over  a 
considerable  portion  of  its  area. 

The  only  way  in  which  it  is  possible  to  obtain  ice  from  this  pond  which 
may  be  safely  used  for  domestic  purposes  will  be  to  remove  from  the  ice 
the  first  inch  of  ice  that  formed  upon  the  pond,  and  all  snow  ice  or  other 
ice  formed  by  rain  or  flooding  above  this  first  inch,  and  to  retain  for  use 
only  the  clear  ice  beneath  the  first  inch  which  forms.  It  is  also  important 
that  ice  be  harvested  only  from  those  portions  of  the  pond  where  there  is  a 
depth  of  a  foot  or  more  of  water  between  the  ice  and  the  bottom  of  the 
pond,  and  that  no  ice  containing  weeds  or  other  foreign  substances  be 
used.  If  these  conditions  are  carefully  observed,  it  is  likely  that  ice  which 
may  safely  be  used  for  domestic  purposes  can  be  obtained  from  this  source 
under  present  conditions. 

Pollution  or  Ponds,  Streams  and  Other  Bodies  or  Water. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
1902  in  reply  to  applications  for  advice  relative  to  the  pollution  of 
ponds,  streams  and  other  bodies  of  water :  — 

Agawam. 

July  3, 1902. 
Mr.  Henry  E.  Bodurtha,  Chairman  of  Board  of  Selectmen,  Agawam,  Mass. 

Dear  Sir  :  — The  State  Board  of  Health  has  considered  your  application 
for  advice  as  to  the  use  of  a  storm  water  drain  in  Main  and  Lane  streets 
as  a  public  sewer,  and  has  caused  the  locality  to  be  examined  by  one  of  its 
engineers. 

The  drain  in  question  discharges  into  a  ditch  on  the  southerly  side  of 
Lane  Street,  in  which  there  is  little  or  no  flow  during  the  summer  season ; 
and,  while  this  is  a  suitable  outlet  for  storm  water,  the  discharge  of  sewage 
at  this  place  would  create  objectionable  conditions.  The  Board  would 
advise  that  no  connections  be  allowed  for  the  discharge  of  sewage  into 
this  drain. 

The  Board  has  also  considered  the  conditions  caused  by  the  discharge 
of  mill  wastes  from  the  woolen  mill  of  the  Agawam  Company  into  the 
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Three  Mile  River,  as  requested  in  your  application,  and  has  caused  the 
locality  to  be  examined.  At  the  present  time  the  pollution  of  the  stream 
is  caused  by  the  discharge  of  spent  dyes,  the  principal  effect  of  which 
appears  to  be  the  discoloration  of  the  water.  A  considerable  relief  could 
doubtless  be  obtained  for  the  present  if  an  arrangement  could  be  made  so 
that  the  spent  dyes  would  be  discharged  only  at  times  when  the  wheels  are 
running,  or  when  there  is  a  considerable  flow  of  water  in  the  stream  below 
the  mill. 

It  is  very  important,  in  the  opinion  of  the  Board,  to  prevent  the  pollu- 
tion of  the  Three  Mile  River  and  the  streams  and  waters  about  the  village 
by  sewage  or  manufacturing  refuse ;  and  the  Board  would  advise  that  a 
plan  be  prepared  for  the  proper  disposal  of  the  sewage  of  the  village  and 
the  wastes  from  the  mill.  Such  portions  of  the  plan  as  might  be  required 
from  time  to  time  could  then  be  built,  and  the  pollution  of  the  waters 
about  the  village  prevented. 

Charles  River  Dak  Committee. 

Jan.  23, 1902. 
To  Henry  S.  Pritchett,  Chairman  of  the  Committee  on  the  Charles  River  Dam. 

Sis :  —  The  public  work  of  the  State  Board  of  Health,  so  far  as  it  relates 
to  the  proposed  dam  in  Charles  River,  is  the  work  required  in  relation  to 
the  general  oversight  and  care  of  inland  waters  under  the  provisions  of  the 
Public  Statutes,  and  the  work  upon  the  examination  of  sewer  outlets  and 
the  effect  of  sewage  disposal  under  the  provisions  of  chapter  104  of  the 
Acts  of  1901. 

The  proposed  dam,  it  is  assumed,  would  be  located  a  short  distance  above 
Craigie's  bridge,  between  Boston  and  Cambridge,  and  would  raise  the  water 
to  a  constant  level  about  8  feet  above  the  Boston  city  base.  The  informa- 
tion collected  refers  to  the  quantity  of  sewage  discharged  into  the  river  and 
its  tributaries  above  the  dam,  and  the  relation  of  this  quantity  to  the  flow 
of  the  stream  after  the  dam  shall  be  built,  and  the  effect  of  such  discharge 
upon  the  sanitary  condition  of  the  river. 

The  Charles  River,  above  the  proposed  dam,  drains  an  area  of  about  306 
square  miles.  Near  Dedham  there  is  a  channel  leading  from  Charles  River 
into  the  Neponset  River,  which  is  known  as  Mother  Brook,  and  it  has  been 
decided  by  the  courts  that  Mother  Brook  is  entitled  to  one-third  of  the  water 
of  the  Charles  River  at  the  point  of  diversion.  Taking  out  one-third  of  the 
drainage  area  above  Mother  Brook,  the  total  water-shed  of  the  river  at  the 
proposed  dam  is  approximately  239  square  miles. 

The  upper  portion  of  the  Charles  River  water-shed  is,  for  the  most  part, 
sparsely  populated.  At  Milford,  near  the  extreme  upper  end  of  the  water- 
shed, there  are  two  sewer  outlets  discharging  into  the  river  the  sewage  from 
about  600  people.  At  Milford,  Franklin  and  Medway,  manufacturing 
wastes  are  discharged  into  the  stream  from  factories  and  mills  at  several 
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places ;  but,  so  far  as  known,  there  are  no  other  sewer  outlets  into  this 
stream  between. those  at  Milford  and  the  proposed  basin,  a  distance  of 
about  56  miles  along  the  river,  and  the  river  above. the  latter  point  is  more 
free  from  direct  sewage  pollution  than  any  other  of  equal  size  in  the  east- 
ern part  of  the  State. 

The  sewage  from  Cambridge,  on  the  northerly  side  of  the  proposed  basin, 
is  collected  into  a  branch  of  the  north  metropolitan  sewerage  system,  which 
discharges  at  Deer  Island.  The  sewage  from  Waltham  and  Watertown, 
on  the  northerly  side  of  the  river  above  Cambridge,  and  the  sewage  of  New- 
ton, Brighton,  Brookline  and  the  Back  Bay  district  of  Boston,  together  with 
sewage  from  the  westerly  side  of  the  city  proper  bordering  on  the  Charles 
River  and  from  the  valley  of  Stony  Brook,  one  of  its  tributaries,  find  an 
outlet  through  the  main  drainage  system  of  the  city  of  Boston  at  Moon 
Island. 

The  sewers  of  Waltham,  Watertown  and  Newton  are  constructed  upon 
the  separate  plan,  storm  water  being  kept  separate  from  the  sewage.  In 
Brighton,  Brookline  and  Boston  the  sewers  are  constructed  largely  on  the 
combined  plan,  and  receive  both  sewage  and  rain  water.  When  the  main 
drainage  and  metropolitan  sewers  were  built,  and  intercepted  the  local 
sewers,  valves  were  placed  at  the  connections  with  the  intercepting  sew- 
ers whereby  the  flow  of  local  sewers  at  times  of  storms  is  largely  shut  off 
from  the  intercepting  sewers,  and  discharges  through  the  former  outlets ; 
and  in  the  district  bordering  Charles  River  these  outlets  discharge  into  the 
river  or  its  tributaries. 

Since  the  Boston  main  drainage  system  was  constructed  a  much'  larger 
area  has  been  connected  with  it  than  was  originally  planned;  and  the 
quantity  of  rainfall  that  can  be  received  from  the  districts  having  com- 
bined sewers  as  a  whole  is  much  smaller  at  present  than  is  provided  for 
in  the  original  plan. 

On  the  north  side  of  the  river  in  Cambridge  the  sewers  were  constructed 
upon  the  combined  plan  originally,  and  sewage  and  storm  water  were  received 
into  the  sewers.  At  the  connections  with  the  local  sewers  valves  are  placed 
similar  to  those  on  the  Boston  side  of  the  river,  by  which  the  excess  of  flow 
at  times  of  storms  is  discharged  through  original  outlets  into  Charles  River. 

Sewers  on  the  separate  system  are  now  being  built  in  Cambridge  which 
are  connected  directly  with  the  metropolitan  sewer,  without  shut-off  valves ; 
and,  in  connection. with  the  separation  of  the  sewage  from  the  storm  water, 
sewers  have  been  built  for  storm  water  only,  which  discharge  directly  into 
the  river.  The  capacity  of  the  Cambridge  branch  of  the  metropolitan 
sewer  for  receiving  storm  water  is  much  greater  than  the  capacity  of  the 
metropolitan  and  Boston  main  drainage  sewers  south  of  the  river ;  and  the 
quantity  of  mingled  sewage  and  storm  water  discharged  into  the  river  is 
less  in  Cambridge  in  proportion  to  the  area  than  in  Boston. 

The  total  number  of  storm  overflow  outlets  from  the  metropolitan  sewers 
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into  the  Charles  River  above  the  proposed  dam  is  about  30.  There  are 
also  25  overflows,  so  far  as  known,  from  sewers  in  the  valley  of  Stony 
Brook,  from  which  mingled  sewage  and  storm  water  may  be  discharged 
into  that  stream  at  times  of  storms. 

The  calculated  quantity  of  sewage  discharged  into  the  river  and  Stony 
Brook  from  these  various  overflows  is  equivalent,  at  the  present  time,  in 
a  dry  season  at  the  time  when  the  flow  of  the  river  would  be  lowest,  to  the 
sewage  of  about  4,300  people,  discharging  continuously ;  but  this  sewage 
does  not,  as  a  matter  of  fact,  discharge  continuously,  but  at  irregular  inter- 
vals during  rains  at  many  outlets  all  along  the  shores  of  the  basin  and  along 
Stony  Brook,  a  condition  favorable  for  a  thorough  dilution.  To  this  should 
be  added  the  sewage  of  about  1,000  persons  in  houses  along  Beacon  Street 
in  the  Back  Bay  district  of  Boston,  which  are  said  to  have  independent 
outlets  into  the  river. 

The  Boston  main  drainage  system  receives  at  the  present  time  the  sewage 
from  a  very  much  larger  area  than  that  for  which  it  was  originally  designed ; 
and  a  new  main  intercepting  sewer,  known  as  the  high-level  sewer,  is  now 
being  constructed  from  the  Back  Bay  district  'of  Boston  in  a  generally 
south-easterly  direction  across  Boston  and  Quincy  to  an  outlet  near  Nut 
Island.  This  sewer  is  designed  to  take  the  flow  of  sewage  from  the 
Charles  River  valley  metropolitan  sewer  and  areas  in  the  Back  Bay  district 
of  Boston,  together  with  the  sewage  of  portions  of  Dorchester,  Roxbury 
and  West  Roxbury,  which  now  flows  into  the  Boston  main  drainage  system, 
and  to  convey  it,  with  other  sewage,  to  the  new  outlet  near  Nut  Island. 
This  sewer,  which  is  of  very  large  size,  will,  when  completed,  receive  all 
of  the  sewage  of  the  Charles  River  valley  metropolitan  sewer,  with  addi- 
tions from  some  of  the  Back  Bay  districts,  and  of  a  large  portion  of  the 
Stony  Brook  valley,  and  it  will  provide  for  removing  many  times  the 
quantity  of  storm  water  which  can  now  be  received  into  the  Boston  main 
drainage  system ;  at  the  same  time,  by  relieving  the  Boston  main  drainage 
system  of  the  flow  of  the  Charles  River  valley  and  other  sewers,  the  com- 
pletion of  the  high-level  system  will  greatly  increase  the  capacity  of  the 
Boston  main  drainage  system  for  removing  storm  water. 

After  the  high-level  sewer  is  built,  probably  within  two  years,  it  is  cal- 
culated that  the  quantity  of  sewage  that  will  discharge  through  the  storm 
overflows,  in  a  dry  season  when  its  dilution  by  the  flow  of  the  river  would 
be  the  least,  would  be  equivalent  to  the  sewage  of  about  2,400  people,  and, 
adding  the  population  in  houses  along  Beacon  Street,  to  3,400  people,  dis- 
charging sewage  all  the  time  ;  but  this  discbarge,  as  already  indicated,  will 
take  place  during  rains  at  irregular  intervals  and  at  numerous  outlets  all 
about  the  basin. 

Comparing  the  quantity  of  sewage  that  would  be  furnished  by  3,400 
people  with  the  estimated  flow  of  the  river  for  the  three  driest  consecutive 
months  that  have  occurred  within  the  last  twenty-seven  years,  the  dilution 
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by  the  flow  of  the  river  alone  would  be  far  greater  than  the  amount  which 
is  regarded  as  essential  for  the  prevention  of  objectionable  conditions 
under  such  circumstances. 

The  condition  indicated  herein  which  will  exist  when  the  high-level  sewer 
system  is  completed  will  doubtless  be, modified  by  future  growth  of  popu- 
lation and  changes  in  the  systems  of  sewerage.  If  nothing  further  should 
be  done  to  prevent  sewage  entering  the  river  or  its  tributaries  through 
storm  overflows  after  the  construction  of  the  high-level  sewer,  it  is  unlikely 
that  the  increase  in  the  quantity  of  sewage  discharged  into  the  basin 
through  such  overflows  would  produce  objectionable  conditions.  A 
material  enlargement  of  the  area  served  by  combined  systems  of  sewers 
is  impossible  under  existing  laws,  and  the  work  of  separating  the  sewage 
from  the  storm  water  in  areas  already  provided  with  sewers  upon  the  com- 
bined plan  has  been  undertaken  within  the  district  tributary  to  the  basin ; 
and  a  reduction  in  the  quantity  of  sewage  entering  the  basin  and  its  tribu- 
taries through  storm  overflows  will  gradually  come  about  if  this  policy  is 
adhered  to,  —  and  the  sanitary  interests  of  the  district  require  that  it 
should  be  adhered  to. 

A  considerable  fraction  of  the  present  pollution  of  the  river  can  be  pre- 
vented by  constructing  an  intercepting  sewer  which  shall  take  the  sewage 
from  the  Beacon  Street  houses,  now  discharging  directly  into  the  river, 
into  the  high-level  system.  This  being  done,  the  amount  of  sewage 
entering  through  the  storm  overflows  at  present  or  likely  to  enter  at  any 
future  time  would  be  so  small,  compared  with  the  flow  of  water  in  the 
river,  that  it  could  not  be  regarded  as  a  menace  to  the  health  of  those 
boating  upon  the  basin  or  living  upon  its  borders. 

Cohasset. 

Mat  1, 1902. 

To  Thomas  Mannix,  Chairman  of  the  Committee  on  Cemetery,  Cohasset,  Mass. 

Sir:  —  The  State  Board  of  Health  has  considered  your  application  for 
advice  as  to  whether  or  not  the  placing  of  a  cemetery  on  the  southerly  side 
of  North  Main  Street  in  Cohasset  west  of  Sohier  Street  and  north  of  the 
New  York,  New  Haven  &  Hartford  Railroad  would  injure  the  water  sup- 
ply of  the  town,  and  has  considered  the  results  of  investigations  as  to  the 
movement  of  ground  waters  in  this  territory. 

It  appears  from  the  results  of  examinations  of  this  territory  several  years 
ago  by  means  of  test  wells,  with  a  view  to  the  use  of  ground  water  from 
lands  along  the  railroad  west  of  Sohier  Street  for  the  supply  of  Cohasset, 
that  the  ground  water  of  this  region  is  affected  by  pumping  from  the  pres- 
ent wells  of  the  Cohasset  Water  Company ;  and,  in  the  opinion  of  the  Board, 
if  the  lands  indicated  in  your  application  should  be  used  as  a  cemetery,  the 
water  entering  the  wells  of  the  Cohasset  Water  Company  would  be  injuri- 
ously affected  thereby. 
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Harwich  (Wychmere  Harbor). 

Oct.  2, 1902. 

To  the  Board  of  Health  of  the   Town  of  Harwich,  Mr.  Ambrose  N.  Doane, 

Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Sept. 
18,  1901,  a  communication  relative  to  offensive  odors  caused  by  seaweed 
collecting  along  the  shore  on  the  westerly  side  of  the  jetty  at  Harwichport, 
and  requesting  that  the  State  Board  of  Health  examine  the  locality  and 
advise  you  as  to  the  removal  of  the  objectionable  conditions  complained 
of.  Subsequently,  on  May  13, 1902,  a  second  communication  was  received 
from  your  board,  stating  that  the  waters  of  Wychmere  Pond  at  Harwich- 
port  had  suddenly  become  polluted,  and  requesting  this  Board  to  examine 
the  conditions  prevailing  there,  and  advise  your  board  as  to  the  proper 
course  to  pursue  in  order  to  abate  the  nuisance. 

In  response  to  these  applications,  the  Board  caused  Wychmere  Harbor 
and  the  seashore  at  Harwichport  to  be  examined  at  different  times  during 
the  past  summer  by  its  engineers ;  but  no  offensive  odors  were  noticeable 
at  these  times,  and  there  was  no  evidence  of  serious  pollution  of  the  waters 
of  Wychmere  Harbor.  The  deposit  of  seaweed  in  the  harbor  does  not 
appear  to  be  increasing  at  present,  and  is  not  exposed  at  low  water, 
excepting  possibly  at  one  or  two  points,  and,  unless  disturbed,  is  not 
noticeably  offensive.  The  harbor  receives  sewage  from  neighboring  build- 
ings at  two  or  three  places,  but  the  quantity  is  so  small  that  its  effect  upon 
the  water  is  not  noticeable. 

A  communication  from  your  board,  received  on  September  12,  states 
that  no  objectionable  odors  have  been  noticed  since  the  last  examination 
was  made,  in  midsummer,  and  that  you  consider  further  investigation 
unnecessary.     This  Board  will,  therefore,  take  no  further  action  in  the 

matter". 

Hudson. 

Oct.  2, 1902. 

To  the  Board  of  Health  of  the  Town  of  Hudson,  Mr.  Nathan  Russell,  Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  applica- 
tion for  an  examination  of  the  condition  of  Clve  Brook  in  the,  town  of 
Hudson,  and  advice  as  to  the  sources  of  the  pollution  of  the  stream,  and 
has  caused  the  locality  to  be  examined  by  one  of  its  engineers  and  sam- 
ples of  the  water  to  be  analyzed. 

It  appears  that  Clye  Brook  is  a  small  stream  flowing  from  the  vicinity 
of  the  rubber  factory  through  a  thickly  built-up  portion  of  the  town  to 
a  large  mill  pond,,  known  as  Bruce's  mill  pond.  Sewage  and  wastes  from 
the  rubber  factory  at  the  upper  end  of  the  stream  are  discharged  directly 
into  it,  and  it  receives  also,  directly  and  indirectly,  the  sewage  from  a  large 
number  of  dwelling  houses  below  the  rubber  factory.  The  water  flowing 
in  the  brook  has  the  appearance  of  sewage  and  has  an  offensive  odor. 
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The  results  of  analyses  of  samples  of  water  from  the  brook  show  that 
the  evidences  of  sewage  pollution  are  greater  at  the  upper  end  near  the 
rubber  factory  than  at  the  lower  end ;  but,  even  if  the  sewage  and  wastes 
from  the  rubber  factory  should  be  diverted  from  the  brook,  it  is  probable 
that  its  condition  would  still  be  offensive,  on  account  of  the  sewage  dis- 
charged from  buildings  farther  down  the  stream. 

In  the  opinion  of  the  Board,  the  best  method  of  improving  the  condition 
of  Clye  Brook  is  to  construct  a  sewer  in  this  valley  to  receive  the  sewage 
of  the  rubber  factory  and  of  the  houses  now  draining  directly  or  indirectly 
into  the  stream,  and  remove  it  to  some  suitable  place  of  disposal. 

It  appears  from  examinations  made  by  the  Board  that  sewerage  is 
required  in  other  portions  of  the  town,  and  that  at  some  places  sewage 
is  discharged  into  drains  intended  for  storm  water,  —  a  very  objectionable 
method  of  providing  sewerage,  which,  if  continued,  is  liable  to  cause  the 
town  much  trouble  and  expense  in  the  future. 

The  Board  would  advise  that  any  sewers  or  other  works  constructed  for 
the  removal  of  sewage  from  Clye  Brook,  or  other  places  in  the  town  which 
require  sewerage,  be  so  located  and  constructed  that  they  may  form  a  part 
of  a  general  system  for  the  village  in  the  future.  The  Board  would  also 
advise  that  surface  water  and  ground  water  be  kept  out  of  the  sewers, 
since  surface  water  and  ground  drainage  can,  if  not  mingled  with  sewage, 
be  allowed  to  discharge  into  local  water  courses  without  offence.  The 
quantity  of  sewage  to  be  disposed  of  by  the  town  will  in  this  way  be  kept 
much  smaller  than  would  otherwise  be  the  case,  and  the  cost  of  disposing 
of  it  greatly  reduced. 

Manchester. 

Ana.  7, 1902. 

To  the  Water  Commissioners  of  the  Town  of  Manchester,  Mr.  N.  P.  Meldram, 

Chairman. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  July 
25, 1902,  a  request  for  advice  relative  to  the  protection  of  the  water  supply 
of  Manchester  from  pollution  by  the  disposal  of  night  soil  and  garbage  at  cer- 
tain places  within  the  water-shed  of  Saw  Mill  Brook,  in  the  valley  of  which 
the  wells  from  which  your  water  supply  is  now  drawn  are  situated,  and  has 
caused  the  localities  indicated  to  be  examined  by  one  of  its  engineers. 

It  appears  from  the  information  furnished  by  you  that  night  soil  has 
been  deposited  near  the  southerly  side  of  Leach  Mount,  so  called,  in  the 
valley  of  one  of  the  main  branches  of  Saw  Mill  Brook,  and  also  at  a  place 
in  the  valley  of  the  brook,  about  1,000  feet  west  of  the  wells  from  which 
the  water  supply  is  drawn. 

An  examination  was  also  made,  at  your  request,  of  a  piggery  located  on 
the  westerly  side  of  the  main  road  from  Manchester  to  Essex,  a  short 
distance  south  of  one  of  the  main  tributaries  of  Saw  Mill  Brook,  which  is 
a  place  of  disposal  for  garbage  collected  in  Manchester. 
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There  is  no  doubt  that  Saw  Mill  Brook  has  been  polluted  by  the  disposal 
of  night  soil  near  Leach  Mount  in  the  westerly  part  of  its  water-shed ;  and 
it  is  evident,  from  an  examination  of  the  surroundings  of  the  piggery,  that 
much  polluting  matter  from  this  place  also  finds  its  way  into  the  stream. 

The  deposit  of  night  sdil  at  the  place  about  1,000  feet  west  of  the  wells 
in  the  lower  part  of  the  water-shed  of  Saw  Mill  Brook  is  so  located  that 
the  surface  drainage  from  this  place  probably  enters  the  brook  below  the 
wells;  but  it  is  evident,  from  the  character  of  the  soil,  that  the  liquid 
portion  of  the  material  deposited  at  this  place  will  find  its  way  readily  into 
the  ground,  the  soil  being  porous,  and  may,  in  this  way,  affect  the  quality 
of  the  water  of  your  wells.  It  is  not  practicable,  however,  to  determine 
from  a  superficial  examination  of  the  ground  whether  any  of  the  ground 
water  from  this  neighborhood  enters  the  wells,  and  in  order  to  determine 
this  it  would  be  necessary  to  make  a  careful  observation  by  means  of  test 
wells  upon  the  movement  of  the  ground  water. 

In  the  opinion  of  the  Board,  it  is  very  important  that  the  pollution  of 
the  water  of  Saw  Mill  Brook  above  the  wells  should  be  prevented,  since  it 
is  probable  that  part  of  the  water  which  enters  the  wells  from  which  the' 
water  supply  of  Manchester  is  drawn  is  derived  from  the  brook  by  filtra- 
tion through  the  ground.  It  is  especially  important  to  prevent  the  deposit 
of  polluting  matters  upon  the  ground  at  any  place  from  which  ground 
water  may  drain  toward  the  wells  ;  and,  while  the  deposit  of  night  soil  at 
the  place  about  1 ,000  feet  west  of  the  wells  may  not  at  present  affect 
the  quality  of  the  water,  safety  requires  that  the  use  of  a  place  so  near  the 
wells  for  this  purpose  should  be  discontinued. 

The  Board  would  advise  that  the  town  provide  some  proper  means  for 
the  disposal  of  garbage  and  night  soil,  whereby  the  danger  of  the  pollution 
of  the  water  supply  of  the  town  shall  be  avoided. 

Mattapan  Improvement  Association  (Neponset  River).   • 

Mat  23, 1902. 
To  the  Mattapan  Improvement  Association,  John  £.  Savage,  Clerk. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  information  relative  to  the  condition  of  the  Neponset  River,  as 
compared  with  the  conditions  existing  in  this  valley  five  years  ago,  when  a 
special  report  upon  this  stream  was  made  by  this  Board  to  the  Legislature. 

No  thorough  examination  of  the  Neponset  River,  such  as  would  be 
required  in  order  to  obtain  the  data  necessary  to  answer  fully  the  question 
presented  in  your  application,  has  been  made  by  the  Board  since  1897,  the 
year  in  which  the  special  report  referred  to  was  presented  to  the  Legisla- 
ture ;  and  the  Board  is,  therefore,  unable  to  advise  you  definitely  as  to  the 
changes  which  have  taken  place  since  that  time,  or  the  condition  of  the 
river  and  meadows  as  compared  with  their  condition  at  the  time  the  special 
report  was  made. 
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Judging  from  such  chemical  analyses  of  the  water  of  the  river  as  have 
been  made  in  the  years  since  1897,  and  such  other  data  as  is  available, 
the  Board  is  of  the  opinion  that  the  conditions  in  this  valley  have  con- 
tinued to  grow  worse  qince  the  special  investigation  of  1897. 

NORTHBOROUGH. 

Oct.  2, 1902. 

To  the  Board  of  Selectmen  and  Other  Citizens  of  the  Town  of  Northborough. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  August 
27  a  petition  protesting  against  the  disposal  of  the  sewage  of  the  Lyman 
School  for  Boys  into  the  Westborough  sewage  beds,  and  stating  that  the 
imperfectly  purified  effluent  from  these  beds  goes  into  the  Assabet  Jtiver. 

It  appears  that  the  disposal  of  the  sewage  of  the  Lyman  and  Industrial 
Schools  into  the  Westborough  sewerage  system  was  authorized  by  the 
provisions  of  chapter  90  of  the  Resolves  of  1902,  and  the  Board  is 
informed  that  works  for  the  disposal  of  the  sewage  of  the  Lyman  and 
Industrial  Schools,  under  the  provisions  of  the  above  resolve,  are  now 
undeif  construction. 

In  response  to  your  petition  the  Board  has  caused  the  Assabet  River  to 
be  examined  by  its  engineer  and  has  carefully  considered  the  results  of 
the  operation  of  the  Westborough  sewage  disposal  works  and  the  condition 
of  the  Assabet  River  below  the  filter-beds,  as  shown  by  numerous  analyses 
of  samples  of  effluent  from  the  filter-beds  and  of  samples  of  the  river  water 
collected  at  frequent  intervals  during  several  years  at  a  point  about  1,000 
feet  below  the  filter-beds. 

These  results  show  that  previous  to  the  reconstruction  of  the  outfall 
sewer  and  filter-beds  in  1899  both  crude  and  imperfectly  purified  sewage 
were  discharged  from  the  Westborough  filter-beds  into  the  Assabet  River, 
but  that  since  the  outfall  sewer  and  filter-beds  were  built  by  the  town  of 
Westborough  in  1899  the  filter-beds  have  been  of  ample  capacity  for  the 
thorough  purification  of  all  the  sewage  of  the  town. 

Recent  examinations  of  the  filter-beds  and  analyses  of  the  effluent  there- 
from show  that,  owing  to  lack  of  proper  care  in  the  maintenance  and 
operation  of  the  filters,  the  sewage  was  not  being  purified  as  thoroughly 
by  these  works  as  would  be  practicable  if  they  should  be  properly  operated, 
and  this  Board  so  notifies  the  sewer  commissioners  of  Westborough. 

The  results  of  recent  chemical  examinations  of  the  water  of  the  river 
show,  however,  that  this  stream  is  very  slightly  polluted  at  the  present 
time  by  the  effluent  of  the  Westborough  filter-beds,  and,  in  the  opinion  of 
the  Board,  the  condition  of  this  stream  in  Northborough  is  not  at  present 
liable  to  affect  unfavorably  the  health  of  those  living  in  its  neighborhood. 

While  the  disposal  of  the  sewage  of  the  Lyman  aud  Industrial  Schools 
into  the  Westborough  sewerage  system  will  increase  considerably  the 
quantity  of  sewage  to  be  disposed  of  at  the  Westborough  filter-beds,  these 
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beds  are,  in  the  opinion  of  the  Board,  of  sufficient  capacity  to  purify  satis- 
factorily all  of  the  sewage  likely  to  be  conveyed  to  them,  for  the  present 
at  least,  including  that  which  will  be  contributed  by  the  Lyman  and  Indus- 
trial Schools,  in  such  a  manner  that  the  effluent  will  not  have  an  effect 
upon  the  Assabet  River  unfavorable  to  the  health  of  those  living  upon  its 
banks,  and  the  Westborough  filter-beds  can  be  enlarged  in  the  future 
without  special  difficulty. 

Waltham. 

July  3, 1902. 
To  the  Board  of  Health  of  the  City  of  Waltham. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Oct. 
13,  1900,  an  application  for  advice  as  to  the  probable  effect  of  the  use  for 
burial  purposes  of  a  part  of  the  Mt.  Feake  cemetery  hitherto  unused  which 
lies  near  the  water  works  reservation ;  and  since  that  time,  with  the 
assistance  of  the  water  works  authorities,  observations  have  been  made 
by  the  Board  for  several  months  upon  the  height  of  water  in  various  test 
pits  along  the  edge  of  the  cemetery  in  the  neighborhood  of  the  water  works 
pumping  station,  and  many  samples  of  water  from  the  well  from  which  the 
.supply  is  drawn  have  been  analyzed. 

The  results  of  all  the  observations  show  that  ground  water  from  por- 
tions of  the  Mt.  Feake  cemetery  north-east  of  the  present  well,  in  which 
many  interments  have  already  been  made,  is  finding  its  way  into  the  well. 

The  area  of  land  which  it  is  now  proposed  to  further  develop  within  the 
-cemetery  is  not  so  near  the  well  as  areas  already  developed,  but  the  obser- 
vations show  that  it  is,  nevertheless,  probably  within  the  area  from  which 
the  ground  water  at  present  flows  toward  the  well. 

The  results  of  analyses  of  water  from  the  well  have  shown  for  several 
years  that  the  water  passing  through  the  ground  into  the  well  is  being 
polluted ;  and  there  has  been  a  deterioration  in  the  quality  of  the  water 
drawn  from  the  well,  owing  to  an  increase  in  the  quantity  of  iron,  though 
the  quantity  of  iron  present  in  the  water  has  not  yet  become  so  great  as  to 
noticeably  affect  its  quality.  The  increase  in  the  quantity  of  iron  is  doubt- 
less due  to  the  passage  of  imperfectly  filtered  water  into  the  well  from  Charles 
River,  and  in  part  to  pollution  of  the  ground  waters  tributary  to  the  well. 

In  a  communication  to  the  mayor  of  Waltham  in  1897  the  Board  sug- 
gested, as  possible  remedies  for  the  deterioration  in  the  water,  that  all 
sewage  be  removed  from  the  territory  supplying  "water  to  the  filter  basin  ; 
that  the  draft  from  the  basin  be  diminished  so  that  it  should  not  exceed 
the  amount  drawn  from  the  basin  before  the  quantity  of  iron  began  to 
increase ;  and  that  another  source  be  secured  for  the  additional  water 
required  for  the  city. 

It  does  not  appear  that  sewers  have  yet  been  extended  into  the  territory 
near  the  wells  which  required  sewerage  at  that  time,  though  plans  for  the 
sewerage  of  this  territory  have  now  been  prepared.     The  quantity  of  water 
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used  by  the  city  in  1901,  moreover,  was  50  per  cent,  greater  than  in  1897 
and  more  than  twice  as  great  as  at  the  time  the  quantity  of  iron  in  the 
water  began  to  increase.  Under  the  circumstances,  it  is  likely  that  the 
quality  of  the  water  will  continue  to  deteriorate. 

There  is  no  doubt,  in  the  opinion  of  the  Board,  that  the  use  of  the  lands 
in  the  south-westerly  part  of  Mt.  Feake  cemetery  bordering  Charles  River 
for  cemetery  purposes  under  present  conditions  affects  unfavorably  the 
quality  of  the  water  of  the  well,  and  the  use  of  the  area  indicated  for 
development  will  have  a  further  unfavorable  effect  upon  the  quality  of  the 
water.  Under  these  circumstances,  it  is  desirable,  in  the  opinion  of  the 
Board,  to  prevent  the  development  of  the  portions  of  the  lands  in  the  ceme- 
tery indicated  in  your  application,  and  the  further  use  of  other  sections 
that  are  within  1,000  feet  of  the  wells. 

Westborough. 

June  5, 1902. 
To  the  Board  of  Health  of  the  Town  of  Westborough. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  April 
23,  1902,  a  communication  stating  that  sewage  from  some  of  the  buildings 
of  the  Lyman  and  Industrial  Schools  was  overflowing  upon  the  grounds 
near  the  buildings  and  finding  its  way  into  the  highway,  and  requesting 
this  Board  to  suggest  a  remedy  for  the  nuisance  thereby  created. 

In  response  to  this  request,  the  Board  has  caused  the  locality  to  be 
examined  by  one  of  its  engineers,  and  finds  that  the  conditions  now  exist- 
ing are  about  the  same  as  those  which  were  found  to  exist  at  the  time  of  a 
previous  examination  by  this  Board  in  the  latter  part  of  1899,  and  that 
un purified  sewage  from  some  of  the  buildings  is  discharged  upon  the 
ground  and  finds  its  way  into  the  highways  and  water  courses. 

On  Oct.  5,  1899,  the  Board  advised  the  trustees  of  the  Lyman  and 
Industrial  Schools  to  employ  an  engineer  of  experience  in  matters  relating 
to  sewage  disposal  to  investigate  the  feasibility  and  probable  cost  of  dis- 
posing of  the  sewage  in  connection  with  the  system  of  the  town  of  West- 
borough,  or  upon  some  filtration  area  independent  of  the  town  system. 

It  appears  that  the  trustees  have  employed  an  engineer,  as  advised,  and 
caused  investigations  to  be  made  as  to  the  disposal  of  the  sewage  of  the 
school ;  and  that,  since  your  communication  was  received,  a  resolve  has 
been  passed  by  the  General  Court  (chapter  90,  Resolves  of  1902),  author- 
izing a  contract  for  the  disposal  of  the  sewage  of  the  Lyman  and  Industrial 
Schools  by  means  of  a  connection  with  the  trunk  sewer  of  the  town  of 
Westborough,  and  providing  an  appropriation  therefor. 

In  view  of  these  circumstances,  it  appears  to  the  Board  unnecessary  for 
the  town  to  take  further  action  in  the  matter  at  present,  except  to  hasten 
as  much  as  possible  the  construction  of  works  for  disposing  of  this  sewage 
by  a  connection  with  the  sewerage  system  of  the  town  of  Westborough. 
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Oct.  2, 1902. 
To  the  Sewer  Commissioners  of  the  Town  of  Westborough. 

Gentlemen  :  —  In  response  to  a  petition  from  the  town  of  Northborough 
relative  to  the  discharge  of  imperfectly  purified  sewage  from  the  West- 
borough  filter-beds  into  the  Assabet  River,  this  Board  has  caused  the  con- 
dition of  the  Westborough  filter-beds  and  the  method  of  their  operation  to 
be  examined  by  its  engineer. 

It  appears  from  this  examination  and  measurements  of  the  flow  of  sew- 
age that  the  filter-beds  are  of  ample  capacity  for  the  efficient  purification 
of  all  of  the  sewage  of  the  town  of  Westborough  at  the  present  time,  includ- 
ing the  sewage  likely  to  be  received  from  the  Lyman  and  Industrial  Schools. 

At  the  time  the  beds  were  visited,  on  September  5  and  9,  all  of  the  sew- 
age was  flowing  upon  one  of  the  beds,  and  covered  only  about  one-fifth  of 
the  area  of  this  bed.  Sewage  had  evidently  been  disposed  of  in  this  way 
for  several  days  at  least ;  and  a  sample  of  the  effluent  collected  subse- 
quently while  these  conditions  still  continued  showed  that  the  effluent  flow- 
ing from  the  bed  was  of  much  poorer  quality  than  these  beds  are  capable 
of  producing  when  properly  operated.  In  order  to  secure  satisfactory 
purification  of  the  sewage  of  Westborough,  it  is  necessary,  in  the  opinion 
of  the  Board,  that  the  beds  should  be  levelled,  so  as  to  secure  an  even  dis- 
tribution of  the  sewage,  and  that  the  sewage  should  then  be  discharged 
upon  them  intermittently  at  frequent  intervals,  and  not  allowed  to  run  for 
several  days  upon  a  single  bed  or  a  portion  of  a  bed,  as  is  now  the  case. 

West  Springfield. 

Sept.  4, 1902. 
To  the  Board  of  Health  of  the  Town  of  West  Springfield,  Mr.  S.  A.  Bragg,  Agent. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  July 
28  an  application  requesting  an  examination  of  certain  possible  sources  of 
pollution  in  the  water-shed  of  Bagg  Brook,  used  as  a  source  of  water 
supply  by  the  town  of  West  Springfield,  and  has  caused  the  localities  indi- 
cated by  you  to  be  examined  by  one  of  its  engineers. 

It  appears  that  the  town  of  West  Springfield  draws  water  from  Bagg 
Brook  and  pumps  it  directly  into  the  street  mains  of  the  town.  The 
sources  of  pollution  referred  to  in  the  application  are  near  the  upper  end 
of  the  south-west  branch  of  the  stream,  about  three-quarters  of  a  mile  from 
the  point  where  the  water  is  taken.  At  this  place  there  is  a  group  of  farm 
buildings  from  which  polluting  drainage  evidently  finds  its  way  into  the 
brook.  In  the  opinion  of  the  Board,  the  health  of  those  who  use  water 
from  Bagg  Brook  is  endangered  by  pollution  of  the  water  at  this  place ; 
and  the  Board  would  advise  that,  if  the  use  of  this  source  of  water  supply 
is  to  be  continued,  the  pollution  of  the  water  from  the  farm  buildings  be 
prevented. 
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Bagg  Brook  drains  a  cultivated  territory,  and  there  is  danger  of  the 
pollution  of  the  brook  by  material  used  to  fertilize  the  lands  within  its 
water-shed.  Danger  of  the  pollution  of  the  water  from  this  cause  also 
should  be  prevented,  if  the  use  of  the  brook  as  a  source  of  water  supply 
is  to  continue. 

Weymouth  (Whitman's  Pond). 

"  Dec.  20, 1902. 
To  Mr.  Edward  J.  Parker,  Quincy,  Mass. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  August 
27  a  communication  relative  to  the  condition  of  Whitman's  Pond  in  Wey- 
mouth, and  has  caused  the  pond  and  its  surroundings  to  be  examined  by 
its  engineer,  and  collected  information  as  to  cases  of  malarial  sickness  in 
the  neighborhood  of  the  pond. 

As  a  result  of  the  investigation  made  by  the  Board,  it  appears  that  there 
has  been  a  considerable  number  of  cases  of  malarial  disease  in  recent  years 
in  the  northerly  part  of  Weymouth,  and  some  cases  near  the  pond. 
Whether  these  cases  may  have  been  caused  by  any  condition  existing  in 
the  pond  cannot  be  stated  with  the  information  now  available  to  the  Board. 

At  the  time  the  pond  was  examined,  its  bottom  was  exposed  over  a  very 
large  part  of  its  area.  In  most  places  it  appeared  to  be  clean  and  dry, 
but  in  some  places  there  were  pools  of  standing  water,  and  other  condi- 
tions which  may  perhaps  require  improvement. 

The  Board  will  make  a  further  examination  of  the  cases  of  malarial 
sickness  in  Weymouth  during  the  next  warm  season,  and  will  then  advise 
you  as  to  the  information  obtainedt  and  take  such  action  as  may  be 
necessary  in  the  matter. 

Rules  and  Regulations  for  the  Purpose  op  preventing  the 
Pollution  and  securing  the  Sanitary  Protection  of 
Sources  of  Water  Supply,  in  Compliance  with  Requests 
from  the  Authorities  of  Cities  and  Towns  under  the 
Provisions  of  Chapter  75,  Section  113,  of  the  Revised 
Laws. 

Under  the  provisions  of  section  113  of  chapter  75  of  the  Revised 
Laws,  authorizing  the  State  Board  of  Health  to  make  rules  and 
regulations  for  preventing  the  pollution  and  securing  the  sanitary 
protection  of  sources  of  water  supply,  rules  and  regulations  were 
made  for  the  protection  of  Cape  Pond  in  Rockport,  used  as  a  source 
of  water  supply  for  that  town,  and  for  the  protection  of  Elder's  and 
Assawompsett  ponds  in  Lakeville  and  Middleborough,  used  as 
sources  of  water  supply  for  the  city  of  Taunton. 
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Public  Institutions  (Chapter  75,  Revised  Laws,  Section  4). 

Worcester  Insane  Asylum.  A  request  was  deceived  from  the 
trustees  of  the  Worcester  Insane  Asylum  for  the  approval  by  the 
State  Board  of  Health  of  a  tract  of  land  lying  in  Grafton,  West- 
borough  and  Shrewsbury,  as  a  location  for  farming  and  colony  pur- 
poses in  connection  with  the  asylum.  The  proposed  tract  contains 
about  500  acres,  and  is  partly  in  the  water-shed  of  the  Assabet. 
River  and  partly  within  that  of  the  Quinsigamond  River.  The 
Board  approved  the  location  Aug.  7,  1902. 
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EXAMINATION  OF  WATEK  SUPPLIES. 


EXPLANATORY  NOTE. 

The  systematic  examination  of  the  water  supplies  of  Massachusetts  was  begun 
by  the  State  Board  of  Health,  June  1, 1887,  and  has  been  continued  up  to  the  present 
time.  The  results  of  the  investigations  which  were  made  during  the  first  two  years 
were  published  in  the  special  report  of  the  Board  upon  the  Examination  of  Water 
Supplies  (1890),  and  the  results  of  the  examinations  made  in  succeeding  years  have 
been  published  in  the  annual  reports  of  the  Board,  beginning  with  the  twenty- 
second  (1890). 

The  special  report  upon  the  Examination  of  Water  Supplies  (1890)  contains 
descriptions  of  each  of  the  public  water  supplies  in  the  State  existing  at  the  time  of 
that  report,  and  the  results  of  chemical  and  microscopical  examinations  of  samples 
of  water  collected  from  the  principal  sources  of  supply.  The  annual  reports  begin- 
ning with  the  report  for  the  year  1890  contain  descriptions  of  all  new  works  and  the 
important  changes  in  existing  works,  together  with  the  results  of  the  chemical  and 
microscopical  examinations  which  have  been  made  of  the  various  sources  of  supply. 
In  the  annual  report  for  the  year  1898  a  brief  description  of  the  source  of  supply 
was  given  in  cases  where  a  knowledge  of  the  conditions  and  surroundings  of  the 
source  would  assist  materially  in  understanding  and  interpreting  the  analyses. 

In  the  reports  previous  to  1901  the  results  of  practically  all  of  the  analyses  which 
have  been  made  of  the  various  sources  of  supply  have  been  presented  In  full;  in 
the  report  for  the  year  1901  the  results  of  the  individual  analyses  were  omitted  in 
most  cases,  and  only  the  average  of  the  analyses  made  during  the  year  was  given, 
and  this  plan  has  been  followed  in  the  present  report.  In  a  few  cases  In  which  the 
analyses  made  during  the  year  are  of  special  interest  from  some  cause,  or  in  which 
there  has  been  a  marked  change  in  the  character  of  the  water  during  the  year,  the 
analyses  of  all  of  the  samples  collected  during  the  year  are  given  in  full.  Wherever 
analyses  have  been  made  regularly  In  previous  years,  the  mean  of  the  averages  of 
previous  years  is  given  for  comparison ;  but  in  some  cases  where  there  has  been  a 
change  from  year  to  year  in  the  character  of  the  water,  the  average  analysis  for 
each  previous  year  is  given  in  the  tables. 

Microscopical  examinations  have  been  made  of  nearly  all  of  the  samples  from 
surface  water  sources  which  have  been  examined  chemically;  but  the  results  of  these 
examinations  are  omitted  from  this  report,  except  in  cases  where  certain  organisms 
which  are  known  to  have  given  trouble  in  water  supplies  have  been  found  in  con- 
siderable numbers. 

In  this  report,  as  in  former  reports,  an  alphabetical  arrangement  by  towns  has 
been  adopted  in  presenting  the  analyses  of  all  sources  of  water  supply,  the  source 
being  tabulated  under  the  name  of  the  town  supplied,  except  that  the  analyses  of 
the  sources  used  for  the  supply  of  the  metropolitan  water  district  are  placed  at  the 
beginning.  The  analyses  of  samples  collected  from  rivers  not  used  directly  as 
sources  of  water  supply  are  given  in  a  subsequent  chapter. 
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The  method  of  making  chemical  examinations  has  not  been  changed  daring  the 
past  year.  All  surface  waters  and  each  samples  of  ground  water  as  contain  sus- 
pended matter  are  filtered  through  filter  paper  before  determining  the  color,  residue 
on  evaporation,  albuminoid  ammonia  in  solution  and  oxygen  consumed.  Some 
ground  waters  which  are  practically  clear  and  colorless  when  drawn  from  the  ground 
become  turbid  on  standing,  in  consequence  of  the  oxidation  of  the  iron  which 
they  contain;  in  these  waters  the  residue  on  evaporation  is  determined  without 
filtration. 

The  color  of  the  water  is  expressed  by  numbers,  which  increase  with  the  amount 
of  color.  The  standards  used  are  natural  waters,  the  color  of  which  has  been- accu- 
rately determined  by  comparing  them  with  the  nesslerized  ammonia  standards  which 
were  described  on  page  581  of  the  special  report  on  the  Examination  of  Water 
Supplies  (1890),  and  on  page  829  of  the  annual  report  for  1892.  By  using  natural 
waters  as  standards  of  comparison,  an  apparent  rather  than  an  actual  color  Is 
obtained,  as  a  natural  water  nearly  always  has  a  greater  or  less  degree  of  turbidity, 
which  gives  the  water  an  appearance  of  having  a  greater  color  than  it  would  have 
if  there  were  no  turbidity. 

The  rainfall  during  the  year  1902  has  been  about  normal.  The  greatest  excesses 
occurred  in  February  and  December,  and  the  greatest  deficiencies  in  January,  May 
and  November. 

The  flow  of  streams,  as  Indicated  by  the  Sudbury  River  records,  has  been  slightly 
greater  than  the  normal,  although  during  nine  months  of  the  year  the  flow  was  less 
than  the  normal  for  those  months.  The  months  in  which  an  excess  occurred  were 
January,  March  and  December.  There  was  a  considerable  deficiency  in  the  flow 
during  the  months  of  July,  August  and  September. 

Tables  showing  the  average  rainfall  In  the  State,  together  with  the  normal  rain- 
fall for  a  long  period  of  years,  and  the  flow  of  some  of  the  streams  in  the  State*  are 
given  in  a  chapter  entitled  *'  Water  Supply  Statistics  and  Flow  of  Streams." 
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EXAMINATION  OF  WATER  SUPPLIES. 


Water  Supply  op  the  Metropolitan  Water  District. 

Daring  the  year  1902  water  has  been  supplied  from  the  Metropolitan 
Water  Works  to  the  following  cities  and  towns :  — 


city  or  town. 


Population  tn 


Boston, 

Somerville 

Chelsea, 

Maiden, 

Arlington, 

Quincy, 

Everett, 

Medford,* 

Melrose 

Watertown, 

Revere,        

Winthrop, 

Belmont, .        . 

Nahant, ". 

Stoneham, 

Swampscott, 

Milton,* 

Total  population  of  cities  and  towns  supplied,  . 


660,892 

61,648 

84,072 

88,664 

8,608 

28,899 

24,336 

18,244 

12,962 

9,706 

10,895 

6,068 

8,929 

1,152 

6,197 

4,548 

6,578 


826,878 


*  Partially  supplied  from  local  sources. 

In  addition  to  the  cities  and  towns  in  the  aboye  table,  a  small  portion  of 
the  town  of  Saugus  has  been  supplied  with  water  from  the  metropolitan 
works,  and  daring  the  summer  months  a  small  quantity  of  water  was  sup- 
plied to  the  town  of  Lexington.  The  town  of  Milton  was  supplied  in  part 
from  the  metropolitan  works  after  March  1,  and  since  August  22  the 
entire  supply  of  the  town  has  been  taken  from  this  source. 

The  principal  source  of  supply  of  the  district  during  the  year  has  been 
Framingham  Reservoir  No.  8,  which  is  supplied  chiefly  from  the  Sudbury 
Reservoir,  which  in  turn  receives  through  the  Wachusett  aqueduct  the 
water  of  the  south  branch  of  the  Nashua  River.  Water  was  drawn  from 
these  sources  and  from  Lake  Cochituate  each  month  during  the  year. 
Water  was  drawn  from  Framingham  Reservoir  No.  2  from  June  to  Novem- 
ber inclusive,  and  from  Framingham  Reservoir  No.  1  during  the  months  of 
May  and  June. 
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METROPOLITAN  WATER  DISTRICT. 

Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 

Metropolitan  Water  District. 

Quinepoxel  River,  Holdcn. 

[Parts  per  100,000.] 


o 
o 


Average  of  6  samples  collected  in  1902, 
Average  of  ten  previous  years,  • 


.45 
.62 


Kksiduk  on 

EVaPORA- 

:oV. 


TI< 


o 
H 


c 
o 


» 

is 


3.67 
3.81 


1.65 
1.64 


Ammo  via. 


ALBUMINOID. 

i 

> 

i 

■ 

V 

s 

o 

© 

a 

h 

H 

<■> 

00 

c 
c 

:iO, 


.0026 
.0023 


.0223 
.0243 


.0176 
.0201 


.0048 


.30i 


.0042:  .23 

II 


NlfBOOEN 
AS 


5 
s 

55 


• 


.0060 
.0064 


.0001 
.0001 


"2 

a 

a 
a 

a 
o 
o 

c 


o 


.66 
.66 


0.5 
0.7 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating;  occasionally  unpleasant. 

Stillwater  River,  Sterling. 


Average  of  6  samples  collected  in  1902, 
Average  of  ten  previous  years, 


.39( 

1 

.46 


3.29 
3.29 


1.46 
1.34 


.0021 
.0012 


.0163 
.0170 


.0144 
.0150 


.0019 
.0020 


.16 
.16 


.0020 
.0038 


.0000 
.0000 


.58 
.64 


0.6 
0.7 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating;  occasionally  unpleasant. 

South  Branch  of  Nashua  River,  above  Clinton. 


Average  of  12  samples  collected  in  1902, 
Average  of  eight  previous  years,  . 


.38 
.41 


3.62 
3.73 


1.49 
1.37 


.0026 
.0016 


.0190 
.0186 


.0161 
.0167 


.0029 
.0029 


.22 
.22 


.0050 
.0056 


.0001 
.0000 


.50 
.47 


0.9 
1.1 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating;  occasionally  unpleasant. 

Sudbury  Reservoir,  Surface. 


Average  of  51  samples  collected  in  1902, 
Average  of  four  previous  years,    . 


.24 

.26 


3.73 
3.84 


r 


1.89 
1.35 


.0026 
.0026 


.0145 
.0170 


.0122 
.0142 


.0023 
.0028 


.24 
.23 


.0084 
.0091 


.0001 
.0001 


I 
.401.2 

.391.9 


Odor  In  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 

Sudbury  Reservoir,  Mid-depth. 


Average  of  51  samples  collected  in  1902, 
Average  of  four  previous  years,    . 


.24 
.28 


3.76 
4.07 


1.39 
1.44 


.0038 
.0039 


.0141 
.0156 


.0121 
.0137 


.0020 
.0019 


.25 
.24 


.0091 
.0109 


.0001 
.0001 


I 
.40.1.2 


.40,1.3 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 


Sudbury  Reservoir,  Bottom. 


Average  of  61  samples  collected  In  1902, 
Average  of  four  previous  years,    . 


.26 
.28 


3.77 
4.17 


1.38 
1.45 


.0040 
.0046 


.0186 
.0152 


.0121 
.0186 


.0016 
.0017 


25 
.25 


.0097 
.01291 


.0001 
.0001 


.401 


.2 

1.4 


Odor  In  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 
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METROPOLITAN  WATER  DI8TBICT. 

Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 

Metropolitan  Water  District—  Continued. 

Framingham  Reservoir,  No,  3. 

[Part*  per  100,000.] 


KK81DDEOM 

Evapora- 
tion. 


e 
•o 
O 


Average  of  12  samples  collected  Id  1902, 
Average  of  four  previous  years,   . 


.23 
.26 


3 

s 


3.80 
4.06 


c 
e 


1.42 
1.38 


Ammohia. 


ALBUMINOID. 

•o 

■e 

*» 

«l 

t 

► 

■o 

9 

2 

-a 

O 

« 

go. 

h 

H 

C 

00 

.0026 
.0019 


.0169 
.0167 


.0132 
.0142 


.0027 
.0026 


c 

o 
2 


.28 
.26 


NlTIOQBM 
AS 


8 

5 


.0076 
.0097 


.0001 
.0001 


8 

0 

m 

a 
o 
o 

I 

© 


3 


.40 
.89 


a 

l.Z 
1.8 


Odor  Id  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating.    An  nnpleasant  odor  was 
observed  In  the  samples  collected  in  September  and  October. 

Indian  Brook,  at  Head  of  Hopkinlon  Reservoir. 


Average  of  6  samples  collected  in  1902, 
Average  of  eight  previous  years,  . 


1.64 

I 

1.601 


6.72 
6.11 


3.14 
3.13 


.0061 
.0021 


.0329 
.0339 


.0306 
.0816 


.0028 
.0023 


.38 
.47 


.0066' .0001  11.34 


.0037 


.0000  11.62 


1.2 
1.6 


Odor  in  1902,  faintly  vegetable,  becoming  distinctly  vegetable  on  heating. 


Hopkinlon  Reservoir ;  Surface, 


Average  of  6  samples  collected  in  1902, 
Average  of  eight  previous  years,  • 


.63 

.61. 

i. 


3.66 
3.83 


1.82 
1.69 


.0034 
.0020 


.0204 
.0212 


.0173 
.0186 


.0031 
.0026 


.30 
.84 


.0046 
.0041 


.0000 
.00011 


.66 
.69 


0.8 
1.0 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 


Hopkinlon  Reservoir,  Bottom. 


Average  of  6  samples  collected  in  1902, 
Average  of  eight  previous  years,  . 


.67 
.63 


3.62 
3.89 


1.81 
1.68 


.0068 
.0087 


.0186 
.0187 


.0163 
.0166 


.0023 
.0022 


.29 
.34 


.0042 
.0064 


.0000 
.0001 


.66 
.67 


0.7 
1.0 


Odor  In  1902,  generally  faintly  vegetable,  becoming  stronger  on  heatjng. 


Cold  Spring  Brook, 

at  Head  of  Ashland  Reservoir. 

Average  of  6  samples  collected  tn  1902, 
Average  of  eleven  previous  years, 

1.80 
1.26 

4.60 
4.98 

2.70 
2.48 

.0033 
.0014 

.0816 
.0296 

.0283 
.0269 

.0082 
.0027 

.24 
.28 

.0030 
.0046 

.0000 
.0000 

1.21 

1.17 

i 

1.0 
1.2 

Odor  in  1902,  vegetable. 

Ashland  Reservoir,  Surface. 

Average  of  6  samples  collected  in  1902, 
Average  of  eleven  previous  years, 

.48 
.68 

2.94 
8.78 

1.62 
1.70 

.0016 
.0014 

.0187 
.0218 

.0167 
.0194 

.0020 
.0024 

.20 
.26 

.0028 
.0040 

.0000 
.0001 

.61 
.76 

0.6 
1.0 

Odor  in  1902,  faintly  vegetable,  becoming  distinctly  vegetable  on  heating. 
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METROPOLITAN  WATER  OT8TRICT.  , 

Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 

Metropolitan  Water  District  —  Continued. 

Ashland  Reservoir,  Bottom. 

[Part*  per  100,000.] 
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■ 
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1 

S3 

Average  of  0  samples  collected  In  1002, 

Average  of  ten  previous  years,     . 

* 

.62 
.07 

8.41 
8.82 

1.69 
1.65 

.0024 
.0018 

.0801 
.0108 

.0188 
.0174 

.0018 
.0019 

.0048 
.0067 

.0000- 

1 

.oooo| 

1 

.60 
.78 

0.9- 
1.1 

Odor  In  1002,  faintly  vegetable,  becoming  distinctly  vegetable  on  beating. 

Sudbury  River,  at  Head  of  Framingham  Reservoir  No.  2. 


Average  of  6  samples  collected  In  1902, 
Average  of  eleven  previous  years, 


.89 
.94 


4.22 
4.69 


2.27 
2.04 


.0027 
.0016 


.0286 
.0260 


.0211 
.0282 


.0026 
.0028 


.28) 
.81 


.0028 
.0076 


.0000 
.0001 


.930.9 
.921.1 


Odor  in  1902,  generally  vegetable,  becoming  stronger  on  heating. 


Framingham  Reservoir  No.  2. 


Average  of  6  samples  collected  in  1902, 
Average  of  eleven  previous  yeara, 


.71 
.84 


8.81 
4.80 


1.97 
1.91 


.0030 
.0014 


.0216 
.0282 


.0191 
.0206 


.0024 
.0027 


.27 
.80 


.0047 
.0089 


.0000 
.0001 


.86 


0.9 
l.l 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  beating. 


Lake  Cochiluate%  Way  land. 


Average  of  12  samples  collected  in  1902, 
Average  of  eleven  previous  yeara, 


.26 
.28 


4.77 
4.88 


1.90 
1.62 


.0028 
.0019 


.0192 
.0194 


.0161 
.0161 


.0081 
.0083 


.42 
.47 


.0100 
.0104 


.0002 
.0001 


.46 


1.9 


.482.0 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating.  The  samples  collected  in 
January,  February,  March  and  April  had  unpleasant  odors.  A  large  number  of  microscopical  organisma 
was  found  in  many  of  the  samples,  including  the  organisms  Anabanat  8ynura  and  VrogUna. 

Chestnut  Hill  Reservoir. 


Average  of  12  samples  collected  in  1902, 
Average  of  four  previous  years,    .       . 


.27 
.29 


3.79 
3.96 


1.42 
1.45 


.0027 
.0022 


.0166 
.0160 


.0187 
.0140 


.0019 
.0020 


.26 
.24 


.0091 
.0094 


.0001 
.0001 


.41 


.401 


1.8 


Odor  in  1902,  vegetable,  becoming  stronger  on  heating. 


Spot  Pond%  Stoneham. 


Average  of  12  samples  collected  in  1902, 


.06 


8.60 


1.20, 


.0018 


.0187 


.0121 


.0016 


.26 


.0026 


.0000 


l.fr 


Odor,  generally  vegetable. 
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metropolitan  water  district. 
Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 

Metropolitan  Water  District — Concluded. 

Faucet  at  State  House,  Boston. 

[Parte  per  100,000.] 


• 

8 

Residue  oh 

EVAPORA- 
TION. 

1 

Ammomia. 

• 

• 
c 

i 

€ 

.20 

.27, 

NlTKMUH 
AS 

• 

a 

a 

« 

e 

O 

.40 
.40 

1 

Loss  on 
Ignition. 

■ 

! 

ALBUMINOID. 

i 

• 

3 
£ 

y 

• 

H 

o 

• 
m 

5 

• 

| 
'1 

3S. 

3D 

! 

n 

Average  of  12  samples  collected  in  1002, 
Average  of  four  previous  years,    . 

.26 
.28 

8.08 
4.08 

1.66 
1.48 

.0016  .0180 
.0010  .0161 

.0119 
.0186 

.0020 
.0016 

.0002 
.0121 

.0000 

.0001 

1.8 
1.4 

Odor  in  1002,  generally  faintly  vegetable,  becoming  stronger  on  heating. 


Faucets  in  Revere. 


Average  of  12  samples  collected  in  1002, 
Average  of  two  previous  years,    . 


.12 
.14 


8.86 
4.24 


1.87 
181 


.0016 
.0012 


.0140 
.0162 


.0122 
.0186 


.0018 
/OOlfl 


.20 

.27 


.0060 
.0067 


.0001 
.0001 


.82 
.82 


1.6 
1.7 


Odor  In  1002,  generally  vegetable. 


Faucets  in  Quincy. 


Average  of  11  samples  collected  in  1002, 
Average  for  1001, 


.24 
.24 


8.80 
4.46 


1.80 
1.68 


.0011 
.0010 


.0186 
.0162 


.0110 
.0184 


.0016 
.0018 


.80 
.81 


.0128 
.0188 


.0001 
.0001 


.80 
.41 


1.6 

1.8 


Odor  in  1002,  frequently  faintly  vegetable,  becoming  stronger  on  beating. 

Water  Supply  of  Abington  and  Rockland. 
Big  Sandy  Pond  in  Pembroke. 


Avenge  of  4  samples  collected  in  1002, 
Average  of  seven  previous  years, . 


.14 

.10 


8.26 
8.17 


1.81i 

I 

1.13 


.0026 
.0011 


.0162 
.0166 


.0133 
.0146 


.0019 
.0020 


i 
.60 

.65 


.0027 
.0020 


.0000 
.0000 


.26 
.28 


0.6 
0.6 


Odor  In  1002,  faintly  vegetable  or  unpleasant  when  heated. 


Acton. 
t 

Nagog  Pond. 


Average  of  4  samples  collected  in  1002, 
Average  of  two  previous  years,    . 


.04 

.06 


2.80 
2.16 


1.04 
0.87 


.0014 
.0060 


.0171 
.0104 


.0161 
.0164 


.0020 
.0040 


.29 
.24 


.0062 
.0016 


.0001 
.0000 


.22 

.21 


0.4 
0.8 


Odor  In  1902,  occasionally  faintly  vegetable. 


100, 
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adams  fire  district, 

Watee  Supply  op  Adams  Fire  District. 

Basseit  Brook. 

[Partt  per  100,000.] 


o 

o 


Average  of  4  samples  collected  in  1902, 
Average  of  r!x  previous  years, 


.03 
.04 


Kksiddk  on 
Evapora- 
tion. 


3 


e 
p 


5 


4.10 
3.60 


1.80 
0.80 


Ammonia. 


ALBUMINOID. 

•6 

• 

► 

« 

t 

3 

o 

o 
w 
m 

S2L 

h 

H 

ft 

GO 

.0007 
.0003 


.0038 
.0043 


.0031 


.0007 


.0036  .0007 

I 


o 


.06 
.08 


NlTKOOBN 
AS 


e 


5 


.0102 


.0000 


0162  .0000 


%> 

8 

s 
• 
e 
o 


be 

K 

o 


.142.7 

I 
.132.2 


Dry  Brook. 


Average  of  4  samples  collected  In  1902, 
Average  of  nix  previous  years, 


.19 
.24 


6.67 
6.75 


2.31 
1.80 


.0015 
.0009 


.0115 
.0101 


.0092 
.0089 


.00281.08 


.0012-1. 10 


.0077 
.0097 


.0001 
.0000 


.35 


.364 


4.6 

.5 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 


Wafers  Examined  in  Connection  with  Advice  with  Reference  to  a  Proposed  Water 
Supply  for  the  Adams  Fire  District.     (See  also  page  5.) 

[Parts  per  100,000.] 


Date  of 

Collection. 

1 

Appbabancb. 

c 
0 

""  0 

©a. 

«  a 

9  ► 

1     SU    ' 

m 

•         1 

es      | 

AMMONIA. 

Chlorine. 

NlTBOOBN 
AS 

V 

B 

0 

m 

c 

I8 

1 

■ 

m 
« 
c 

"5 

m 

u 

£ 
2 

s 

v. 

■ 

3 

a 

S 

•5 
« 

09 

■ 

u 
0 

•s 

0 

• 

k. 

Albu- 
minoid. 

• 

e 

<*• 

J 

5 

e 
t 

190». 

1 

41373 

July  24 

None. 

V.  slight. 

.00 

12.30 

.0006 

.0016 

.13 

.0390 

.0000 

.00 

7.4 

.0060 

42303 

Sept.  17 

None. 

None. 

.00 

12.30 

1 

.0000 

.0008 

.13 

.0800 

.0000 

.08 

9.6 

.0060 

41858 

Aug.  20 

None. 

V.  slight 

.00 

13.10 

.0008 

.0010 

.11 

.0620 

.0000 

.00 

6.1 

.0020 

41859 

Aug.  20 

None. 

None. 

.00 

13.60  ! 

.0000 

.0006 

.10 

.0880 

.0000 

.00 

6.4 

.0020 

42304 

Sept.  17 

None. 

None. 

.00 

13.00 

.0000 

.0006 

.11 

.0860 

.0000  ; 

.02 

10.6 

.0090 

42305 

Sept.  17 

None. 

None. 

.00 

16.30 

.0000 

.0016 

.11 

.0440 

.0000  1 

.08 

10.6  ' 

.0050 

42306 

Sept.  17 

None. 

None. 

.00 

14.00 

.0000 

.0002 

.10 

.0600 

.0000 

.02 

10.8 

.0060 

The  first  two  samples  were  collected  from  test  well  No.  1;  the  third,  from  test  well  No.  2;  the 
fourth  and  fifth,  from  teet  well  No.  3;  the  sixth,  from  test  well  No.  4;  the  last,  from  teat  well  No.  5, — 
all  of  the  wells  being  located  on  the  westerly  bank  of  the  Hooslck  River  in  the  valley  of  a  small  tribu- 
tary a  short  distance  above  Cheshire  Harbor. 
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AMESBURY. 

Water  Supplt  of  Amesbury.  —  Powow  Hill  Water  Company. 

Wells  near  Main  Street. 

[Part*  per  100,000.] 


kb8idde  on 
Evapora- 
tion. 

Ammonia. 

NlTBOOXN 
AS 

e 

a 

• 

ALBUM  I  VOID. 

| 

e 

• 

o 

• 

3 

n 

m 

• 

3 

I 
solred. 

ended,  j 

• 

e 

S 

1 

• 

8 

1 

• 

J 

o 

c 

* 

m 

8 

e 

■ 

e 

8 

£ 

S 

£ 

5 

3  & 
5C 

g 

.81 

5 

£ 

O 
.04 

4 

4.8 

9 

Average  of  6  samples  oollected  in 

.10 

10.12 

.0016  .0011 

.1075 

.0002 

.0377 

1902. 

Average  for  1901 ,    .... 

.10 

10.73 

— 

.0000 

.0018 

™ 

™ 

.60 

.0800 

.0001 

.04 

4.7 

.0408 

Wells  near  Market  Street 


Average  of  0  samples  collected  Id 

1002. 
Average  for  1901,   .       ... 


.01 
08 


24.70 
24.20 


.0030 
.0089 


.0019 
.0043 


1.82 
1.28 


.0058 
.0028 


.0008 
.0001 


.03 

.07 


10.6 
8.8 


.0052 
.0184 


Water  Supply  of  Amherst.  —  Amherst  Water*  Company. 

Amethyst  Brook  Reservoir. 


Average  of  4  samples  collected  in 

1902. 
Average  of  two  previous  years,   . 


.58 
.42 


8.87 
3.56 


1.70 
1.42 


.0025 
.0028 


.0194 
.0166 


.0177 
.0150 


.0017 
.0016 


.14 
.14 


.0027 
.0089 


.0001! 

I 
.0000 


.69 
.68 


0.4 
0.4 


Odor  m  1902,  faintly  vegetable,  becoming  distinctly  vegetable  on  beating. 

Water  Supply  op  Andover. 
EaggeWs  Pond. 


Avenge  of  4  samples  collected  in 

1902. 
Average  of  eleven  previous  years, 


.15 

i 
.18 


3.14 
8.67 


1.40 

I 
1.80 


.0014 
.0009 


.0161 
.0156 


.0137 
.0186 


.0014 
.0021 


.29 
.33 


.0020 
.0027 


.0000 
.0000 


.34 
.31 


1.0 
1.3 


Odor  in  1902,  faintly  vegetable,  becoming  stronger  on  beating. 


Water  Supply  of  Arlington. 
(See  Metropolitan  Water  District,  pages  95-99.) 
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A8HFIELD. 

A8HFIELD. 

Waters  examined  in  Connection  with  Advice  with  Reference  to  a  Proposed  Water 

Supply  for  Ashfield.    (See  also  page  6.) 

[Parte  per  100,000.] 


to 


80007 

80008 
80000 


o 

3 

m 

a 


Feb.  21 
Feb.  21 
Feb.  21 


Appbabancb. 


0 

H 


£ 


S 


V.  •light. 

None. 

None. 


V.  alight 
Blight. 
V.  alight. 


.08 
.10 
.01 


Rrsiddb  oh 
Evapora- 
tion. 


3 


8.80 
4.80 
2.08 


a 

§1 


5 


1.00 
1.16 
0.60 


Ammonia. 


ALBUMINOID. 


I 


! 


3 

■O 

s  o. 

00 


.0006.0074 
.0004.0082 
,0002 '.001 8 


.0042 
.0024 


.0082 
.0008 


9 

B 

1 


.10 

.11 

.12 


Ninoour 
▲a 


8 

C 


.0100 
.0080 
.0170 


.0000 
.0000 

.0000 


a 


o 


o 


8 

a 


.12 
.20 
.10 


2.1 
2.6 

1.7 


The  flrat  sample  vraa  collected  from  Taylor  Brook  at  Cape  Road;  the  second,  from  Bear  Swamp 
Brook  at  a  road  eroaaing  in  "  Little  Switzerland; "  the  last,  from  Creamery  Brook,  about  one-quarter  of 
a  mile  above  the  ereamery. 

Water  Supply  of  Athol. — Athol  Water  Company. 

Large  Reservoir  in  Phillipston. 

4 

[Parts  per  100,000.] 


u 

o 

o 

RB8IDDB  ON 
EVAPORA- 
TION. 

Ammonia. 

4 

B 

o 

e 

.12 
.14 

NlTBOOKN 

▲a 

a 

S 
• 
B 

s 

B 
M 

o 

■ 

1 

a 

I 

• 

3 

o 
H 

Lost  on 
Ignition. 

l 

ALBUMINOID. 

• 

i 

5 

i 

1 
I 

• 

5 

• 

1 

a 

00 

• 

s 
8 

Average  of  8  aamplea  collected  in 

1002. 
Average  of  eight  prevlona  yeara, . 

1 

.07, 
.67 

3.07 
8.78 

1.27 
1.77 

.0088 
.0086 

.0381 
.0SM 

.0232 
.0216 

.0009 
.0141 

.0040 
.0068 

.0000 
.0000 

.77 
.78 

0.0 

0.7 

Odor  in  1002,  vegetable,  becoming  atronger  or  unpleasant  on  heating.  A  large  number  of  mlero- 
aeoploal  organiama  waa  found  is  two  of  the  aamplea  examined,  constating  chiefly  of  the  organism 
Anabcuut. 

Buchman  Brook  Reservoir, 


Average  of  8  aamplea  collected  in 

1002. 
Average  of  three  previous  yeara, 


.63 
.46 


3.48 
8.86 


1.42 
1.64 


.0031 
.0014 


.0218 
.0106 


.0100 
.0171 


.0044 
.0026 


.10 
.18 


.0027 
.0040 


.0000 
.0000 


.76 


0.7 
0.6 


Odor  in  1002,  generally  faintly  vegetable,  becoming  atronger  on  heating. 


Water  Supply  of  Attleborough. 

Well. 


Average  of  7  aamplea  collected  in 

1002. 
Average  of  nine  previous  yeara, . 


.01 
.01 


8.07 
4.00 


.0008 
.0002 


.0024 
.0022 


.82 
.86 


.0080 
.0140 


.0000 
.0000 


.04 
.04 


1.8 
1.8 


.0047 
.0040 
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Water  Supply  of  Avon. 
Well. 

[Parti  per  100,000.] 


AVON, 


S 


Average  of  7  samples  collected  In 

1002. 
Average  of  three  previous  years, . 


.00 
.01 


RESIDUE  ON 

l&VAPORA- 

TIOH. 


B 

O 

a 

og 


8.00 
3.64 


Ammonia. 


ALBUMINOID. 

• 

-i 

! 

1 

! 

i 

J 

•  • 

h 

H 

s 

00 

.0006  .0013 
.00031.0011 


.84 
.37 


Nitkoqu 

At 


I 


1 

r 


0617 
.0262 


.0000 
.0000 


« 

a 

a 

c 
© 
O 

a 

& 
►» 

M 

o 


8 

a 

I 


.01 
.02 


1.0 
1.0 


I 


.0049 
.0048 


Water  Supply  op  Ayer. 
Well. 


Average  of  0  eamplee  collected  in 

1902. 
Average  of  three  previous  years, . 


.00 
.01 


6.66 
6.72 


.0006 
.0004 


.0018 
.0018 


.62 
.48 


.0476 
.0428 


.0000 
.0000 


.02 
.03 


2.1 
2.4 


.0078 
.0061 


Water  Supply  op  Barre.  —  Barre  Water  Company. 

Reservoir. 


September,  1002,    .... 
Average  of  foar  previous  years,  . 


.08 
.13 


4.16 
3.82 


1.60 
1.00 


.0260 
.0080 


.0806 
.0203 


.0802 
.0160 


.0064 
.0048 


.10 
.14 


.0000 
.0063 


.0000 
0000 


.34 
.26 


1.4 
1.1 


Bedford. 

Water  examined  in  Connection  with  Advice  to  the  School  Committee  of  Bedford. 

(See  also  page  7.) 

[Parts  per  100,000.]  • 
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3 
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• 

£ 

IMS. 

i 
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i 

42131 

8«pt.  9. 

'  None. 

None. 

.00 

12.80 

.0006 

.0086 

1  1.42 

.6000 

.0000 

.01 

4.2 

.0080 

The  sample  was  collected  from  a  well  located  on  the  premises  of  J.  B.  Prescott,  on  North  Street. 


Water  Supply  of  Belmont. 
(See  Metropolitan  Water  District,  pages  95-99.) 


V 
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BEVERLY. 
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Water  Supply  op  Beverly. 
(See  Salem.) 

Water  Supply  of  Billerica. 
Tubular  Wells. 

[Parts  per  100,000.] 
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V 
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Sus- 
pended. 
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Average  of  6  samples  collected  in 

1002. 
Average  of  three  previous  years, . 

.00 
.04 

7.22 
6.03 

- 

.0000 
.0006 

.0031 
.0020 

- 

- 

.0087 
.0093 

.0000 
.0000 

.08 
.05 

2.3 
2.2 

.0287 

Water  Supply  op  Boston. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Water  Supply  op  Braintree. 
Filler  Gallery. 

[Parts  per  100,000.] 
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Average  of   8  samples  collected  in 

.04 

4.99 

.0022 

.0047 

.79 

.0887 

.0000 

.12 

1.8 

.0050 

1902. 

i 

Average  of  ten  previous  years, 

.06 

6.14 

.0C09 

.0062 

.88 

.0865 

.0001 

.13 

1.8 

.0141 

* 

Water    Supply 


of     Bridge  water    and    East    Bridge  water. 
Bridgewaters  Water  Company. 

Faucets  in  Bridgewater. 


—  The 


Average  of   7  samples  oollected  in 

1902. 
Average  of  three  previous  years,      • 


.13 

6.47 

.0007 

.0031 

.46 

.0174 

.0001 

.07 

2.2 

.15 

7.74 

.0010 

.0017 

.42 

.0072 

.0000 

.05 

2.5 

.0651 
.0818 
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3RTDGEWATER, 

Water  Supply  of  State  Farm,  Bridgewater. 

Taunton  River. 

[Parts  per  100,000.] 
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1.12 

4.66 

2.60 

.0028 

.0268 

.0226 

.0082 

.0140 

.0001 

1.22;  0.8 

30257 

■••ft. 

Mar.    5  ' 

Decided. 

Cons. 

0.06 

8.00 

2.10 

.0022 

.0214 

.0176 

.0088 

.81 

.0070 

.0001 

0.87 

0.6 

40826    June    8 

V.  slight. 

Coot. 

1.40 

{  6.10 

2.60 

.0048'.  0804 

.0200 

.0044 

.67 

.0180 

.0003 

1.11 

1.0 

40957    July    3 

V.  alight. 

Cons. 

1.20 

6.26 

2.60 

.0016.0882 

.0272 

.0060 

.68 

.0110 

.0001 

1.18 

1.1 

| 
43027  i  Nov.    4 

V.  alight. 

Slight. 

0.00 

6.60 

2.00 

.0084  .0248 

.0212 

.0086 

.86 

.0110 

.0003 

1.10 

1.8 

43362  iDec.    1 

Slight. 

V.  alight. 

1.10 
1.11 

7.26 

3.26 

.0090,. 0230 
.0048  -M*4 

.0212 
.0226 

.0018 
.0088 

.88 

.60 

i 

.0180 
.0132 

.0003 
.0002 

1.20 
1.11 

1.4 

A? 

6.44 

i 

2.67 

1.0 

i         i 

Odor,  distinctly  vegetable  or  unpleasant. 


Taunton  River  after  Filtration. 

[Parts  per  100,000.] 


• 

i 

o 

O        1 

©      ' 
wO 
o 

© 

Appbabancb. 

1 

• 

a 
.-» 

•  * 

3  ► 

2H 

J 

Ammonia. 

Chlorine. 



■ 

NlTBOQBN 
AS 

• 

« 

a 

B 
B 

la 

M 

o 

■ 

i 

B 

■ 

u 

• 

s 

a 

Turbidity. 

+* 
a 
© 

a 

CO 

• 

o 

O 
O 

i 

Albu- 
minoid. 

3 
e 

2 

• 

8 

*» 
2 

B 

88637 

■Ml. 

Dee.  81 

Decided. 

V.  alight. 

1.00 

4.40 

.0020 

.0102 

.30 

.0140 

.0001 

1.02 

1.1 

.0110 

30288 

Mar.    6 

Slight. 

V.  alight. 

0.68 

4.00 

.0014 

.0120 

.81 

.0100 

.0001 

0.68 

0.6 

.0060 

40827 

, June  3 

i 

V.  alight. 

None. 

1.10 

4.60 

.0012 

.0178 

.68 

.0100 

1 

.0000 

0.88 

1.8 

.0800 

40068 

July   8 

V.  alight. 

None. 

1.00 

6.20 

.0016 

.0108 

.62 

.0100 

.0000 

0.70 

1.3 

.0260 

43028 

■1 
Not.  4  1  None. 

]  i 

V.  alight. 

0.781 

I    6.60 

.0024 

.0184 

.88 

.0200 

.0000 

1.06 

1.4 

.0180 

48361 

Dec.    I1 

None. 

None. 

0.70 
0.87 

6.76 

i 

.0034 

.0174 

.0174 

i 

.00 
|     .61 

i 

.0400 
.0188 

.0000 

0.88 

2.0 

\...'. 

1 

6.22 

.0020 

.0000 

0.88 

1.8 

.0170 

Odor,  occasionally  vegetable. 
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BROCKTON. 


Water  Supply  of  Brockton. 

Salisbury  Brook  Storage  Reservoir. 

[Part*  per  100,000.] 


o 


Average  of  12  samples  collected  in 

1902. 
Average  of  eleven  previous  years, 


.40 
.67 


Hksiduk  on 
Evapora- 
tion. 


3 

o 


c 
o 


s 


8.25 
3.63 


1.58 
1.65 


Ammonia. 


ALBUMINOID. 

■a 

la 

o 

o 

•   B 

fr. 

H 

c 

GO 

.0017 
.0010 


.0213 
.0235 


.0180 
.0105 


.0033 
.0040 


NlTBOOXN 
A8 


.32 
.37 


S 

s 

5; 


.0009 
.0023 


.0000 

.0000 

i 


Of 

a 

s 
* 
c 
o 
U 

I 

M 

o 


c 


.63 
,70 


0.6 
0.7 


Odor  In  1902,  vegetable,  becoming  stronger  on  heating.    A  large  nnmber  of  microscopical  organisms 
was  fonnd  In  many  of  the  samples  examined,  consisting  chiefly  of  the  organism  Synedra. 


SUver  Lake,  in  Pembroke. 


Average  of  4  samples  collected  in 

1902.. 
Average  of  four  previous  years,  . 


.09 
.11 


2.86 
2.98 


1.11 
1.13 


.0006 


.0135 


.0122.0013 


.0006.0132.0116.0016 


.60 
.63 


.0007 
.0017 


,0000 
.0000 


.24   0.6     - 
.28'  0.4     - 


Odor  in  1902,  occasionally  faintly  vegetable.  The  organism  Melonira  was  found  in  large  numbers 
in  the  sample  collected  in  February.  Works  are  now  being  constructed  to  convey  the  water  of  Silver 
Lake  to  Brockton. 

Water  Supply  of  Brookline. 
Faucet  at  Low-service  Pumping  Station. 


Average  of  9  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.03 
.03 


9.32 
8.89 


.0036 
.0016 


.0040 
.0034 


.58 
.58 


.0861.0002 
.0841  .0001 


.06  4.7.0084 


.09 


4.4.0035 


For  the  results  of  examinations  of  water  from  the  Charles  River  opposite  the  wells  of  the  Brookline 
water  works,  see  "Charles  River  "  in  the  chapter  on  the  "Examination  of  Rivera." 


Water  examined  in  Connection  wi'h  Advice  to  the  Holzer- Cabot  Electric  Company. 

(See  also  page  7.) 

[Parts  per  100,000.] 


• 

B 

Appkabanck. 

•    i 

B 
O 

Ammonia. 

. 

NlTROOSV 

i 

3 

Z» 

AS 

§ 

• 

§ 

teof 
Collec 

• 

2 

>4 

B 

a 

u 

o 

sldne  on 
Evaport 

• 

s 

■ 

2 
o 

c 

is 

.© 

i 

o 

c 

o 

• 

1 

• 

• 

c 
_  o 
By 

& 

* 

0) 

c 

* 

s 

0 

e 

c5 

o 

» 

•B 

K 

m 

P 

fe 

o 

* 

u 

as 

ht 

< 

!   w 

i 

* 

fc 

o 

3 

h» 

1909. 

1 

42867 

Oct.  24 

None. 

None. 

.02 

20.50 

.0002 

.0008 

2.84 

.4000 

.0008 

.04 

9.6 

.0040 

42967 

Oc\  30 

V.  slight. 

i 

V.  slight. 

.04 

21.50 

.0032 

.0026 

2.82 

.3500 

.0020 

i 

.01 

10.2 

.0260 

The  samples  were  collected  from  faucets  supplied  from  two  tubular  wells  on  the  premises  of  the 
company. 
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cambridge. 

Water  Sopflt  op  Cambridge. 
Fresh  Pond. 

[Faun  per  100,000.] 


'"•■F-1     «"»»•■    1  i"=- 

ii 

a 

! 

! 

l! 

1 

Avenge  of  12  aamplea  collected  la 

. 

, 

.38 

3.1 

- 

At? rage  of  eleven  p  rev  loo  ft  yean, 

.».   7.U                                                                              > 

.41 

3.3 

- 

vegetable,  or  onplaaunl. 

Stony  Brook  Storage  Reservoir,  Waltham. 


Avenge  of  11  nuns  plea  collected  In 
1909. 

£ 

1.01 

.m 

■"" 

.« 

.«,. 

™. 

..,!,., 

.a  1*09,  vegetablo  ot  oapleaeaat. 

Upper  Basin  on  Eobbs  Brook. 


Avengaotu 


atopic*  collected  It 


Odor  in  1*09,  vegetable,  baoonrlag  ilranger  and  occasionally  uapleaaiot  o 

Lower  Basin  on  Eobbs  Brook,  Surfact 


Avenge  of  IS  rumple*  col  [anted  In 
Avenge  of  three  prsvtoonyenn,  . 


„ 

in 

n 

urn 

imi 

<r  - 

■"' 

..„ 

.... 

.am 

.**. 

IB  1803,  generally  vefetabl*  or  uaplauaat. 

Lower  Basin  on  Eobbs  Brook,  Bottom. 


Avcngo ofl? umule* collected  In    .la 
WM. 

... 

Odor  In  Wa,  vegetable  01 


Water  Supplt  of  Canton. 
Springdale  Well. 


Average  el  1  tamplM  collected  la 
Average  ot  Ihraa  prerlona  vaan, 

, 

..«!  - 

H-** 
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_  ■ 

Well  near  Benry^s  Spring, 

.  [Parts  per  100,000.] 


1 

Kksiddb  on 

Evapora- 

Ammonia. 

NlTBOOKN 

•6 

tion 

AS 

6 

9 
a> 
B 

c 

ALBUMINOID. 

i 

o 

•6 

"2 

• 

• 

8 

• 

O 

o 

e 

m 

• 

© 

•-< 

« 

e 

o 

t 

• 

O 

U8- 

pend 

o 

K 

e 
* 

• 

e 
8 

O 

3.86 

1-1 

fc 

H 

5 

00 

.37 

fc 

% 

o 

S 

Average  of  7  samples  collected  in 

.03 

.0001 

.0021 

^ 

1 

.0281 

.0000 

.06 

1.1 

.0071 

1902. 

1 

Average  of  three  previous  years, 

* 

.11 

4i04 

— 

.0004 

.0040 

™ 

■* 

.38 

.0140 

.0000 

.14 

1.4 

.0080 

Water  Supply  of  Chelsea. 
(See  Metropolitan  Water  District,  pages  95-99.) 


Water  Supply  of  Cheshire.  —  Cheshire  Water  Company. 

Old  Reservoir. 


Average  of  4  samples  collected  In 

1002. 
Average  of  three  previous  years, 

.01 
.04 

8.82 
4.28 

0.02, 

.0006 
.0008 

.0024 
.0032 

.0023 

aw 

.0001 

.06 
.07 

.0090 
.0111 

.0000, 

.0000' 

1 

.08 
.07 

2.9 
2.9 

- 

New  Reservoir, 

Average  of  4  samples  collected  in 
1002. 

.00 

4.79 

i 
i 

0.06 

i 

.0025 

.0032 

.0022 

.0010 

.06 

.0066 

.0000 

.06 

3.4 

- 

August,  1902,  . 


Water  Supply  of  Chester. 
Austin  Brook  Reservoir. 


•  « 


.08 


2.90 


0.901 


.0010 


.0060 


.0060  .0000 


.06 


.0040 


.0001 


.26,  1.7 


Water  Supply  of  Chicopee. 
Morton  Brook  Reservoir, 


Average  of  3  samples  collected  in 

1902. 
Average  of  eight  previous  years, 


.04 
.05 


3.66 
3.61 


0.88 
0.76 


.0006 
.0008 


.0041 
.0040 


.0037 
.0030 


.0004 
.0010 


.13 
13 


.0040 
.0071 


.0000 
.0000 


.08 
.08 


0.7 

0.8 
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CHICOPEE. 


Oooley  Brook  Reservoir. 

[Parta  par  100,000.] 


■ 

e 
o 

•  I 

o 

o 

3 

m 

a 

Afpbabamcb. 

Kksidub  on 

KVAPOBA- 
TIOM. 

Ammonia. 

i 

i 

8 

.18 
.09 
.10 

1.17 
.12 

.11 

1 

i 

,  NlTKOGKN 

• 

§ 

• 

! 

M 

o 

• 

2 
u 

9 

e 
e 

a 
? 

CO 

o 
o 

3 

6 

• 

a 

r 

i 

ALBUMINOID. 

l    " 

• 

I 

• 

• 

2 

1* 

B 

• 

1 

i 

> 

O 
• 

s 

00 

• 

i 

a 

88786 

89861 
41876 
42982 

Iff*. 

Jan.  28  ' 

■ 

Apr.  29 
July  29 
Oct.   29 

V.aUght. 
V.  alight. 
V.aUght. 
V.aUght. 

Slight. 
Slight. 
V.aUght. 
Slight. 

0.76 
0.51 
0.86 
8.20 

8.96 
8.60 
4.16 
8.25 

1.70 
1.40 
1.80 
6.86 

.0016 
.0010 
.0086 
.0066 
.0029 

.0016 

.0176 
.0110 
.0098 
.0886 
.0180 

.0164 
.0106 
.0082 
.0808 
.0162 

.0022 
.0004 

.0016 
.0028 
.0018 

.0084 

.0060.0000 
.0040.0000 
.0040.0001 
.0010  .0000 
.0087  .0000 

.0041.0000 

0.70 
0.60 
0.40 
2.98 
1.14 

0.8 
0.6 
0.8 
1.1 

Av... 

1.20 
0.68 

4.96 

2.66 

0.9 

| 

Arerage  of  eight  previous  years,     . 

4.19 

1.42  ; 

.0148 

.0114 

0.60 

1.0 

Odor  in  1902,  vegetable.  * 

Water  Supply  of  Cohasset. — Cohasset  Water  Company. 

* 

Tubular  Wells  West  of  the  Main  Village  (Old  System). 

[Parte  per  100,000.] 


KaaiDUK  on 
Evapora- 
tion. 

Ammonia. 

i 

o 

s 

o 

1.58 
1.82 

NmoesM 

AS 

1 

9 

• 
e 

3 

a 
• 

►» 

M 

O 

. 

m 
m 

s 

SI 

a 

^ 

-a 
5 

6 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

Nltratea. 

• 

m 

5 

2 

• 

1 

i 

• 
•o 

si 

ao 

■ 

1 

Average  of  8  aamplea  collected  in 

1902. 
Avenge  of  nine  previous  years,  . 

.06 
.12 

11.80 
16.40 

.0006 
.0008 

.0019 
.0018 

- 

- 

.0817 
.0240 

.0000 
.0000 

.02 
.04 

6.2 
7.1 

.0188 
.0407 

Tubular  Wells  in  Ellms  Meadow. 


Average  of  6  aamplea  collected  in 

19W.  t 

Average  of  four  previous  years,  . 


.00 
.00 


11.67 
12.29 


.0002 
.0000 


.0011 
.0011 


1.48 
1.86 


.0749 
.0682 


.0000 
.0000 


.01 
.01 


4.6 
4.8 


.0046 
.0040 


Water  Supply  of  Concord  and  Lincoln. 

Sandy  Pond. 


Average  of  4  aamplea  collected  in 
1902, 

Average  of  five  previous  years,    . 


.06 
.06 


2.46 
2.62 


1.07 
0.89 


.0007 
.0008 


.0120 
.0188 


.0108 
.0118 


.0012. 
.0015 


.24 

.27 


.0016 
.0024 


.0000 
.0000. 


.20 
.18 


0.4 
0.7 


Odor  in  February,  1902,  faintly  vegetable,  becoming  stronger  on  heating. 
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CONCORD. 

Water  Supply  op  Massachusetts   Reformatory,  Concord.     (See  also 

page  8.) 

(For  analyses  of  samples  collected  from  Nagog  Pond,  see  Acton,  page  99.) 


Water  Supply  op  Middlesex  School,  Concord.     (See  also  page  9.) 

Baleman's  Pond. 

f  Parts  per  100,000.] 


• 

a 
_§ 
tt 

i                                  i 
Appearance. 

Kkmddb  on 

EVAPO&A-     , 
TION. 

AMMONIA. 

ii 

1    J3 

.10 

i 

NlTXOOIK  j 
AS             1 

| 

!l 

1    s 

£ 

•9 
I 

I          a 

+* 
s 
o 

a 

• 
la 
©      1 

o  j 

• 

o 
H 

Loss  on 
Ignition. 

u 

ALBUMINOID. 

1               ' 
i               • 

Number. 

o 

Dissolved. 

Sus- 
pended. 

Nitrates. 
Nitrites. 

i  6 

c 

X 

c 

S 
* 

i 

40673 

1000. 

June  18 

Decided. 

Cons. 

i 
i 

.72 

4.35 

2.60  , 

.0014 

.0358 

.0316  .0042 

.0000.0000 

1 
1.03   1.1 

41008 

July    0 

Decided. 

Cona. 

.7,6 

4.65 

2.65 

.0022 

.0416 

.0380  .0086 

.22 

.0000 

.oooo!  1.01 

i.i 

41663 

Aug.  14 

Slight. 

Cons. 

.66 

4.80 

2.40 

.0008 

.0388 

.0304  .0084' 

.20 

.0060 

.0000 

1.14i  0.8 

41837 

Aug.  23 

Decided. 

Cona. 

.70 

4.60 

2.60  j 

.0068 

.0424 

.0360.0674 

.22 

.0010 

.0000 

1.00   1.0 

42087 

Sept.  4 

Decided. 

Cona. 

.66 

4.60 

2.25 

.0024 

.0306 

.0336.0060 

.22 

.0010 

.0000 

0.76    1.3 

| 

43053 

Nov.    6 

V.  slight. 

Cona. 

.60 

4.60 

1.75  ! 

i 

.0068 
.0034 

.0232 
.0360 

.0104  .0038 

1 

.03061.0064 

!       I 

.26 
.22 

.ooio'.oooo 

0.86    1.0 

At... 

4.67 

2.33 

.0013  .0000 

O.Q7:   1.0 

1 

Odor,  unpleasant  or  disagreeable.    The  average  number  of  organisms  per  cubio  centimeter  contained 
in  these  samples  was  692. 

Bateman's  Pond,  after  Filtration. 

[Parte  per  100,000.] 


Date  of 

Collection. 

Appkarancx. 

Kettidue  on 

Evaporation. 

Ammonia. 

Chlorine. 

NlTBOOBN 

AS 

Oxygen 

Consumed. 

■ 

m 

m 
* 

e 

•z 

m 
33 

© 

8 

3 

J* 

•e 

B 

H 

a 
o 

a 
1 

CO 

Color. 

i 

s 

o 
c 

I1 

< 

Nitrates. 

Nitrites. 

e 

8 

1000. 

1 
i 

i 

40674 

June  18 

Slight. 

Cona. 

.07 

4.00  ' 

.0006 

.0176  ' 

.29 

.0960 

.0001 

.16 

1.0    .0800 

i 

41009 

July  19 

1  None.' 

i 

V.  alight. 

.00 

4.30 

.0006 

.0048 

.86 

.0140 

.0000  i 

|     .01 

1.1  (.0050 

41664 

Aug.  14 

IV.  alight. 

Cona. 

.01 

4.00 

.0022 

.0128  1 

j 

.26 

.0100 

.0003 

!  •- 

1.3    .0060 

41838 

Aug.  23 

V.  alight. 

Cona. 

.07 

3.00  j 

.0014 

.0186 

.24 

.0020 

.0000  1 

1 

.31 

I 

0.6 

.0070 

42088 

Sept.   4 

IV.  alight. 

V.  slight. 

.02 

3.00  ', 

.0044 

.0150 

.28 

.0060 

.0000 

.30 

i 

1.0 

.0050 

43054 

Nov.    5 

V.  alight. 

V.  alight. 

.06 
.04 

3.80  ' 

.0006 

_ 

1.0016 

1 

.0086 
.0129 

i     .28 

.0090 

.0077 

i 
i 

.0000 

.28 

1.3 

.0060 

Av... 

i 

3.68  ' 

i 

.27 

.0001 

.22 

1.0 

.0180 

H                   

Odor,  occasionally  faintly  vegetable  or  unpleaaant.    The  average  number  of  organiama  per  cubic 
centimeter  contained  in  theae  samples  waa  118. 
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CONWAY. 


-   Conway. 


Water  examined  in  Connection  with^  Investigations  relative  to  a  proposed  Water 

Supply  for  South  Deerfield.     (See  also  page  10.) 

[Parts  per  100,000.] 


Date  of  Collection. 

Affxa  bancs. 

kb8idub  on 
Evapora- 
tion. 

Ammonia. 

• 

• 
a 

| 

.07 

KlTBOGEN 
AS 

• 

1 

a 

a 
C 

O 

°a 

9 

M 

* 

o 

.08 

Turbidity. 

.Sediment. 

Color. 

3 

o 

Loss  on 
Ignition. 

• 

4) 

£ 

ALBOMINOID. 

• 

•* 

£ 

-a 

** 

a 

3 

z 

s 

s 

■a 
o 

> 

s 

Sus- 
pended. 

• 

9 

a 

1 

10313 

Jane   8 

None. 

V.  slight. 

.04  i 

4.26 

0.85 

.0008 

.0050 

.0048 

.0002 

.0060 

.0000 

3.1 

40314 

Jane   3 

None. 

V.  slight. 

.04  j 

1 

9.00 

1.30 

.0012 

.0072 

.0040 

.0012 

.12 

1 

.1200 

.0003 

.08 

1 

0.3 

The  first  sample  was  collected  from  a  small  brook  about  three  quarters  of  a  mile  east  of  the  village 
of  Conway  at  the  upper  road  crossing;  the  last,  from  a  tributary  of  Mill  River  entering  that  stream 
from  the  south  about  a  quarter  of  a  mjle  above  the  line  between  Conway  and  Deerfield. 


Water  Supply  of  Cottage  City.  —  Cottage  City  Water  Company. 

Springs, 

[Parts  per  100,000.] 


o 

6 


Average  of  4  samples  collected  in 

1902. 
*  Average  of  8  samples  collected  in 
1901. 


.02 
.02 


Kksidubon 

Evapora- 

tion. 

e 

.2 

*■» 

c - 

• 

-3 

o 

3 

H 

j 

3.67 

- 

4.00 

- 

ammonia. 


ALBCMINOID. 

«« 

«i 

<u 

"5 

> 

•o 
*  S 

2. 

o 

m 

3  Bk 

a>. 

H 

3 

XX 

.0004 
.0002 


.0010 
.0010 


NlTSOOEN 

■ 
mm 

AS 

• 

CD 
4> 

* 

« 

o 

lm 

u 

S 

A 

*W-*% 

s  ■ 

.98 

S5 

fc 

.0107 

.0000, 

.99 

.0122 

.0000 

1 

a 

3 


C 
« 
60 
>, 

O 


o 

c 

<A 


.02   0.6 
.02   0.7 


e 
S 


.0100 
.0122 


Water  Supply  op  Dalton  Fire  District. 

Lower  Reservoir. 


Average  of  4  samples  collected  in 
1902. 


.82 

2.86 

•> 

1 
1.32 

.0016 

.0125  .0103 

1 

.0022 

l 

.07 

.0160 

.0001 

.53 

0.7 

Odor,  occasionally  vegetable. 


Water  Supply  op  Danvers  and  Middleton. 

Middleton  Pond. 


Average  of  4  samples  collected  in 

1902. 
Average  of  six  previous  years,     . 


.60 
.60 


4.00 
8.84 


1.85 
1.71 


.0024.0192 

.0012  .0202 

I 


.0170 
.0180 


.0022 
.0022 


.30     .0010 


.34  i  .0024 


.0000 
.0000 


.67 
.74 


1.0 
1.1 


Odor  in  1902.  distinctly  vegetable.    The  organism  Anabotna  was  present  in  the  samples  examined  in 
June  and  September. 
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DEDHAM. 

Water  Supply  of  Dedham.  —  Dedham  Water  Company. 

Large  Well. 

,  [Parts  per  100,000.] 


u 

O 

o 

O 


Average  of  7  sample*  collected  In 

1902. 
Average  of  ten  previous  years,    . 


.00 
.01 


'  KK9IDCE  ONI. 
EVAPOBA- 


AMMOKIA. 


ALBUMINOID. 

• 

•o 

i 

•a 

1 

at 
3 

o 

5 

1   B 

a  o. 

bb 

H 

2 

ao 

.0009 
.0005 


.0027 
.0029 


B 

© 

2 

o 


0.78 
0.86 


Nitboobn 

A8 


fc 


35 


.1889 
1996 


.0000 
.0000 


B 

a 


a 


e 
•g 


e 


.021  8.6 
.04<  4.0 


.0060 
.0021 


Tubular  Well. 


Average  of  8  samples  collected  In 

1902. 
Average  of  two  previous  years,  . 


.01 
.00 


14.64 
12.07 


.0016 
.0004 


.0018 
.0018 


1.40 
1.10 


.4820 
.8648 


.0001 
.0002 


.021 
.01 


5.6 
4.4 


.0091 
.0061 


Deerfield.  —  South  Deerfield  Water  Supply  District. 

Waters  examined  in  Connection  vriih  Advice  relative  to  a  proposed  Water  Supply. 

(See  also  page  10.) 

[Parts  per  100,000.] 


,  Krsiduk  oh 

• 

• 

• 

c 

Appsjjumck. 

i    EVAPORA- 

Ammonia. 

NlTBOGKN 

3 

m 

|          TIOV. 

■ 

e 

-c 

AS 

a 

• 
a 
o 
O 

0 
& 

2 

u 

0 

. 
•** 

e 
« 

a 

i 

• 

I 

Loss  on 
Ignition. 

■ 

g 

ALBUMINOID. 

• 
* 

m 

• 

1 

a 

a 

• 

i 

► 

1 

i 

1  ° 

• 
« 

a 
«■ 

fc 

a 

H 

O 

H 

fe 

H 

Q 

to 

,  o 

T> 

% 

o 

S3 

lOOft. 

* 

40816 

June   8 

None. 

V.  slight. 

.00 

6.60 

0.86 

.0002 

.0028 

.0018 

.0010 

.06 

.0100  .0000 

.03 

3.8 

40810 

June   3 

None. 

Slight. 

.06 

6.40 

1.86 

.0004 

.0040 

.0080 

.0004 

.10 

.0400.0001 

.07 

6.0 

The  first  sample  was  collected  from  Clapp's  trout  brook  near  the  point  where  It  enters  Mill  River ; 
the  last,  from  Mill  River  aboat  half  a  mile  above  Clapp's  trout  brook.  For  analyses  of  other  sources 
examined  In  this  connection,  see  Whately  and  Conway. 

Water  Supply  of  Dracut.  —  American  Woolen  Company. 

Well. 

[Parts  per  100,000.] 


o 
§ 


Average  of  6  samples  collected  in 

1902. 
Average  of  6  samples  collected  in 

1901. 


.00 

i 
.00 


kk8idde  on 
Evapora- 
tion. 


a 


c 
o 

C  c 

2& 


3 


4.20 
4.17 


Ammonia. 


ALBUMINOID. 

• 

• 

1 

8 

m 

si 

fa 

H 

Q 

X 

.0003 
.0007 


.0014 
.0018 


c 

"C 

o 

6_ 

.21 
.22 


Nrraooatr 

AS 


t 


s 

r 
55 


.0202 
.0168 


.0000 

.0000 


1 

6 

o 
• 
e 

5 

a 
« 

s 


s 


e 
8 


.02 

.02 


1.6.0066 


1.4 


.0067 
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east  bridokwatek. 
Water  Supply  of  East  Rridokwater. 
(See  Bridgctoattr.) 

Water  Scpplt  or  Easthami-i-os. 
Battel!  Brook. 

[P»rU  per  100,000] 


i 

"="' 

™»u. 

11    "1 

1 
1 

i 

1 

1 

1 

1 

1 

I 

I 

.1 

I 

Aian«*  «!  t  umpla  colluded  In 

ML 
Aitnc*  of  algbi  pmloDs  joan, . 

.a   .o*..^." 

Odor  Id  1MB,  gooenll;  vegaubl*  or  unpleotuit. 

Water  Supply  or  Eastom. — North  Eastom  Village  District. 

Well, 


Airr  140  at  I  ■mmplao  oollsolad  In 

A»™  g(  0  unplo  collected  Id 
Ml. 

-    I'.OWtt 

" 

Water  Supply  or  Everett. 
(See  Metropolitan  Water  District,  pages  95-99.) 


Water  examined 


in  Connection  with  Advice  to  the  City  Authorities.     (See  also 
page  12.) 

lPartip«r  100,000.] 


I 

| 

2 

„„...,.. 

|l 

AMMOHU. 

E 

I 

e 

,„.r. 

! 
I1 

i 

I 
H 

i 

a 

i 

1 

I 

5 

3 

i 

1 

i 

I 

j 
1 

! 

UM7 

Oct.    1 

>« 

■m 

tm 

Oct.  16 

»«,.. 

Sop.. 

'■" 

'■"" 

■"" 

■* 

•■' 

.no 
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FAIRHAVEN. 

Water  Supply  of  Fairhaven.  —  Fairhaven  Water  Company. 

Tubular  Wells. 

[Parts  per  100,000.] 


u 

o 

o 


Average  of  6  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.45 

.17 


KKdlDCSON 

Evapora- 
tion. 


o 


S 

O  bo 


Ammonia. 


a 


6.24 
5.80 


ALBUMINOID. 

> 

■d 

m 

O 

1 

ao 

9  & 

bu 

H 

Q   \ 

CO 

0 

e 
•c 

£ 


.0004  .0104 

i 

.0003.0050 


.92 
.90 


NlTBOGBK 
AS 


.0248 
.0400 


.0000 
.0001 


w 

5- 

s  . 
S  i     o 


V 

M 


■H 


O  i   3 


.01 

I 

!.24 


a 
8 


1.71.0066 

I 
1.71.0110 


Water  Supply  of  Fall  River. 
North  Watuppa  Lake.        > 


Average  of  12  samples  collected 

Id  1902, 
Average  of  seven  previous  years. 


.17 
.19 


3.84 
3.31 


1.33 
1.22 


.0014 
.0011 


.0174 
.0176 


.0149 
.0154 


.0025 
.0022' 


.50 
.55 


.0019 
.0039 


.0000 
.0000 


.41 
.38 


0.6 
0.6 


Odor  in  1902,  generally  vegetable  or  unpleasant.  The  organism  Dinobryon  was  present  in  large 
numbers  in  the  samples  collected  during  the  first  three  months  of  the  year,  and  Anabcena  in  the  sam- 
ples collected  in  July  and  October. 

South  Watuppa  Lake. 


Average  of  4  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


.19 
.23 


4.60 
4.42 


1.35 
1.47 


.0012 
.0016 


.0197 
.0213 


.0176 
.0187 


.0021 
.0026 


.60 
.67 


.0025 
.0026 


.0001 
.0000 


.39 
.41 


1.4 
1.1 


Odor  in  1902,  vegetable  or  unpleasant.    The  organism  Dinobryon  was  present  in  large  numbers  in 
the  sample  collected  in  February. 

Water  Supply  of  Falmouth. 
Tubular  Wells. 


Average  of  6  samples  collected  in 

1902. 
Average  of  two  previous  years,   . 


.03 
.00 


2.78 
2.85 


.0013 
.0004 


.0089 
.0087 


.91 
.92 


.0003 
.0014 


.0000 
.0000 


.04 
.04 


0.2 
0.1 


.0060 
.0044 


Long  Pond, 


Average  of  6  samples  collected  in 

1902. 
Average  of  12  samples  collected  in 

1901. 

.00 
.00 

2.89 

2.88 

0.97 
1.18 

.0023 
.0014 

.0089 
.0111 

.0087 
.0099 

1 
.0002 

.0012 

.92 
.92 

.0002 

.0014 

.0000: 
.0000. 

i 

.08 
.08 

0.2     - 
0.2     - 

Odor  in  1902,  occasionally  faintly  vegetable. 


Water  Supply  of  Fitchburg. 
Scott  Reservoir. 


Average  of  4  samples  collected  in 

1902. 
Average  of  eleven  previous  years, 


.19 
.14 


2.41 
2.46 


1.07] 

1.03' 

I 


.0052 
.0014 


.0180 
.0202 


.0132 
.0148 


.0048 
.0054 


.16 
.16 


.0017 
.0036 


.0000 
.0000 


.36 

.30 


0.3     - 
0.3!    - 


Odor  in  1902,  vegetable  and  unpleasant.    The  organism  Synura  was  present  in  the  sample  eiamioed 
In  April.   , 
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FTTCHBURG. 

Meetinghouse  Pond,  in  Westminster. 
[Put*  par  100,000.) 


i 

^~ 

A...,,.. 

1 
B 

1 
I 

1 
| 

i 

=  1 

r 

0.07 

E 

| 

i 

| 

Aimn  of  4  unplu  collected  Id 
Anngt  of  ulun  pretlou  jun,  . 

.OS 

l.H 

'""'l'"" 

..»;., 

.28 
.36 

Water  Supply  of  Foxborougb  Water  Supply  District. 

Tubular  Wells. 


Aterngc  of  i  hhiIh  oolW.lud  In 

1901. 
Aunge  of  n»e  prevlon*  yean,    . 

.00 

1.61 

.0001 

.0009 

,1 

,0M  II  .0000 

0, 

0.8 

.0040 

.00 

SAt, 

.0001 

ooos 

M 

.043. 

Water  Supply  of  Fr  am  inch  am. —  Fr/mingham  Water  Company . 
Fitter  Gallery. 


Annge  of  5  laojplu.  coUtctad  In 

IMS. 
Anngo  of  [>n  pmlon*  yean,    . 

.« 

7.13       -     ■  -OOS0 
1           II 

.0048 

"I" 

.as       :>-<■  .000] 

.01    S.I  .0111 

IFofer  examined  in  Connection  with  Advice  to  the  Dentition  Manufacturing  Com- 
pany.    (See  also  page  12.) 
[Puti  per  100,000.] 


i 

ap™»^0. 

if 

s 

tsmms. 

I 

Sin 
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I 
I1 

j 

j 

I 

i 

I 

| 

<5 

t 

4 

|| 

40MO 

1*4*. 

Jane  16 

Nod. 

• 

m\ 

„ 

«K0 

MAI 

1187 

JnlyM 

Soot. 

Sam. 

.00 

a.n 

.00HJ.0M 

.41    |.0030 

.mi 

.01 

o.i  .00(0 
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franklin. 

Water  Supply  of  Franklin. — Franklin  Water  Company. 

Wells.   ' 

[Parte  per  100,000.] 


* 

« 

o 

** 

o 

Residue  on 
Evaporation. 

AMMONIA. 

1 

3 

NlTBOOBV 
AS 

i 

a 

8 
• 

a 

=5 
& 

& 

o 

• 

i 

e 

1 

i 

&4 

Albu- 
minoid. 

■ 

3 

s 

• 

■c 

e 

Average  of  8  •ample*  collected  in 

1902. 
Average  of  eight  previous  years, 

.46 
.24 

0.27 
7.68 

.0012 
.0006 

.0130 
.0078 

0.72 

i 

0.74  | 

.0918 
.1716 

.0001 
.0001 

.48 
.29 

1.9 
2.9 

.0188 
.0128 

Odor,  frequently  vegetable  or  unpleasant.    All  of  the  samples  probably  contained  surface  water 
drawn  from  Beaver  Pond. 


Water  examined  in  Connection  with  Advice  to  Wm.  J.  Whiting.    (See  also  page  13.) 

[Parte  per  100,000.]  . 


Date  of 

Collection. 

Appbakanob. 

Residue  on 
Evaporation. 

Ammonia. 

• 

• 
1 

8 

NITBOOBV 
A8 

1      1 

:   1 

• 
§ 

BO 

6 
►» 

M 

o 

3 

e 
•a 

1 
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• 

2 

S 

H 

a 
• 

a 

i 

o 

3 

• 

! 

Albu- 
minoid. 

• 

s 

• 

I 

s 

• 

89807 

190*. 

Apr.  26 

V.  slight. 

Cons. 

.08 

18.20 

.9600 

.0220 

8.06 

1.0400 

.0014 

1 

.26 

8.ft 

.0080 

Odor,  unpleasant. The  sample  was  collected  from  a  well  at  No.  8  McCarthy  Street  Extension. 


Water  Supply  op  Gardner.  —  Gardner  Water  Company. 


Crystal  Lake. 

[Parts  per  100,000.] 


I 


Average  of  8  samples  collected  in 

1902. 
Average  of  nine  previous  years,  . 


.06 
.06 


Rbsiddb  on 

EVAPOBA- 
TION. 


1 


B 
O 

II 
3 


4.18 
8.11 


1.68 

1.03 


Ammonia. 


ALBUMINOID. 

i 

i 

• 

»>" 

r> 

• 

i 

1 

s 

il 

6h 

H 

a 

00 

.0028 
.0016 


.0166 
.0160 


.0181 
.0187 


.0024 
.0028 


i 


.29 
.32 


NrrmooBN 

AS 


1 


3 


.0067 
.0068 


.0001 
.0000 


3 

a 

s 


a 

ft 

x 
O 


8 


n 


0 

8 


.26 

.19 


l.S 

1.0 


Odor  in  1902,  occasionally  faintly  vegetable  when  heated. 


Water  Supply  op  Gloucester. 
(For  advice  with  reference  to  the  new  reservoir  at  Haskell's  Pond,  see  page  13.) 
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GLOUCESTER. 


Dike's  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


1 

Residue  on 

• 

Evapoba- 

Ammonia. 

NlTBOOBN 

15 

o 

o 

.         TIOK. 

• 

• 
a 
"C 

2 

A8 

a 

s 

O 

O 

o 
« 
M 

M 

• 

8 

V 

G 
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Loss  on 
Ignition. 

• 
2! 

ALBUMINOID. 

• 

• 
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** 

& 

s 

*• 

•c 

* 

© 

"8 

> 

1 

us- 
pended. 

• 

1 

O 

H 

h 

H 

5 

oc 



.83 

as 

fe 

O 

H 

NH 

Average  of  4  samples  collected  in 

.41 

4.04 

1.73 

i           1 
.0040  .0187 

.0102 

.0026 

.0040 

.0000 

.46 

0.3 

— 

1901. 

Average  of  ten  previous  years,    . 

.41 

4.00 

1.49 

.0027  .0103 

i 

.0161 

.0082 

.88 

.0046 

.0000 

.43 

0.4 

™ 

Odor  to  1002,  generally  vegetable  or  unpleasant. 


Wallace  Pond. 


Average  of  4  samples  collected  in  >  .31 

1902.  . 

Average  of  nine  previous  years,  .    .51 


4.10 
4.66 


1.60 
1.76 


.0030  .02151.0168 


.0019  .0271 


.0197 


.0062 
.0074 


1.00 
1.10 


.0012 
.0084 


.0000 
.0000 


.44,  0  4 

.64   0.6 


Odor  in  1902,  unpleasant,  becoming  stronger  on  heating. 

Water  Supply  of  Great  Barrington  Fire  District. 

Qreen  River. 


Average  of  3  samples  collected  in 

1902. 
Average  of  two  previous  years,   . 


.02 
.00 


8.48 
7.97 


1.20 
1.24 


.0021 
.0006 


.0036 
.0032 


.0031 
.0026 


.0004'    .08 


.0007 


.10 


.0267 
.0816 


.0000 
.0000 


.07 
.06 


6.1 
6s0 


Water  Supply  of  Greenfield  Fire  District. 
Glen  Reservoir  in  Leyden. 


Average  of  4  samples  collected  In 

MM. 
Average  of  three  previous  years, . 


.04 
.04 


4.87 


1.12 


6.06  |  0.96 


.0004 
.0008 


I 
.0036.0086 

i 

.0060.0064 


.0001 
.0006 


.12 
.12 


.0186 
.0101 


.0000 
.0000 


.08 
.09 


8.1 
3.1 


WcUer  examined  in  Connection  with  Advice  to  the  Wiley  A  Russell  Manufacturing 

Company.    (See  also  page  14.) 

[Parts  per  100,000.] 
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o 
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i 

i 
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41140 

July  16 

None. 

V.  slight. 

.00 

,    6.20 

i 

.0000 

.0008 

.22 

.0460 

.0001 

.10 

1.9 

.0040 

The  sample  was  collected  from  a  spring  in  the  rear  of  the  faetory  of  the  Wiley  8s  Rnssell  Manufac- 
turing Company. 
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GROTON. 

Water  Supply  of  Groton.  —  Groton  Water  Company. 

Well 

[ParU  per  100,000.] 


Average  of  0  stipples  collected  in 

1902. 
Average  of  four  previous  years,  . 
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Evapora- 
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o 
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o 

•  £ 

t* 

o 

M 
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H 
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« 
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as 
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'A 
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.0000 
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o 


c 
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.02 


2.0J.0048 
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Hadley. 

Waters  examined  in  Connection  viith  Advice  to  Petitioners  for  Incorporation  as  the 

-Hadley  Water  Company,    (See  also  page  14.) 

[Parts  per  100,000.] 
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c 

o 

O 
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190ft. 
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00 


V.  slight. 
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.0018 
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.0010 
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Si 
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The  first  sample  was  collected  from  Hart's  Brook  at  the  outlet  of  Pratt's  millpond  In  Hadley;  the 
last,  from  a  tributary  of  Hart's  Brook  from  the  south,  which  enters  It  about  800  feet  above  the  point 
where  It  crosses  the  highway. 


Water  Supply  of  Hatfield.* 
Reservoir. 

[Parts  per  100,000.] 


o 
"3 


Average  of  4  samples  colleoted  In 

1902. 
Average  of  four  previous  years,  . 


.15 
.18 


kksiduk  on 
Evapora- 
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o 


c 
o 

•  »■" 
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3.89 
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1 

o 
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« 

•  E 
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U* 

H 

a 
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.0014 
.0017 
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.0073 


.0081 
.0063 


.0013 
.0010 


© 

o 

o 
§ 


.11 
.12 
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as 


I 


2 


.0097 
.0053 


.0001 
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© 

a 

s 


be 
►» 
K 

o 


.28 
.31 


« 

B 


a 


c 
© 


1.6     - 
1.6     - 


Odor  In  1902,  occasionally  vegetable. 
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HAVERHILL.. 

Water  Supply  of  .Haverhill. 
Crystal  Lake. 

[Parts  per  100,000.] 


Kpsidub  on| 

EVAPOKA-    j 

Ammonia. 
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'  i 
|  XlTROOBN  , 
AS 

1    . 

•9 

II 

|      c 
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<6 
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i 
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Dissolved 

Sus- 
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C 
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z 

K 

Hardness. 

• 

i 

Average  of  4  samples  collected  in 
1902. 

.21 

i 

2.96 

l 

i      i 

j.0013 

1 

.0161.0142  .0019 

1      I      i 

.0017 

.0000 

.42 

0.8'    - 

Average  of  nine  previous  years,  . 

# 

.19 

1  3.05 

1.26 

.0010 

1 

.0190  .0161 '.0029 

.27 

.0022 

i 

.0000 

i.36 
I 

i.o'   - 

Odor  in  1902,  occasionally  vegetab 

le. 

• 

Kenoza  Lake. 

Average  of  4  samples  collected  in 
IMS. 

.08 

\  3.64 

1.36 

1 

J.0014J 
1 

i 
.01431.0127 

II 
.0016.!.  38 

ll 

.0007 

r 
.OOOOJj.26 

1.7 

- 

Average  of  eight  previous  years, . 

.09 

1  3.69 

i 

1.11 

.0010 

1 

1 

.0167 

.0160 

.00171 

.40 

1 

.0017 

i 

.0000*  .25 

II 

1.7 

• 

In  1902  a  vegetable  odor  was  developed  in  most  of  the  samples  when  heated. 


Lake  Saltonstall. 


i 

Average  of  4  samples  collected  in  1.04 
1002. 


Average  of  nine  previous  years, .  * 


.08 


6.46 
6.66 


1.75:.  0016. 0157 


1.44  .0022 


.0171 


.0132 
.0151 


.0026 
.0020 


.76 
.68 


.0016.0001 
.00441.0000 


.19 
.23 


8.2 
2.6 


Odor  in  1902,  frequently  no  pleasant  when  heated.  The  organism  Anabana  was  present  in  large 
numbers  in  the  samples  examined  In  July  and  October,  and  the  organism  UrogUna  In  the  sample  exam- 
ined in  October. 

Lake  Pentucket. 


Average  of  4  samples  collected  in 

1902. 
Average  of  nine  previous  years, . 


.04 


I 


3.56  <  1.25 1 


.07    3.81 


.001l'.013o'.0118  .0017.38 


1.22.1.0007 


.0189,  .0170'  .0019 


.42 


.0030 
.0015 


.0001 
.0000 


.21 
.24 


1.6 
1.6 


Johnson's  Pond  in  Boxford  and  Oroveland. 


Average  of  4  samples  collected  in 

1902. 
Average  of  six  previous  years,     . 


.13'    3.93 

I 


.14 


4.12 


1.37]  .0016 


1.36'  .0003 

li 


.0153.0140 


.0013 


.0187  .0167  .0020 


.36 
.36 


.0020 
.0028 


.0001 
.0000 


.35 
.82 


1.9 
1,9 


Odor  in  1902,  occasionally  faintly  vegetable  when  heated. 


Millvale  Reservoir  on  East  Meadow  River. 


Average  of  4  samples  collected  In 

1902. 
Average  of  six  previous  years,     . 


.61 


4.96 


W.   4.74 


2.07  .0023  .0211  .0194 


1.97 


.0011 


.0221  .0197 


.0017J 
.0024 


.85 
.30 


.0080 
.0082 


.0000 
.0000 


.78 
,.70 


1.6 
1.7 


Odor  in  1902,  vegetable. 
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HINGHAM. 

Water  Supply  of  Hingham.  —  Hingham  Water  Company.     (See   also 

page  15.) 

Accord  Pond. 

w 

[Part*  per  100,000.] 
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Average  of  8  samples  collected  in 

1002. 
Average  of  nine  previous  years,  . 

.21 

.22 

i 

2.88 
3.06 

i 
1.23 

1.19 

i 

.0009 
.0006 

.0123 
.0141 

.0110 
.0122 

.0013 
.0019 

.0010 
.0088 

.0000 
.0000 

.36 
.36 

0.4 
0.3 

-■ 

Odor  in  1902,  frequently  unpleasant,  becoming  stronger  on  heating.    The  organism  Synura 
present  In  the  samples  examined  in  February  and  April. 


Fulling  Mill  Pond. 


Average  of  6  samples  eolleoted  In 

1902. 
Average  of  nine  previous  years,  . 


.16 
.19 


4.93 
4.82 


1.36, 
1.25 


.0013 
.0022 


.0067 
.0106 


.0066 
.0069 


.0012 
.0087 


.72 
.72 


.0088 
.0142 


.0000 
.0000 


.19 
.21 


1.4 
1.8 


Odor  in  1902,  occasionally  vegetable. 


Water  Supply  of  Holbrook. 
(See  Randolph.) 


Water  Supply  of  Holliston. — Holliston  Water  Company. 

Well  and  Pond. 


Average  of  4  samples  collected  in 

1902 
Average  of  nine  previous  years,  . 


.25 
.28 


3.70 
4.00 


.0009 


.0096 


.0005;. 0091 


.26  11.0040 


.29 


.0078 
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.0000 


.26 
.26 


1.8 
1.6 


.0247 
.0163 


Water  Supply  of  Holyoke.     (See  also  page  18.) 
Whiting  Street  Storage  Reservoir. 


Average  of  6  samples  collected  in 

1902. 
Average  of  eleven  previous  years, 


.09 
.21 


3.89 
6.04 


1.65  .0025 

H 
1.571.0042 


.02521.0163 


.0274 
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.0089 
.0077 


.14 
.13 


.0022 
.0067 
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.0001 


I 
.26 

.30 


2.2 

2.7 


Odor  In  1902,  frequently  vegetable,  becoming  unpleasant  on  heating.  A  large  number  of  organisms 
was  found  in  each  of  the  samples  examined.  Anabctna  was  present  in  the  samples  collected  In  May 
and  October,  and  Uroglena  In  the  sample  collected  in  January. 

Fomar  Reservoir  on  Manhan  River  in  Southampton* 


Average  of  6  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


.87 
.81 


3.68 
3.66 


1.44 
1.34 


.0016 
.0010 


.0113 
.0126 


.oiw.ooiol.u 


.0103 


.0023 


.10 
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.0026 


.0000 
.0000 


.60 
.48 


1.3 
1.8 


Odor  in  1902,  occasionally  vegetable. 
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Wright  and  Ashley  Ponds. 

[Part*  par  100,000.] 
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Average  of  6  samples  collected  In 

1002. 
Average  of  four  previous  years,  . 
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.0117 
.0100 

.0081 
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.0000 
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.27 
.27 

2.1 
2.8 

Odor  Id  1002.  occasionally  vegetable,  becoming  unpleasant  on  heating.    The  organism  OrogUna  was 
present  In  the  samples  examined  In  January  and  March. 


Waters  examined  in  Connection  with  Advice  to  the  Skinner  Manufacturing  Com- 
pany.   (See  also  page  20.) 

[Parts  per  100,000.] 
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.0014 
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.00 

14.60 

.0004 

.0016 
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1  None. 
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.0010 

.0012 

.57 

.0020 

.0000 

.01 

0.1 

.0180 

The  first  three  samples  were  collected  from  a  tubular  well  near  the  corner  of  Appleton  and  Bigelow 
streets;  the  last  three,  from  a  tabular  well  at  the  corner  of  Appleton  and  Bond  streets. 

Water  Supply  of  Hopedale. 
(See  MUford.) 

Water  Supply  of  Hopkinton. 
Tubular  Wells. 

[Parts  per  100.000.] 
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Average  of  4  samples  collected  in 

1902. 
Average  of  two  previous  years.  . 
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.0016 
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.3611 

.0000 
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4.0 
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Water  Supply  of  Hudson. 
Gates  Pond  in  Berlin. 

[Parts  per  100,000.] 
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Average  of  4  samples  collected  in 

1902. 
Average  of  ten  previous  years,    . 

.11 
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2.40 
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0.95 

.0021 
.0027 
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.0124 
.0135 
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.0023 
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.18 
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- 

Odor  in  1902,  occasionally  faintly  vegetable. 


Fosgate  Brook  in  Berlin. 


Average  of  11  samples  collected  in 

1902. 
Average  of  three  previous  years, . 


.86 
.43 


4.01 
4.00 


1.98 
1.49 


.0031 
.0020 


.0201 
.0153 


.0175 
*0137 


.0026 
.0016 


.16 
.19 


.0091 
.0179 


.0000 
.0000 


.57 


1.1 
1.1 


Odor  In  1902,  generally  vegetable,  becoming  stronger  on  heating. 

Water  Supply  of  Hull. 
(See  Hingham.) 

Water  Supply  of  Huntington  Fire  District. 

Cold  Brook  Reservoir. 


Jane,  1902 

Average  of  three  previous  years, . 


.17 
.17 


3.00 
3.24 


1.10 
1.08 


.0080 
.0010 


.0190 
.0092 


.0158 
.0082 


.0032 
.0010 


.09 
.11 
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.0084 


.0000 
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.41 
.30 


1.1 

0.9 


Odor  in  1902,  faintly  vegetable,  becoming  stronger  on  heating. 


Water  Supply  of  Hyde  Park  and  Milton.  —  Hyde  Park  Water  Com- 
pany.    (See  also  pages  20,  21.) 

Tubular  Wells  near  the  Neponset  River. 


Average  of  14  samples  collected  in 

1902. 
Average  of  nine  previous  years,  . 


.04 
.04 


9.55 
10.00 


.0066 
.0096 


.0034 
.0042 


1.04 
1.29 


.1037 
.1013 


.0002 
.0002 


.08 
.10 


8.9 
4.2 


.0158 
.0171 


For  the  results  of  examinations  of  water  from  the  Neponset  River  opposite  the  wells  of  the  Hyde 
Park  Water  Company,  see  "  Neponset  River  "  in  the  chapter  on  the  "  Examination  of  Rivers." 
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HYDE  PARK  AND  MILTON. 

Tubular  Wells  near  Mother  Brook. 

[Parts  per  100,000.] 
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Average  of  14  samples  collected  in 

.06 

8.04 

.0007 

.0048 

.85 

.2028 

.0000 

.09 

8.0 

.0088 

1902. 

Average  of  12  samples  collected  In 

.01 

9.08 

.0010 

.0042 

.92 

.2682 

.0002 

.08 

8.6 

.0067 

1901. 

Waters  examined  in  Connection  with  Advice  to  the  Town  Authorities. 

page  21.) 

[Parts  per  100,000.] 


(See  also 
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Feb.  26 

None. 

V.  slight. 

.00 

27.60 

.0006 

.0020 

8.26 

1.7200 

.0000 

.06 

8.4 

.0060 

89146 

Feb.  26 

None. 

None. 

.00 

26.80 

.0002 

.0024 

2.94 

1.8800 

.0000 

.06 

7.1 

.0060 

89146 

Feb.  26 

V.  slight. 

Oona. 

.01 

27.80 

.0044 

.0060 

2.88 

2.0000 

.0018 

.08 

7.9 

.0600 

89144 

Feb.  26 

i 

None. 

V.  slight. 

.01 

16.00 

.0100 

.0108 

1.46 

0.1700 

.0006 

.12 

6.7 

.0070 

The  first  sample  was  collected  from  a  well  at  No.  22  Eaaton  Avenue;  the  second,  from  a  well  at 
No.  23  Baelon£  Avenue;  the  third,  from  a  well  at  No.  14  Easton  A  venae;  the  last,  from  a  well  at  the 
corner  of  Eaaton  Avenue  and  Bridge  Street. 


Water  Supply  of  Ipswich. 
DowU  Brook  at  Entrance  to  Storage  Beservoir. 

[Parte  per  100,000.] 
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Average  of  11  samples  collected  in 
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Arerage  of  six  previous  years,    . 

0.46 
0.43 

4.66 
4.67 

1.88 
1.63 

.0017 
.0010 

.0163 
.0188 

.0141 
.0116 

.0022 
.0023 

.0088 
.0046 

.0000 
.0000 

0.67 
0.48 

1.6 
1.6 

Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 
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Bow's  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 
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Average  of  12  sample*  collected  in  1902, 
Average  of  seven  previous  years, 

0.25 
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4.85 
4.09 

1.83 
1.63 
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.0020 
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.0172 
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Odor  in  1902,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.    A  large 
number  of  organisms  was  found  in  many  of  the  samples  examined. 


Bull  Brook. 


Average  of  11  samples  collected  in  1902, 
Average  of  three  previous  years, . 


1.12 
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6.65 
7.08 
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8.06 
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Odor  in  1902,  faintly  vegetable,  becoming  stronger  on  heating. 


Water  Supply  of  Kingston. 
Tubular  Wells. 

[Parts  per  100,000.] 
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1  . 

■8 

s 

s 

m 
e 

8 
5 

O 

• 

m 
m 

c 
"2 

• 

■a 

o 

Lots  on 
Ignition. 

• 

• 

t 
&4 

ALBUMINOID. 

• 

m 

9 

S 

85 

• 

• 

*• 

X 

•*» 

55 

1 

• 

> 

m 

5 

1 

oo 

• 

8 

*m 

Average  of  6  samples  collected  in 

1902. 
Average  of  6  samples  collected  in 

1901. 

.00 
.00 

4.60 
4.55 

- 

.0002 
.0003 

.0011 
.0010 

— 

• 

.0090 
.0065 

.0000 
.0000 

.01 
.02 

0.9 
0.9 

.0042 
.0050 

Water  Supply  of  Lawrence.     (See  also  pages  21,  23.) 

Merrimack  River  above  Lawrence. 


Average  of  12  samples  collected  in 

1902. 
Average  of  eleven  previous  years, 


.87 
.40 


4.06 
3.98 


1.71 


.0077 


1.61 1 1.0064 


.0218 


.0159 


.0209  .0166 


.0059 
.0043 


.22 
.22 


.0052 
.0076 


.0002!  .691  0.9 


.0002 


.53:  1.2 


Odor  in  1902,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. 
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LAWRENCE, 


Merrimack  River  after  Filtration. 

[Parti  per  100,000] 


o 


Average  of  12  sample*  collected  in 

1002. 
Average  of  eight  previous  yean, 


.86 

.40 


RSSIDOH  ok 

Evapora- 
tion. 


s 
■3 


4.09 
5.08 


1.60 
8.52, 


AjfMORXA. 


ALBUMINOID. 

• 

« 
o 

u 

■ 

3 

o 

■ 

> 

• 

us- 
pen  ded. 

fc. 

H 

<"» 

CO 

.0102 
.0110 


.0084 
.0101 


.0078 
.0089 


.0006 
.0012 


c 
1 


.28 
.27 


NlTBOGBW 
AS 


it 


3 


.0225 
.0279 


.0002 
.0002 


a 

s 

e 
o 
u 

a 

& 
>» 

M 

o 


8 

c 


G 

2 


.48 

.35 


1.4 
2.1 


Odor  io  1902,  occasionally  faintly  vegetable  when  heated. 

Distributing  Reservoir. 


Average  of  12  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.29 
.28 


4.07 
4.52 


1.66 
1.48 


.0049 
.0048 


.0098 
.0108 


.0086 
.0098 


.0008! 

i 

.0016; 


.28 
.26! 


.0220 
.0234 


.0001 
.0001 


.41 


1.3 
1.7 


Odor  in  1902,  occasionally  faintly  vegetable  or  unpleasant. 

Watkb  Supply  of  Lee.  —  Berkshire  Water  Company. 

Lower  Reservoir. 


Average  of  4  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


.17 
.29 


3.22 
8.89 


1.42 
1.46 


.0018 
.0008 


.0088 
.0183 


.0078 
.0120 


.0010 
.0013 


.07 
.07 


.0047 
.0061 


.0000 
.0001 


.40 

.48 


1.8 
1.5 


Odor  in  1902,  frequently  faintly  vegetable. 

Water  Supply  of  Leicester  Water  Supply  District. 

Wells. 


Average  of  4  samples  collected  in 

1902. 
Average  of  ten  previous  years,    . 


.06 
.13 


6.67 
5.88 


.0031 


.0082 


.0006.0034 


.20 
.23 


.1002 
.0673 


.0000 
.0001 


.08 
.14 


2.3! 
2.1 


.0862 
.0119 


Water  Supply  of  Lenox.  —  Lenox  Water  Company. 

Storage  Reservoir. 


Average  of  4  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


.07 
.06 


7.78 
7.94 


1.89 
1.11 


.0016 
.0018 


.0120 
.0129 


.0096 
.0109 


.0024 
.0020 


.08 
.09 


.0052 
.0089 


.0000 
.0000 


.19 
.16 


6.5 

6.8 


Odor  in  1902,  frequently  unpleasant. 

Water  Supply  of  Leominster.     (See  also  page  24.) 

Haynes  Reservoir. 


Average  of  4  samples  collected  in 

1908. 
Arerage  of  ten  previoua  years,    . 


.19 
.25 


2.67 
2.52 


1.34 
1.37 


.0076 
.0056 


.0306 
.0364 


.0222 
.0222 


.0083 
.0142 


.12 
.14 


.0022 
.0034 


.0000 
.0000 


.89 
.42 


0.2 
0.3 


Odor  in  1902,  vegetable  or  unpleasant,  becoming  stronger  on  heating.    A  large  number  of  organisms 
was  found  In  each  of  the  samples  examined.    Uroglena  was  present  in  August  and  November. 


126 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 


Leominster. 


Morse  Reservoir. 

[Part*  per  100,000.] 


• 

5 

Residue  ok 
Evapora- 
tion. 

Ammonia. 

9 

a 

■c 

0 

e 
.12 

.14 

NlTBOQBB 

AS 

■ 

a 

a 
« 
s 
0 
O 
0 
& 

O 

• 

a 
•a 

m 

■ 

Lost  on 
Ignition. 

• 

• 

ALBUMINOID. 

3 
i 

95 

• 

• 

■c 

** 

■ 

• 

1 

■ 

• 

0 
8 

S 

• 

a  a 

oo 

• 

! 

Average  of  4  samples  collected  in 

1002. 
Average  of  nine  previous  years, . 

.23 
.28 

2.26 
2.37 

1.16 
1.16 

.0084 
.0080 

.0198 
.0206 

.0166 
.0160 

.0042 
.0046 

.0020 
.0026 

.0000 
.0000 

.87 
.41 

0.2 
0.8 

Odor  in  1002,  vegetable,  becoming  stronger  on  heating.    A  large  number  of  organisms  was  found  In 
each  of  the  samples  examined.    Oroglena  was  present  In  the  samples  collected  in  May  and  August. 


Fall  Brook,  above  Fall  Brook  Reservoir. 


Average  of  12  samples  collected  in 

1002. 
Average  of  five  previous  years,    . 


.20 
.38 


2.37 
2.65 


1.00 
1.22 


.0018 
.0007 


.0157 
.0147 


.0125 
.0181 


.0082 
.0016 


.14 
.14 


.0020 
.0080 


.0000 
.0000 


.38 
.50 


0.8 
0.4 


Odor  in  1002,  frequently  faintly  vegetable,  becoming  stronger,  and  occasionally  unpleasant,  on 
heating. 

Fall  Brook  Reservoir,  at  Surface. 


Average  of  12  samples  collected  in 

1002. 
Average  of  five  previous  years,    . 


.14 
.19 


2.27 
2.27 


1.06 
1.07 


.0011 
.0012 


.0149 
.0170 


.0122 
.0189 


.0027 
.0081 


.14 
.15 


.0013 
.0027 


.0000 
.0000 


.33 
.84 


0.2 
0.8 


Odor  in  1902,  faintly  vegetable,  becoming  stronger,  and  frequently  unpleasant,  on  heating.  The 
organism  UrogUna  was  present  in  the  samples  examined  in  March,  April,  September,  October  and 
November. 


Water  Supply  op  Lexington. 
Faucets  in  Town. 

[Parts  per  100,000.] 


I 


8 

•s 

i 


88541 
89302 
40084 
41880 
42267 
43064 


1*01. 

Jan.    6 

Mar.  13 
May  12 

July  24 
Sept.  16 
Nov.  10 


Appeabamce. 


2 


s 

a 
00 


Slight. 

Slight. 

V.  slight. 

V.  slight. 

V.  slight. 

Slight. 

None. 

None. 

V.  slight. 

None. 

V.  slight. 

Slight 

0.72 
1.50 
0.30 
0.00 
0.11 
0.17 


Residue  on 
Evapo na- 

tion. 

• 

*-* 

3 

• 

e 
0 

si 

r 

9.40 

4.25 

10.80 

6.15 

8.86 

8.25 

8.30 

- 

4.00 

- 

11.50 

- 

Ammonia. 


ALBUMINOID. 

• 

•a 

i 

■a 

* 

i 

•** 

.0 

1 

-1 
a  p. 

Ui 

H 

a 

CO 

.0022 
.0034 
.0010 
.0010 
.0012 
.0016 


.0204 
.0808 
.0104 
.0028 
.0138 
.0094 


.0192 
.0296 
.0096 


.0078 


.0012 
.0012 
.0008 


.0016 


e 
"E 

© 


.53 
.62 
.61 
.44 
.80 
.58 


NlTXOQBX 
AS 


3 
t 


m 


.2300 
.1080 
.2150 
.0920 


.0002 
.0002 
.0003 
.0000 


.0040.0000 
.1800.0003 


1 

8 


I 

M 

o 


1 


1.04 
1.54 
0.44 
0.05 
0.08 
0.28 


3.6 
4.8 
4.3 
8.6 
1.7 
4.6 


Odor,  occasionally  faintly  vegetable. 
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LEXINGTON. 

Water  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  26.) 

[Parts  per  100,000.] 


• 

g 

Appbaranci. 

• 

a 
o 

Ammonia. 

■ 

Nitrogen 

i 

2 

a 

AS 

s 

s 

- 

• 

ft. 

B 

a 

Data  of 
Coll 

■ 

•*• 

§ 

2 

u 

a 

e 

i 

f 

00 

S 

1    K 

i 

s 

• 

• 
a 

1 

e 

• 

s 

2 

■ 

5 

(0 
M 

o 

■ 

3 

• 
s 
■a 

m 
8 

• 

I 

19+*. 

39409 

Mar.  26 

Slight. 

Com. 

.01 

7.60 

.0004 

.0006 

.20 

.0060 

.0000 

0.03 

1.4 

.0460 

S9446 

Mar.  27 

None. 

None. 

.00 

4.40 

.0000 

.0006 

.24 

.0100 

.0000 

0.08 

1.3 

.0070 

39446 

Mar.  27 

None. 

None. 

.00 

4.30 

.0000 

.0008 

.24 

.0090 

.0000 

0.02 

1.8 

.0100 

89473 

Mar.  28 

None. 

None. 

.00 

4.60 

.0000 

.0006 

.24 

.0140 

.0000 

0.01 

1.7 

.0060 

39492 

Apr.    1 

None. 

V.  slight. 

.01 

6.70 

.0006 

.0008 

.28 

.0220 

.0000 

0.01 

1.8 

.0040 

80499 

Apr.     1 

None. 

None. 

.00 

6.10 

.0000 

.0006 

.26 

.0200 

.0000 

0.02 

1.7 

.0040 

89611 

Apr.    2 

None. 

None. 

.02  ' 

6.60 

.0000 

.0004 

.26 

.0280 

.0000 

0.02 

1.6 

.0060 

89687 

Apr.    8 

None. 

None. 

.01 

6.40 

.0000 

.0002 

.28 

.0270 

.0000 

0.02 

1.7 

.0060 

89639 

Apr.    4 

None. 

None. 

.00 

6.80 

.0006 

.0014 

.28 

.0270 

.0000 

0.02 

1.7 

.0040 

39648 

Apr.    6 

None. 

None. 

.01 

6.60 

.0002 

.0008 

.27 

.0240 

.0000 

0.01 

1.7 

.0060 

89666 

Apr.    7 

None. 

None. 

.01 

6.80 

.0008 

.0020 

.28 

.0220 

.0000 

0.02 

i 

1.8 

.0060 

The  samples  were  collected,  during  a  pumping  test,  from  a  gronp  of  tubular  wells  situated  In  the 
meadow  south  of  the  pumping  station.  The  pumping  test  was  started  March  24,  the  rate  of  pumping 
beiog  about  126,000  gallons  per  day. 


Water  Supply  op  Lincoln. 
(See  Concord.) 

Water  Supply  op  Lonomeadow. 
Cooley  Brook, 

[Parts  per  100,000.] 


Average  of  4  samples  collected  in  1902, 
Average  of  four  previous  years,    . 


o 
o 


.10 
.06 


Rbsiodb  oh 
Evapora- 
tion 


S 

© 


c 
o 


°5 


4.27 
4.76 


1.81 
1.12 


Ammomia. 


ALBUMINOID. 

• 

• 

• 

no 

1 

& 

O 
m 

■  a 

£ 

© 

3 

So. 

fa 

H 

Q 

go 

.0016 
,0014 


.0087 
.0046 


.0063 
.0039 


.0024 
.0007 


o 

G 

■c 

o 
2 

O 


.16 

,17 


XlTBOORN 
AS 


2 
C 


.0277  .0002 
.0319.0001 


1 


© 


o 


i 

S 


.19 
.09 


2.0 
2.6 


Odor  in  1902,  frequently  faintly  vegetable  or  unpleasant  when  heated. 

Water  Supply  op  Lowell. 
Merrimack  River  above  Lowell. 


Average  of  IS  samples  collected  in  1902, 
Average  of  eleven  previons  years, 


.84 
.36 


3.64 
8.69 


1.61 
1.38 


.0046 
.0036 


.0156 
.0168 


.0182 
.0186 


.0023 
.0032 


,16 
.17 


.0062 
.0072 


.0001 
.0001 


.69 
.49 


0.8 
l.l 


Odor  in  1902,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  beating. 
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LOWELL.. 

Tubular  Wells  in  the  Valley  of  the  Merrimack  River  near  the  Pawlucket  Boulevard. 

[Parts  per  100,000.] 


■ 

a 
o 

Amxomia. 

NlTBOOKH 

1   -s 

Xt 

AS 

a 

* 

ueon 
vapon 

• 

© 

a 

• 

a 

i 
g 

9 

3 

* 

3 

a 
m 

■J 

• 

3 

• 
a 

"3 
o 

SW    1 
8 

*       1 

• 

o 

.0086 

t 

55 

M 

o 

\ 

X 

Average  of  13  aamplea 

collected  in 

.07 

4.03 

.0043 

.21 

.0106 

.0000 

.08 

1.5 

.0297 

1902. 

Average  of  six  previous 

years, . 

.08 

4.40 

.0080 

.0031 

.27 

.0242 

.0001 

.07 

1.8 

.0311 

Pumping  Station  No.  1, 


Average  of  12  samples  collected  in 

1902. 
Average  of  three  previous  years, 


.04 
.07 


4.30 
4.60 


.0028 
.0065 


.0036 
.0036 


.24 
.28 


.0843 
.0274 


.0000 
.0001 


.09 
.08 


1.6 
1.8 


.0307 
.0280 


The  samples  represent  water  from  the  Boulevard  wells. 

Water  Supply  op  Ludlow. 
(See  Springfield.) 


Water  Supply  of  Lynn  and  Saugus. 

Breeds  Pond. 

[Parte  per  100,000.] 


• 

u 
O 

o 

O 

Kmidub  on 
Evapora- 
tion. 

Ammonia. 

© 

c 

O 

.42 
.61 

NlTROQBS 
AS 

1 

m 

a 
o 
O 

6 
& 

X 
O 

• 

• 

1 

Loss  on 
Ignition. 

i 

ALBUMINOID. 

Nitrates. 

• 

m 
e 

■ 

3 

■8 

► 
o 

m 

• 

•  £ 

00 

• 

i 

H 

Average  of  12  samples  collected  In  1902, 
Average  of  eleven  previous  years, 

.38 
.44 

3.46 
8.62 

1.62 

1 
1.42 

1 
i 

.0033 
.0026 

.0214 
.0208 

.0180 
.0176 

.0034 
.0032 

|.0027 
'.0087 

i 

.0000 
.0001 

.66 
.49 

0.8 
0.9 

Odor  in  1902,  vegetable  or  unpleaaant,  becoming  stronger  on  heating.  A  large  number  of  organ- 
isms was  found  in  most  of  the  samples  examined.  Anabcma  was  present  in  June,  July,  August,  Octo- 
ber and  November,  and  Uroglena  in  August. 

Birch  Pond. 


Average  of  12  samples  collected  in  1902, 
Average  of  eleven  previous  years, 


.34 
.47 


3.60 
4.16 


1.49 
1.66 


.0048 
.0034 


.0246 
.0266 


.0198 
.0216 


.0048 
.0061 


.37 
.64 


.0046.0001 
.0057:. 0001 


.47 
.51 


0.7 
1.2 


Odor  in  1902,  vegetable  or  unpleasant,  becoming  stronger  on  beating.  A  large  number  of  organ- 
isms was  found  in  each  of  the  sample*  examined.  Anabctna  was  present  In  Oetober,  and  Uroglena  In 
January,  April,  May  and  July. 
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LYNN  AND  8ATJGUS. 


Walden  Pond. 

[Parte  per  100.000.J 


3 


Average  of  7  samples  collected  in  1902, 
Average  of  eleven  previous  years, 


.48 
.75 


KaaiocB  on 

EVAPORA- 
TION 


£ 


§ 


I 


3.84 
3.87 


1.50 
1.92 


AMMONIA. 


ALBCMIKOIO. 

■ 

? 

o 

5 

•  B 

9) 

0031 
.0053 


.0288!. 0211 
.0394.0283 


.0077 
.0111 


« 

a 

© 


.32 
.41 


MlTBOQBK 
AS 


! 

s 


3 

5 

2 


.0017 
.0044 


.0000 
.0001 


§: 

* 

§ 

o 
a 
& 

M 


3 


.70 
•  09 


0.4 
0.6 


Odor  In  1902,  distinctly  vegetable  or  unpleasant.  A  large  number  of  organisms  was  found  In 
each  of  the  samples  examined-  Synura  was  present  in  January,  February,  March  and  April,  and 
Urogltna  In  March,  April  and  May. 

Glen  Lewis  Pond. 


Average  of  9  samples  collected  In  1902, 
Average  of  ten  previous  years, 


.25 

.47 


2.98 
8.08 


1.88! 
1.80 

I 


.0058 


.0260 


0104  .0468 


.0188 
.0285 


.0072 
.0183 


.83 

.40 


.0016 
.0054 


.0000 
.0001! 


.43 
.61 


0.4 
0.6 


Odor  in  1902,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.  A  large  number  of 
organisms  was  found  in  each  of  the  samples  examined.  Anabana  was  present  in  July,  August  and 
September,  svod  Urogltna  in  April,  May,  July  and  August. 

Hawkes  Pond. 


Average  of  12  samples  collected  in  1902, 
Average  of  five  previous  years,     . 


.26 
.48 


8.48 
4.56 


1.641.  .00331 
1.89  .0081 


.0202 
.0262 


.0176 
.0219 


.0027 
.0043 


.39 
.47 


.0022 
.0065 


.0000 
.0001 


.50 
.60 


0.8 
1.6 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating.    The  organism  Urogltna 
present  in  the  sample  examined  in  November. 

Saugus  River \  at  Montrose. 


Average  of  11  samples  collected  in  1902, 
Average  of  four  previous  years,    . 


.95 
,76 


7.50 
7.48 


3.48 
8.06 


.0042 
.0047 


.0829 
.0335 


.0292 
.0295 


.0037 
.0040 


.66 

.65 


.0047 
.0069 


.0001 
.0002 


.98 
.98 


3.0 
3.1 


•    Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  heating. 

Faucet  in  Lynn. 


Average  of  11  samples  collected  in  1902, 
Average  of  eight  ptevious  years, 


.32 
.62 


3.38 
4.40 


1.60 
1.77 


•.0029 
.0020 


.0186 
.0210 


.0169 
.0184 


.0026 
.0026 


.37 
.62 


.0060 
.0065 


.0001 
.0001 


.45 
.56 


0.8 
1.4 


Odor  in  1902,  generally  faintly  vegetable,  becoming  stronger  on  healing. 

Lynnfield. 
Water  examined  in  Connection  with  Advice  to  J.  F.  Smith.    (See  also  page  27.) 

[Parts  per  100,000.] 


J                  Apfeakahce. 

Residue  on 

Kvaporation. 

Ammonia.   ' 

Chlorine. 

NlTSOOKM 
AS 

Oxygen 

Consumed. 

• 

m 

8 

a 

■s 

m 
8 

% 

1 

Date  of 

Golle< 

Turbidity. 

c 
• 

J 

I 

• 

o 
§ 

Free. 

Albu- 
minoid. 

• 

3 

• 

s 

5    , 

• 

§ 

41120 

If**. 

July  15  '  None. 

i 

None. 

.00 

i 
4.80 

.0006 

.0014 

.82 

.0120 

.0000 

1 

.01 

2.8 

.0060 

The  sample  was  collected  from  Pocahontas  Spring,  off  Lowell  Street. 
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Water  Supply  of  Malden. 
(Seo  Metropolitan  Water  District,  pages  95-99.) 


Water  Supplt  of  Manchester.     (See  also  page  27.) 

Large  Well. 

[Parte  per  100,000.] 


itlon. 

AMMONIA. 

NlTROOKN 
AS 

1 

• 

3 

©  « 

a  >■    ' 

•> 
OS 

• 

I 

Albu- 
minoid. 

Chlorine. 

• 

I 

S 

<*> 

s 

Oxygen 

Consu 

• 
9 

e 

a 

e 
8 

Average  of  7  earn  plea 

collected  In 

.00 

11.66 

1 

.0001    .0008 

1.85 

.1618 

.0000 

.02 

8.6 

.0087 

1002. 

Average  of  ten  previous 

years, . 

• 

.00 

10.80 

.0001 

.0007 

1 

1.83 

.1180 

.0000 

.02 

8.6 

.0039 

Tubular  Wells,  near  Coolidge  Spring. 


Average  of  4  samples  collected  in 

1002. 
Average  of  2  samples  collected  In 

1901. 


.00 

11.02 

.0004 

.0011 

1.30 

.2198 

.0000 

.02 

2.6 

.00 

9.80 

.0013 

.0024 

( 

1.28 

.1700 

.0000 

.00 

2.8 

.00)70 
.0046 


Water  'examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  28.) 

[Parts  per  100,000.] 


Date  of 

Collection. 

Appbaeanob. 

Residue  on 
Evaporation. 

Ammonia. 

» 

9 

a 

1 

O 

NlTROGKK 
AS 

• 

9 

B 

a 

m 

8, 

i  o 

m 

9 

e 

"2 

m 
S 

■ 

* 

a 

s 

• 

•** 

«© 

3 

i« 

a 

e 

§ 
I 

• 
1* 

o 
o 

i 

Albu- 
minoid. 

3 

I 

2 

5 

55 

• 

e 
8 

48058 

10**. 

Nov.    9 

V.  alight. 

None. 

.18 

12.00 

.0040 

.0006 

1.48 

.0000 

.0000 

1 

.02 

4.8 

.0450 

48059 

Nov.   9 

V.  slight. 

None. 

.28 

11.00 

.0028 

.0006 

1.25 

.0000 

.0001 

.02 

4.0 

.0700 

48060 

Nov.    9 

Blight. 

None. 

.82 

8.70 

.0034 

.0004 

1.74 

.0000 

.0000 

.03 

3.8 

.0700 

48061 

Nov.    9 

Decided. 

None. 

.60 

10.50 

.0024 

.0004 

1.12 

.0000 

.0000 

.08 

8.9 

.1200 

48062 

Nov.    9 

V.  alight. 

None. 

.11 

15.00 

.0072 

.0012 

1.84 

.0000 

.0000 

j     .02 

4.0 

.0360 

48063 

Nov.    9 

V.  slight. 

None. 

.29 

11.00 

.0036 

.0014  I 

i 

1.02 

.0000 

.0000 

1 

|     .02 

i 

4.2 

.0650 

The  samples  were  collected  from  tabular  wells  located  in  the  valley  of  Saw  Mill  Brook,  about  one 
and  one-half  miles  north  of  the  village  of  Manchester.  The  first  fonr  samples  were  collected  from  wella 
located  on  the  easterly  side  of  the  road  from  Manchester  to  Essex ;  the  last  two,  from  wella  on  the 
weeferfy  side  of  that  road. 
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MANSFIELD  WATER  SUPPLY  DISTRICT. 

Water  Supply  of  Mansfield  Water  Supply  District. 

Well. 

[Part*  per  100.000.] 


• 

o 
O 

• 

§ 

S 

2H 

1 

Ammo  via. 

4 

a 

o 
2 

o 

Nitrogen 

AS 

Oxygen 

Consumed. 

• 

at 
m 
« 

e 

1 

a 

• 

I 

Albu- 
minoid. 

• 

at 
B 

2 

• 

a 

£ 

Average  of  6  sample*  collected  In 

1008. 
Average  of  three  previous  years. 

.00 
.00 

2.00 
2.80 

.0002 
.0001 

.0004 
.0008 

.28 
.28 

.0015 
.0028 

.0000 
.0000 

!     .00 
]     .01 

0.5 
0.6 

.0046 
.0020 

Water  Supply  of  Marblehead. 

Collecting  Well  No.  1. 


Average  of  6  samples  collected  In 

1002. 
Average  of  eleven  previous  years,    . 

.07 
.07 

17.66 

17.48  ! 

I 

.0121 
.0065 

.0022 
.0022 

2.27 
2.05 

.0222 
.0610 

| 

.000-2  :   .oo 

ii 

.000*2        .04 

I1 

7.2 
7.5 

.1760 
.1008 

The  samples  represent  a  mixture  of  water  from  collecting  well  No.  1  with  wster  from  collecting 
well  No.  2,  which  flows  Into  It. 

Collecting  Well  No.  2. 

Average  of  4  samples  collected  in 

1002. 
Average  of  fonr  previous  years, 

.01 
.10 

17.47 
15.05 

.0255 
.0280 

.0084 
.0085 

1.55 
1.66 

.0080 
.0058 

.0001 

.0000 

i 

1 

1 

'     .13 

.07 

6.0 
6.1 

.4000 
.8128 

Water  Supply  of  Marlborough. 
Lake  Williams. 

[Parts  per  100,000.] 


o 

I 


Average  of  4  samples  collected  In  1002, 
Average  of  ten  previous  years, 


.06 
.00 


Rksidue  on 
Evapora- 
tion. 


I 


e 
© 
55 

a  c 


4.04 
4.21 


1.53 
1.80 


Ammonia. 


ALBUMINOID. 

«9 

i 

■ 

> 

t» 

i 

1 

1 

•2 

9  A 

fc 

H 

a 

00 

.0022 
.0012 


.0226 
.0217 


.0187 
.0188 


.0038 
.0034 


XlTBOGBK 

AS 


| 


.45 
.47 


"C 


.0032 
.C040 


.0001 
.0000 


•s 

B 

s 
■» 
e 
o 
v 

a 

S 

o 


5 

9 


.27 
.26 


1.6 
1.7 


Odor  in  1002,  frequently  faintly  vegetable. 

North  Branch  of  Millham  Brook,  near  ifs  Entrance  to  the  Millham  Brook  Storage 

Reservoir. 


Average  of  12  samples  collected  In  1002, 
Average  of  six  previous  years, 


1.11 
1.16 


5.14 
5.45 


2.10 
2.30 


.0040 
.0029 


.0252 
.0271 


.0218 
.0280 


.0034 
.0032 


.34 


.0076  .0001 


.34  .0085  .0001 


.80 
.00 


1.0 
1.8 


Odor  in  1002,  faintly  vegetable,  becoming  stronger  on  heating. 
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MARLBOROUGH. 

MilUiam  Brook,  near  Us  Entrance  to  the  MUlham  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


• 

o 

a 

Kksidui  ok 
Evapora- 
tion. 

Ammonia. 

• 

© 

a 
C 
o 

O 

0.38 
0.39 

NlTBOOU 
AS 

"2 

a 

s 

« 

a 

S 

e 

X 

o 

e 

1 

S 

•> 

3 
o 
H 

■ 

c 

i 

ALBUMINOID. 

Nitrates. 

• 

at 

■c 

Loss  on 
Ignltlo 

Free. 

• 

3 
8 

i 

3 

at 

3 

■8 

«© 
s  a. 

a 

z 

Average  of  12  samples  collected  in 

1902. 
Average  of  six  previous  years,    . 

0.48 
0.62 

5.30 
'  5.32 

2.00 

i 
1.97 

.0041 
.0022 

.0196  .0172 
.0192  .0174 

.0024 
.0018 

.0185 

j.0173 

i 

.0001 
.0001 

.55 

.58 

1.7 
1.9 

- 

Odor  in  1902,  vegetable  or  unpleasant,  becoming  stronger  on  heating. 


MUlham  Brook  Storage  Reservoir,  at  Surface* 


Average  of  12  samples  collected  in 

1902. 
Average  of  six  previous  years,     . 


0.41 

0.60 

I 


8.89 
4.09 


1.67 
1.70 


.0054 
.0052 


.0289 
.0297 


.0187 
.0229 


.0052 
.0068 


0.31 
0.29 


.0102 
.0080 


.0001 
.0001 


.51 
.58 


1.1 
1.3 


Odor  in  1902,  vegetable  or  distinctly  unpleasant,  becoming  stronger  on  heating.    A  very  large 
number  of  organisms  was  present  in  the  samples  collected  between  the  months  of  April  and  September. 

MUlham  Brook  Storage  Reservoir,  at  Bottom. 


Average  of  12  samples  collected  in 

1902. 
Average  of  six  previous  years,    • 


0.79 
1.05 


4.45 
4.83 


1.91 
1.95 


.0424 
.0327 


.0273 
.0342 


.0213 
.0252 


.0060 
.0090 


0.81 
0.30 


.0085 
.0078 


.0001 
.0002 


.68 


1.3 
1.4 


Odor  in  1902,  vegetable  or  faintly  unpleasant,  becoming  stronger  on  heating. 


Water  Supply  op  Marshfield.  —  Brant  Rock  Water  Company. 

Well 


August,  1902, 


0.00 


12.00 


.0006 


.0004 


I        II 

3.70  .0420.0000 


.05 


2.0 


.0050 


Water  Supply  op  Maynard. 
White  Pond. 


Average  of  4  samples  collected  in 

1902. 
Average  of  ten  previous  years,     . 


0.04 
0.04 


3.26 
2.41 


lit!1. 


0006.0106 


0.89:. 0004 


.0142 


.0089 
.0119 


.0017 
.0023 


II 


0.29 
0.29 


.0032 
.0019 


.0000 
.0000 


.14 
.16 


0.7 
0.6 


Odor  in  1902,  frequently  faintly  vegetable  or  unpleasant. 


Water  Supply  of  Medfield. 
Spring. 


Average  of  2  samples  collected  in  '0.00 
1902. 


4.40 


.0015  .0042 


0.22  .0025  .0000 


.03 


1.4 
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medfield  insane  asyx.t7m. 
Water  Supply  of  Medfield  Insane  Asylum. 

Farm  Pond  in  Sherborn. 

[Parts  per  100,000.] 


a 


IMS. 


of  4  sample*  collected  lo 
of  four  preview  years,  • 


.01 
.04 


Residue  ok 
Evapora- 
tion. 


i 


e 
o 
S 


3 


1.81 
1.01 


0.81 
0.81 


A  MM  OKI  A. 


ALBUMINOID. 


T3 

4/ 

> 

i 

i 

* 

•0m 

1 

n 
•  5 
3*. 


OOH'.OIO  .0006 


.0010 


0008.0121  .0112.0009 


a 

I 


.21 
.24 


NlTROOKBt 

AS 


I 


.0025 
.0018 


.0000 
.0000 


•9 

8 

D 
§ 

o 
a 
& 

J? 

o 


3 

e 

1 

ta 


i 


.14 
.14 


0.4 
0.2 


Water  Supply  op  Medford. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Water  Supply  of  Melrose. 
(See  Metropolitan  Water  District,  pages  95-99.) 


Water  Supply  of  Methuen. 
Tubular  Wells. 


Average  of  6  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


11 

.08 


7.82 
7.88 


.0007 
.0002 


.0066 
.0087 


.82 

.80 


.0198 
.0181 


.0000 
.0001 


.06 
.09 


8.2 
8.1 


.0096 
.0099 


Water  Supply  of  Middleborough  Fire  District. 

Well. 

[Parts  per  100,000.] 


Date  of 

Collection. 

-  Aptkasavcs. 

• 

a 
© 

il 

3 

Ammovia. 

• 

• 

1 

6 

XmOGSM 
AS 

a 

8 

o 

I6 

o 

• 

1 

0 

3 

JS 

a 
* 

• 

| 

1 

• 

i 

i 

•1 

B  8 

3 

« 

1 

• 

5 

• 

8 

194W. 

88881 

Feb.    6 

None. 

None. 

.07 

6.60 

.0016 

.0022 

.71 

.1080 

.0001 

.08 

2.9 

.0600 

wane 

Apr.    2 

V.  Blight. 
Decided. 

Cons. 

.06 

6.20 

.0010 

.0022 

.68 

.1140 

.0000 

.08 

2.5 

.0460 

40887 

June   4 

Cons. 

.88 

6.00 

.0082 

.0064 

.58 

.0210 

.0001 

.28 

2.0 

.1000 

41520 

Ang.    6 

Decided. 

V.  slight. 

.86 

6.70 

.0012 

.0084 

.67 

.0280 

.0002 

.23 

1.8 

.1200 

42048 

Sept.  8 

Decided. 

Cons. 

- 

6.20 

.0086 

.0082 

.66 

.0200 

.0000 

.16 

1.8 

.0850 

42688 

Oet.     1 

Decided. 

Blight. 

• 

6.00 

.0016 

.0066 

.60 

.0200 

.0001 

.19 

2.0 

.1100 

42749 

Oct.  16 

Decided. 

Blight. 

.40 

6.80 

.0082 

.0060 

.60 

.0800 

.0001 

.28 

2.0 

.1600 

48088 

Not.    6 

Decided. 

Cons. 

.19 

6.00 

.0046 

.0060 

.64 

.0880 

.0000 

.17 

2.0 

.0950 

48868 

Dee.    1 

V.  slight. 

Cons. 

.02 

8.80 

.0026 

.0042 

.62 

.0880 

.0000 

.17 

2.8 

.0600 

48412    Dee.    8 

BHght. 

Cons. 

.20 

6.70 

.0044 

.0048 

.62 

.0880 

.0001 

.20 

2.2 

.0860 

134 


STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 


MIDDLEBOROUGH  FIRE  DISTRICT. 

Well  —  Concluded. 

Average*  by  Year*. 
[Parta  per  100,000.] 


• 

B 
O 

Appeaeavgk. 

c 

o 

Ammonia. 

Nitrogen 

i 

1 

ai 

a 

a 

a 

a 

Date  of 
Coll 

• 

<-» 

2 
3 

u 
9 
H 

c 
« 

a 
1 

OB 

• 
6 

6  S 
©2. 

«  * 
a  > 

2« 

3 

OS 

■ 

I 

Albu- 
minoid. 

V 

• 
o 

6 

Nitrates. 

• 

i 

Oxygen 
Cona 

9 

i 
s 

• 

a 
2 

— 

1888 

. 

.00 

8.67 

.0001 

.0026 

.96 

.1494 

.0001 

. 

M 

- 

1895 

• 

• 

.06 

6.74 

.0001 

.0028 

.74 

.0687 

.0000 

.08 

2.6 

.0187 

- 

1896 

• 

• 

.18 

6.64 

.0003 

.0088 

.72 

.0665 

.0000 

.09 

2.4 

.0288 

- 

1897 

• 

• 

.09 

6.28 

.0006 

.0039 

.71 

.0580 

.0000 

.11 

2.6 

.0227 

- 

1898 

• 

- 

.16 

6.78 

.0008 

.0044 

.76 

.0687 

.0001 

.14 

2.7 

.0408 

• 

1899 

• 

. 

.16 

6.54  1 

.0010 

.0087  ' 

.69 

.0684 

.0000 

.12 

2.3 

.0820 

- 

1900 

- 

. 

.16 

6.99 

.0012 

.0037 

.69 

.0592 

.0000 

.10 

2.2 

.0489 

- 

1901 

- 

- 

.19 

6.47 

.0014 

.0053  ; 

.67 

.0762 

.0000 

.12 

2.3 

.0487 

1902* 

— 

™ 

.22 

6.26 

.0026 

.0064  : 

.62 

.0490 

.0001 

.16 

2.1 

.0841 

*  Where  more  than  one  sample  was  collected  Id  a  month,  the  mean  analysis  for  that  month  has  been 
used  in  making  the  average. 

Water  Supply  op  Middleton. 
(See  Danvers.) 

Water  Supply  of  Milford  and   Hopedale.  —  Milford   Water  Com- 
pany.    (See  also  page  29.) 

Wells. 

[Parts  per  100,000.] 


■ 

<3 

Residue  ox 

EVAPORA- 
TION. 

AMMONIA. 

• 
9 

a 
-c 

© 

2 
o 

.27 
.26 

NlTHOQE* 
AS 

i 

a 

a 
m 
a 
© 
o 

S3 

& 

& 

o 

• 

• 

9 

a 

1 

a 

1 

Loss  on 
Ignition. 

• 

! 

ALBUMINOID. 

• 

e 

• 

I 

s 
s 

• 

a 

o 

• 

«© 
*> 

► 

o 
3 

S 

Sus- 
pended. 

m 

a 

Average  of  6  samples  collected  In 

1902. 
Average  of  four  previous  years,  . 

.18 
.09 

8.82 
8.61 

.0008 
.0007 

.0074 
.0062 

- 

- 

.0172 
.0158 

.0000 
.0000 

.26 

.18 

1.0 
1.0 

.01U 
.0186 

The  samples  represent  water  from  the  wells  mingled  with  water  from  the  river  which  has  passed 
through  the  sand  filters. 

Charles  River,  above  Milford. 


Average  of  6  samples  collected  in 

1902. 
Average  of  two  previous  years,  . 


.49 
.43 


3.88 
3.74 


1.76 
1.78 


.0023 
.0033 


.0190 
.0228 


.0168 
.0202 


.0028 
.0026 


.26 
.25 


.0108 
.0066 


.0001 
.0000 


.60 
.60 


0.8 
0.5 


Odor  in  1902,  faintly  vegetable,  becoming  stronger  on  heating. 

Water  Supply  of  Millbury.  —  Millbury  Water  Company. 

Well. 


Average  of  6  samples  collected  in 

1902. 
Average  of  five  previous  years,    . 


.01 
.02 


6.15 
5.09 


.0002 
.0007 


.0017 
.00231 


.23 
.23 


.0272 
.0218 


.0000 
.0001 


.02 
.03 


2.1 
2.4 


.0048 
.0071 
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Water  Supply  of  Millis. 
Aqua  Rex  Spring. 

[Parts  per  100,000.] 
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MILLIS. 


■ 

Jl 

"3 

Kbsidub  on 
EvAro  RA- 
TION. 

Ammonia. 

• 

e 
"C 

fl 
.69 

NlTBOGBN 
A8 

9 

a 

s 

B 

5 

B 

s, 

►. 

M 

o 

• 

at 

s 

B 

ta 

m 

• 

3 

Loss  on 
Ignition. 

• 

S 

to 

ALBUMINOID. 

• 

m 

a 
5 

5 

■ 

I 

-c 

<** 

5 

, 

a 

•a 

9 

► 

1 

s 

Sus- 
pended. 

m 

! 

7.00 

- 

.0006 

.0020 

- 

- 

.1000 

.0000 

.01 

8.0 

.0080 

Water  Supply  op  Milton.     (See  also  pages  80-32.) 
(See  Metropolitan  Water  District^  pages  95-99,  and  Hyde  Park,  page  122.) 

Tlw  water  supply  of  Milton  was  obtained  from  the  Hyde  Park  Water  Company  until  March  1. 
From  that  time  until  August  22  water  for  the  low-service  district  was  obtained  from  the  Metropolitan 
Water  District,  and  sinoe  August  22  the  entire  supply  has  been  obtained  from  the  Metropolitan  District. 


Water  examined  in  Connection  with  Advice  to  Oliver  H.  Flanders.    (See  also 

page  32.) 

[Parts  per  100,000.] 


• 

1 

Apfbasancb. 

it  Ion. 

Ammonia. 

NlTBOOBN 
AS 

i 

• 

u 

i 

9 

8 

i 

• 

i 

Sediment. 

© 

1     go 

9  m 
S  ► 
SH  . 

s 

• 

1 

6k 

Albu- 
minoid. 

B 

o 

• 

■9 

9 

55 

■ 

at 
« 

Oxygen 

Oonsu 

• 

• 
S 

B 

8, 

• 

e 

£ 

IMS. 

38866 

Feb.    4 

None. 

None. 

.01 

8.00 

.0000 

.0006 

.66 

.0230 

.0000 

.01 

3.4 

.0060 

The  sample  was  collected  from  a  faucet  In  the  house  of  O.  H.  Flanders,  supplied  from  a  well  in 
East  Milton. 

Water  Supply  of  Monson. 
Well 

[Parts  per  100,000.] 


• 

t- 

1 

KXSIDUB  ON 

EVAPOBA- 

TION. 

Ammobia. 

■ 
9 

a 
"C 

o 

o 
.11 

.12 

NlTBOOBN 
AS 

! 

s 
M 

B 

3 

B 
• 

R 

M 
O 

• 

• 

m 
• 

B 

1 

• 

Loss  on 
Ignition. 

• 

§ 

to 

ALBUMINOID. 

• 

8 

■*» 

t 

• 
tJB 

s 

2 

■ 

6 

i 

o 

at 

3 

Sus- 
pended. 

• 

a 

s 

Average  of  6  samples  collected  in 

1902. 
Average  of  six  previous  years,    . 

.00 
.00 

8.23 

3.77 

- 

.0001 
.0002 

.0010 
.0012 

- 

- 

.0090 
.0084 

.0000 
.0000 

.01 
.02 

1.0 

1.1 

.0072 
.0077 
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montague. 

Water  Supply  of  Montague. — Turner's  Falls  Fire  District. 

Lake  Pleasant. 

[Parte  per  100,000.] 


• 

O 

o 

u 

Rbsidck  oh 
Evapora- 
tion. 

AMMONIA. 

• 

• 
e 
'C 

O 

Q 
.11 

.12 

I 

i 

NlTBOOBN 
▲8 

* 

i 

9 

e 

a 

e 

S 

M 

o 

• 

«» 
a 

m 

• 

73 

o 

Losion 
Ignition. 

i 

ALBUMINOID. 

• 

• 
m 

is 

2 

i 

• 

m 

« 

i 

• 

• 

© 

5 

Sus- 
pended. 

m 

B 

8 

Average  of  4  samples  collected  In 

1002. 
Average  of  nine  previous  year*,  . 

.04 
.04 

8.40 
2.27 

0  06 
0.72 

.0015 
.0010 

.0071 
.0091 

.0061 
.0074 

.0010 
.0017 

1.0027 
j.0035 

.0000 
.0000 

.10 

.11 

0.4 
0.4 

"* 

Odor  in  February,  1002,  unpleasant. 

Waters  examined  in  Connection  with  Advice  to  the  Miller's  Falls  Company. 

also  page  32.) 

[Parts  per  100,000.] 


(See 


Date  of 

Collection. 

Appbabancb. 

Residue  on 

Evaporation. 

Ammonia.   I 

I 

• 

(3 

i 

6 

NlTBOGBN 
AS 

Oxygen 

Consumed. 

■ 

8 

c 

s 

Number. 

• 

9 
H 

B 
0) 

s 

i 

• 
O 

6 

i 

Albu- 
minoid. 

• 

• 

s 

• 

© 

55 

• 

i 

S8886 

88760 

19*%. 

Feb.    8 
Jan.  28 

None. 
None. 

V.  Blight. 
V.  alight. 

.00 
.02 

8.00 
3.70 

.0000 
.0000 

.0020 
.0004 

.88 
.16 

i 

'.1700 
j.0060 

.0000 
.0000 

.02 
.02 

2.0 
1.0 

.0050 
.0100 

The  first  sample  was  collected  from  a  tubular  well  on  the  premises  of  the  Miller's  Falls  Company, 
formerly  need  as  a  source  of  supply  for  the  factory  and  a  considerable  number  of  houses  In  the  village; 
the  last,  from  a  new  6-inch  tubular  well  beneath  the  lower  mill  of  the  Mlller*a  Falls  Company. 


Water  Supply  of  Nahant. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Water  Supply  of  Nantucket.  —  Wannacomet  Water  Company. 

Wannacomet  Pond. 

[Parts  per  100,000.] 


• 

a 

3 

o 

§ 

o 

s 
S 

APPBABANCB. 

Residus  on 

Kvapoba- 

tion. 

Ammonia. 

• 
e 

§ 

2.28 
2.27 
2.46 
2.80 

2.82 

2.26 

1 

Nitboobn 

AB 

a 

a 
e 

8 

a 
& 

s 

• 

3 

1 

• 

t- 

O 

8 

• 

3 

Loss  on 
Ignition. 

• 

1 

ALBUMINOID. 

• 

3 
c 

• 

• 
as 

■ 

1 

a 

9 

• 

*•* 

5 

► 

I 

49 

Sus- 
pended. 

• 

S 

«» 

e 

"2 
« 
a 

80066 

40780 
42486 
48674 

190*. 

May     6 
June  24 
Sept.  23 
Dec.  28 

V.  Blight.   Blight. 
None.        Blight. 
Decided.    Cons. 
V.  Blight. '  Cons. 

.01 
.02 
.21 
.01 

6.10 
6.10 
0.00 
7.00 

1.70 
1.76 
3.00 
2.76 

.0006 
.0032 
.0040 
.0140 

.0064 
.0031 

.0162 
.017i 
.0444 
.0186 

.0114 
.0118 
.0216 
.0164 

.0088 
.0064 
.0228 
.0032 

.0088 
.0003 

.0020 
.0020 
.0010 
.0020 

.0017 
.0024 

.0000 

.oooo 

.0000 

.0000 

.0000 
.0000 

.10 
.10 
.17 
.18 

i.l 

1.4 
1.4 
1.3 

Av... 

1 

.06 

|  7.06 

2.80 

.0238>.0160 

.14 
.16 

l.S 

i 

.10 

Average  of  eleven  previous  years,  . 

6.86 

1.70 

.0262 

.0160 

1.6 

Odor  daring  the  latter  part  of  1002,  unpleasant.    The  organism  Anabcnta  was  present  In  Urge 
numbers  In  the  sample  collected  in  September,  and  was  found  In  the  sample  collected  In  December. 
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NANTUCKET. 


Wells  near  Wannaccmet  Fond. 

[Parte  per  100,000.] 


5 

6 


Average  of  8  samples  collected  In  0.06 
1602.  I 

Average  of  6  sample*  collected  In  0.00 
1901. 


Residue  ok 

Evapora- 

tion. 

e 

S 

• 

I 

6 

Loss  on 
Iffnl 

7.80 

- 

6.47 

- 

Ammonia, 


ALBUMINOID. 


i 


l 

3 

a 


1 

a 


.0062 
,0049 


.0065 
.0082 


4 

! 

S 


2. SI 

I 
I 

2.25 


NlTBOOEH 
AS 


* 

I 

s 


s 


.0128 
.0168 


.0001 
.0001 


s 

a 


O 


i 

e 

•2 

s 


a 
8 


0.10 


1.7 


0.041.4 


.0228 
.0098 


Water  Supply  op  Natick.      (See  also  page  38.) 

Dug  Pond. 


Average  of  6  sample*  collected  In 

1902. 
Average  of  eleven  previous  years, 


0.18 
0.12 


4.89 
5.48 


1.82 
1.53 


.0064 
.0056 


.0176 


.0155 


.0187  .0159 


.0021 
.0028 


0.52 
0.72 


.0116 
.0211 


.0001 
.0002 


0.26 
0.25 


2.1 
2.2 


Odor  In  1902,  generally  distinctly  unpleasant. 


Water  Supply  of  Needham. 
Well  No.  1. 


Average  of  6  samples  collected  in 
,     1902. 
Average  of  eight  previous  years, 

0.00 
0.00 

6.65 
6.10 

~  '  i 
i 

.0002 
.0002 

.0014 
.0009 

- 

- 

0.57 

0.73 

1 

.1405 
.1675 

i 
.0000 

1 

.0000 

1 

1 

0.02.1.8 
0.022.0 

.0055 
.0017 

Well  No.  2. 

Average  of  6  samples  collected  in 

1902. 
Average  of  two  previous  years,  . 

0.00 
0.00 

6.22 
6.96 

i 

i 

.0001 
.0004 

.0011 
.0020 

- 

0.58 
0.68 

.1550 
.2180 

.0000 
.0001 

0.01 
0.01 

2.0 
2.5 

.0052 
.0041 

Water  Supply  of  New  Bedford. 
Old  Storage  Reservoir. 


Average  of  4  samples  collected  in 

1902. 
Average  of  ten  previous  years,  . 


0.97 
1.11 


4.62 

4.74 


2.11 


.0032 


2.27  .0017 


.0266.0232 

i 

.0238.0208 


.0034 
.0030 


0.52 
0.52 


.0025 
.0062 


.0000 
.0000 


0.99 
1.03 


0.8 
1.0 


Odor  in  1902,  vegetable,  becoming  stronger  on  beating.    Tbe  organism  Anabana  was  present  in  tbe 
sample  collected  in  August. 
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Little  Quittacas  Pond,  in  Lakeville. 

[Parte  per  100,000.] 


i 

BsaiDUi  ON 
Evapora- 
tion. 

Ammonia. 

• 
«> 

a 

T, 

e 

2 

° 
l 

.48 

Niraoonr 

AS 

• 

1 

• 
e 
o 
o 

a 

& 

M 

o 

m 

m 

S 
1 

& 

i 

o 
H 

Lots  on 
Ignition. 

1 

ALBUMINOID. 

m 

1 

$ 

s 

• 

s 
5 

■ 

1 

| 

s 

• 

1 

a 

00 

i 

Average  of  12  sample*  collected  In 

1902. 
Average  of  nine  previous  years,  . 

0.2ft 
0.10 

8.81 
8.20 

1.02 
1.26 

.0017 
.0008 

.0MS 
.01TT 

.0146 
.0149 

.0020 
.0028 

.0012 
.0020 

.0000 

.0000 

.46 
.86 

0.7 
0.7 

- 

Odor  i&  1902,  frequently  faintly  vegetable,  becoming  stronger  on  heating. 


Great  Quittacas  Pond,  in  Lakeville. 


Average  of  4  samples  collected  in 

1902. 
Average  of  nine  previous  years,  . 


0.41 
0.48 


8.27 
8.64 


1.69 
1.66 


.0017 
.0006 


.0177 
.0174 


.0147 
.0168 


.0080 
.0021 


.47 
.62 


.0006 

.0018 


.0000 
.0000 


.00 
.60 


0.6 
0.6 


Odor  in  1902,  vegetable  or  unpleasant. 


Faucet  in  City  Hall 


Average  of  12  samples  eolleeted  in 

1902. 
Average  of  three  previous  years, 


0.24 
0.20 


8.20 
8.88 


1.47 
1.40 


.0016 
.0018 


.0167 
.0179 


.0147 
.0162 


.0020 
.0017 


.47 

.49 


.0012 
.0014 


.0000 
.0000 


.46 
.89 


0.6 
0.7 


Odor  in  1902,  frequently  faintly  vegetable,  becoming  stronger  on  heating. 


Water  Supply  op  Newburtpobt. 

Wells. 


Average  of  6  samples  collected  in 

1902. 
Average  of  nine  previous  years,  . 


0.08 
0.12 


6.80 
6.46 


.0004 
.0006 


.0048 
.0041 


.47 
.66 


.0282 
.0200 


.0000 
.0000 


.10 

.09 


2.1 
2.6 


.0843 
.0272 


Watbb  Supply  op  Newton. 
Wells  and  Filter  Gallery. 


Average  of  8  samples  collected  in 

1902. 
Average  of  ten  previous  years,    . 


0.04 
0.03 


6.84 
6.76 


.0006 
.0004 


.0032 
.0027 


.45 
.42 


.0486 
.0271 


.0000 
.0000 


.06 
.07 


2.4 
2.6 


.0057 
.0088 
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NORTH  ADAMS. 


Water  Supply  of  North  Adams. 
Notch  Brook  Storage  Reservoir. 

[Parte  per  100,000.] 


Rksidux  ov 

* 

EVAPORA- 

Ammonia. 

NlTBOGB* 

% 

o  ' 

TION 

• 
9 

a 
3 

At 

a 

a 
« 

B 
O 

O 

B 
& 

• 

8 

«> 
a 

"E 

3 

Ignition. 

• 

t 

ALBUMINOID. 

• 

8 

e 

• 

8 
"E 

3 

• 

► 
8 

■c 

-1 

• 

a 

o 

s 

In. 

6m 

£ 

• 
5 

49 

.06 

55 

5 

O 

S 

Average  of  4  earn  plea  collected  in 

.04 

6.22 

1.25 

.0082 

.0090 

.0060 

.0016 

.0022 

.0002 

.16 

4.6 

— 

1902. 

I 

i 

i 

Average  of  six  previous  years,     . 

.06 

1 

7.52 

1.20  1.0027 

1 

.0064 

.0063 

.0021 

.07 

.0080 

i 

.0000 

.18 

6.6     - 

Broad  Brook,  in  Pownal,  Vt. 


Average  of  4  samples  eolleeted  in 

1902. 
Average  of  six  previous  years,    . 


.20 

.15 


8.40 
4.34 


1.60 
1.27 


.0020 
.0008 


.0104 
.0077 


.0081 
.0061 


.0028 
.0016 


.06 
.07 


.0190 
.0142 


.0000 
.0000 


.46 
.29 


1.4 
2.6 


Odor  In  1902,  occasionally  faintly  vegetable. 


Water  Supply  op  Northampton. 
Middle  Storage  Reservoir  on  Roberts'  Meadow  Brook. 


Average  of  4  samples  collected  in 

1902. 
Average  of  six!  previous  years,     . 


.20 
.26 


3.90 
8.90 


1.84 
1.86 


.0011 
.0011 


.0112 
.0186 


.0094 
.0109 


.0018 
.0026 


.11 
.10 


.0080 
,0088 


.0000 
.0000 


.88 
.88 


1.4 
1.5 


Odor  in  August,  1902,  faintly  unpleasant,  becoming  stronger  on  heating. 


West  Brook,  in  Whately. 


Average  of  12  samples  collected  in 
1902. 


.18 


8.78 


1.16 


^ 

.0009.0068 


.0061 


.0012 


.09 


.0087 


.0000 


24 


1.7 


Odor,  occasionally  faintly  vegetable. 


Water  Supply  of  North  Axdoyrr. 

Great  Pond. 


Average  of  4  samples  collected  in 

1902 
Average  of  three  previous  years, 


.14 

.11 


8.22 
8.89 


1.42 
1.21 


.0015 
.0017 


.0179 
.0194 


.0159 
.0172 


.0020 
.0022 


.32 
.82 


i 


.0082 
.0020 


.0000 
.0000 


.82 
.83 


M     - 

1.2     - 


Odor  in  1902,  generally  vegetable.    The  organism  Uroglma  was  present  in  the  sample  collected  In 
September. 
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north  attleborough. 

Water  Supply  op  North  Attleborough. 

Well 

[Parte  par  100,000.] 


Average  of  7  samples  eolleoted  lo 

1002. 
Average  of  ten  previous  years,    • 


1 


.01 
.01 


RSSIDUB  ON 
EVAPORA- 
TION. 


£ 


G 


§' 


3 


6.87 

6.67 


AMMoina. 


ALBCXIKOID. 

* 

► 

i 

i 

3 
© 

© 

s 

si 

u* 

H 

e 

00 

.0004 

.0004 


.0010 
.0018 


• 
e 


O 


.67 
.66 


NlTBOGEK 


! 


8 

5 


.0641 
.0481 


.0000 

.0000 


a 

B 
m 

I 

a 
S> 

& 

O 


.06 
.02 


8 

e 

•8 


e 
£ 


8.0.0087 
3.0.0081 


Water  Supply  op  Northborough. 
Lower  Reservoir. 


Average  of  4  samples  collected  in 

1002. 
Average  of  six  previous  years,     • 


.66 
.66 


3.82 
3.70 


1.77 
1.61 


.0026 
.0020 


.0204 
.0227 


.0168 
.0106 


.0086 
.0081 


.21 
.21 


.0066 
.0038 


.0000 
.0000 


.70 
.60 


0.7 
0.0 


Odor  in  1002,  faintly  vegetable,  becoming  stronger  on  heating. 

Water  Supply  of  Northbridge.  —  Whitin  Machine  Works. 

Spring  No.  2. 


Average  of  4  samples  eolleoted  in 

1002. 
Average  of  0  samples  eolleoted  in 

1001. 

.12 

.09 

3.81 
2.97 

i 
i 

.0028 
.0002 

.0063 
.0063 

- 

- 

.82 
.26 

.0217 
.0169 

.0000 
.0000 

.17 
.10 

0.7 
0.6 

.0103 
.0052 

Odor  in  October,  1002,  vegetable. 

Spring  No.  3. 

Average  of  4  samples  eolleoted  in 

1002. 
Average  of  4  samples  collected  in 

1001. 

.ni 

.12 

3.10 
8.46 

- 

.0007 
.0000 

.0060 
.0060 

- 

• 

.10 
.10 

.0020 
.0076 

.0000 
.0000 

.26 

0.6 
0.0 

.0073 
.0072 

Cook  Allen  Brook. 

Average  of  4  samples  collected  in 
1002. 

.32 

3.06 

1.26 

.0011 

.0107 

.0080 

.0018 

.18 

.0016.0000 

.48 

0.3 

- 

Odor  in  July,  distinctly  unpleasant. 


Water  Supply  op  North  Brookfield. 

Doane  Pond. 


Average  of  4  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.49 
.66 


3.16 
3.67 


1.46 
1.63 


.0043 
.0068 


.0280 
.0297 


.0180 
.0244 


.0060, 

.0063 

I 


.14 

.16 


.0047 
.0056 


.0002 
.0001 


.60 

i 

.62 


0.8 
0.9 


Odor  in  1902,  vegetable  or  unpleasant.    A  large  number  of  organisms  was  found  in  the  sample 
collected  In  January,  consisting  chiefly  of  Fsridinium. 
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NORTH  BROOKFIELD. 


North  Pond. 

[Parts  per  100,000.] 


5 


Average  of  4  samples  collected  in 

1902. 
Avenge  of  five  previous  years,   . 


.681 
.61 


Rasmus  on 

EVAPORA- 
TION. 


I 


e 
o 


n 


8.40 
8.47 


1.64 
1.68 


Ammonia. 


.0088 
.0064 


ALBUMINOID. 


6 


.0266 
.0310 


m 

a 


a 

CD 


.0207 
.0246 


.0048 
.0066 


• 

I 


.16 
.16 


Nitboosn 

AS 


S 


.0082 
.0003 


.0000 
.0001 


§ 

a 

3 

a 

& 

►» 

M 

o 


1 

a 

a 


.88 


0.4 


.00  0.7 


Odor  In  1002,  generally  vegetable  and  occasionally  unpleasant.    The  organism  Anabana  was  present 
In  the  sample  collected  in  August. 

Water  Supply  op  Nobthfield.  —  Northpield  Water  Company. 

Reservoir, 


Average  of  4  samples  collected  in 

1902. 
Average  of  two  previous  years,   . 


.18 
.10 


2.81 
2.06 


1.06 
0.06 


.0004 
.0008 


.0008 
.0008 


.0060 
.0002 


.0018 
.0000 


.07 
.10 


.0017 
.0020 


.0000 
.0000 


29 
.80 


0.7 
0.7 


In  1902,  a  faintly  vegetable  odor  was  developed  In  several  of  the  samples,  when  heated.    The 
organism  Anabana  was  present  in  the  sample  collected  in  August. 

Norton. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities. 

page  34.) 

[Parts  per  100,000.] 


(See  also 


e 
o 

Apfbababcb. 

■ 

e 
o 

r 

Ammonia. 

Nitboobn 

i 

*s 

■tf 

AS 

a 

w 

9 

a 

s 
95 

Date  of 

Collc< 

5 

•9 

s 

a 

• 

o 

s 

•  « 

o  ► 

SW 

.    8 

a 

i 

u 

* 

■  1 

< 

• 

• 
c 

o 

§ 

• 

« 
t 

s 

• 

m 
■S 
~u 

5 

Oxygen 

Consa 

• 
«> 

c 

• 

196*. 

. 

; 

39921 

May    6 

None. 

None. 

.06 ; 

4.20 

.0014 

.0118 

.22 

.1060 

.0000 

.28 

2.0 

.0080 

^ 

i 

The  sample  was  collected  from  a  well  on  the  southerly  side  of  Main  Street,  west  of  the  Unitarian 
church. 


Water  Supply  op  Norwood. 
Buckmaster  Pond  in  Dedham. 

[Parts  per  100,000.] 


• 

• 

8 

ke8iduk  on 
Evapora- 
tion. 

Ammonia. 

. 

9 

e 
•c 
2, 

!  u 

.84 
.88 

Nitboosn 
as 

i 

a 
• 
c 
o 

o 

1 

* 

1  o 

1 

• 

• 

s 

a 

I 

• 

i 

Loss  on 
Ignition. 

1 

ALBUM  I  VOID. 

• 

1 

5 

■ 

1 

• 

3 

o 

► 
o 
S 

5 

Sus- 
pended. 

• 

S 

8 

Average  of  12  samples  collected  in 

1002. 
Average  of  eleven  previous  years, 

.10 
.12 

2.02 
2.86 

1.15 
1.13 

.0080 
.0061 

.0168 
.0201 

.0187 
.0104 

.0021 
.0087 

.0036 
.0047 

.0001 
.0000 

.28 
.27 

0.6 
0.0 

Odor  in  1902,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. 
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ORANGE, 


Water  Supply  of  Orange. 
Distributing  Reservoir. 

[Parts  per  100,000.] 


RftSIDUK  OH 
EVAPORA- 
TION. 

Ammonia. 

• 

• 
c 

i 

6 

.09 
.IS 

Nmooss 

AS 

• 

• 

§ 

m 

a 

8 
8 

M 

o 

•  • 

S 

« 

c 

5 

• 

1 

Loss  on 
Ignition. 

• 

l 

fa 
.0014 
.0007 

ALBUMINOID. 

• 

I 

J 

5 

£ 

* 

• 

1 

• 

► 
| 

S 

• 

1  c 
ce 

« 

a 
S 

Average  of  4  samples  collected  In 

1002. 
Average  of  eight  previous  years, . 

.03 
.16 

3.00 
8.11 

1.13 
0.06 

.0104 
.0086 

.0077 
.0071 

.0027 
.0015 

.0017 
.0027 

.0000 
.0000 

.21 
.24 

0.6 
0.6 

Odor  in  1002,  generally  vegetable  or  unpleasant.    The  organism  Dinobryon  was  present  in  large 
numbers  in  the  sample  collected  in  March. 

Water  Supply  op  Palmer  Fire  District.  —  Palmer  Water  Company. 

Lower  Reservoir. 


Average  of  4  samples  collected  in 

1002. 
Average  of  five  previous  years,    . 


.26 
.28 


3.65 
8.89 


1.87 
1.11 


.0014 
.0008 


.0166 
.0144 


.0129 
.0119 


.0027 
.0026 


.12 
.18 


.0016 
.0081 


.0000 
.0000 


.84 
.82 


0.7 
0.7 


Odor  in  1902,  generally  vegetable  or  unpleasant.    The  organism  Synura  was  present  in  the  samples 
collected  in  March  and  September. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities.    (See  also 

page  34.) 

[Parts  per  100,000.] 


Dale  of 

Collection. 

Appkabancr. 

Residue  on 

Evaporation. 

Ammonia. 

• 

• 
a 
■c 

o 

NlTROQRN 
AS 

Oxygen 

Consumed. 

• 

3 

B 

• 

§ 

• 

2 

A 
■* 

a 

a 
• 

a 

1 

•3 
o 

• 
C 

Albu- 
minoid. 

• 

tJO 

s 

n 

£ 

• 

5 
53 

• 

c 

*4 

88761 
88804 

1909. 

Jan.  24 
Jan.  30 

V.  slight. 
V.  slight. 

Cons. 
Slight. 

.09 
.04 

8.60 
8.16 

.0014 
.0000 

.0066 
.0044 

.11 
.it 

.0080 
.0060 

.0000 
.0000 

.18 

*10 

0.6 
0.8 

.0080 
.0040 

The  first  sample  was  collected  from  a  spring  in  Monson,  supplying  several  houses  in  Palmer;  the 
last,  from  a  faucet  in  a  house  supplied  from  this  spring. 


Water  Supply  op  Peabody. 
Brown's  Pond. 

[Parts  per  100,000.] 


i 

• 

u 

i 

KltSIDCK  ON 

Evapora- 
tion. 

Ammonia. 

* 

• 

B 

•c 

o 

6 

.60 
.66 

Nitbooen 

AS 

• 

a 

a 

i 

o 

a 

5 

O 

_  m 

"5 

2 

Loss  on 
Ignition. 

1 

albuminoid. 

Nitrates. 

• 

s 

2 

• 

a 

• 

•-• 

o 

■9 
M 

5 

Sus- 
pended. 

• 

• 
a 

W 

Average  of  4  samples  oollected  in  1902, 
Average  of  seven  previous  years, . 

.16 
.16 

3.17 
2.06 

1.35 
1.17 

.0019 
.0009 

.0160 
.01(0 

.0184 
.0144 

.0026 
.0026 

.00871.0000 
.0039J.0000 

.28 
.29 

0.6 
0.6 

Odor  in  1902,  vegetable  or  unpleasant  when  heated. 
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Spring  Pond, 

[Parte  per  100,000.] 


143 


FEABODY. 


Avenge  of  4  sample*  collected  In  1002, 
Average  of  eight  previous  yean,  . 


.06 


Rkbidok  om 

Eyapoea- 

tiov. 


8.80 


.08 '  8.8? 


s 


1.46 
1.16 


Amhovia. 


* 

I 


ALBUMINOID. 


► 
Q 


•a 

a 

to 


.0028 
.0086 


.0146 
.0146 


.0111 
.0116 


.0084 

.0080 


v 

a 

-c 

Q 
S 


.60 


NlTBOQZ* 
AS 


I 


S5 


.0006 
.0022 


.0000 
.0000 


a 

a 

8 

I 

U 

o 


.17 
.17 


i 


1.4 

1.4 


Odor  In  1002,  generally  faintly  vegetable  or  unpleasant. 

Pembroke. 
Oldham  Pond. 


Average  of  4  samples  collected  In  1002, 
Average  of  four  previous  years,   . 


.20 
.20 


8.00 
8.68 


1.62 
1.88 


.0017 
.0018 


.0246 
.0216 


.0103 
.0182 


.0062 
.0088 


.66 
.61 


.0080 
.0010 


.0001 

i 

.0000 

I 


.42 
.42 


0.6 
0.6 


Odor  In  1002,  vegetable  or  unpleasant.    This  pond  Is  not  used  as  a  source  of  water  supply. 


Water  Supply  op  Pittsfield. 
Socket  Brook  Reservoir. 


Average  of  4  samples  collected  In  1002, 
Average  of  six  previous  years. 


.12 
.11 


5.41 
6.66 


1.61 
1.44 


.0028 
.0014 


.0004 
.0118 


.0084'.  0010 ! 
.0000  .0014 


.08 
.00 


.0112 
.0118 


.0001 
.0000 


.21 
.20 


8.8 
6.1 


Ashley  Brook  Reservoir. 

Average  of  4  samples  collected  In  1002, 
Average  of  six  previous  yean, 

.20 
.16 

6.84 
6.88 

2.00 
1.69 

.0060 
.0010 

.0100 
.0126 

.0171 
.0100 

.0028 
.0016 

i 
.00 

.00 

1 
1 

.0067 
.0108 

.0000 
.0000 

.88 
.26 

8.8 
4.8 

Hathaway  Brook  Reservoir. 


Average  of  4  samples  collected  in  1002, 
Average  of  six  previous  years, 


.06 
.06 


7.81 
8.86 


2.16 
1.81 


.0026 
.0007 


.0080 
.0070 


.0072 
.0068 


.0017 
.0011 


.10 
.10 


.0142 
.0140 


.0000 
.0000 


.17 
.18 


6.6 

7.0 


Mill  Brook  Reservoir. 


Average  of  4  samples  collected  in  1002, 
Average  of  six  previous  yean, 


.05 
.04 


4.86 
6.15 


1.87 
1.01 


.0003 
.0010 


.0068 
.0068 


.0047 
.0062 


.0006 
.0011 


.06 
.08 


.0072 
.0080 


.0000 
.0000 


.14 
.11 


2.0 
3.6 


144 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 


PLYMOUTH. 


Water  Supply  of  Plymouth. 
Little  South  Pond. 

[Parte  per  100,000.] 


Average  of  6  sample*  collected  In 

1902, 
Average  of  eight  previous  years, . 


o* 

6 


.02 
.02 


residue  oh 
Evapora- 
tion. 


1 


B 


2.69 
2.60 


0.Q8 
0.83 


Ammonia. 


ALBUMINOID. 

• 

3 

o 

• 

3 

ft 

• 

« 

.  c 

J.  • 

00 

.0016 
.0000 


.0127 
.0160 


.0112 
.0139 


.0016 
.0021 


«i 

i 


.67 

I 
.60, 


NmooRS 


s 


s 


.0008 
.0016 


.0000 
.0000 


a 

a 

B 

e 
c' 

5 


3 

B 

SB 


B 
O 
u 


1.13  0.1 

:.i2j  o.i 
i 


Odor  in  March  and  December,  1002,  unpleasant ;  at  other  times,  generally  vegetable.  The  organism 
AnabcBiia  was  present  in  large  numbers  in  the  samples  collected  in  June  and  September,  and  Ur  off  Una 
in  the  sample  collected  in  March. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities,    (See  also 

i  page  35.) 

[Parts  per  100,000.] 


Date  of     ' 

Collection. 

Appkabanck. 

Resldne  on 
Evaporation. 

Ammonia. 

■ 

© 

6 

o 

3 

NrnoGKH 

AS 

• 

1 

B 
H 

o 

• 

i 

a 

I 

a 

• 

1 

a 

B 

• 

1 

B 

H 

B 
« 

B 

•3 
<y 

00 

§ 

• 

£ 

i 

Albu- 
minoid. 

1 

2 

m 
3 

s 

as 

• 

B 
O 

la 

30013 

1901. 

Aug.  23 

V.  slight. 

None. 

.01 

14.60 

.0004 

.0022 

2.77 

.1920 

.0001 

.01 

4.2 

.0080 

87213 

Sept.  18 

None. 

None. 

.00 

15.70 

.0000 

.0016 

2.91 

.2400 

.0001 

.08 

4.9 

.0160 

37605 

Oct.     8 

None. 

* 

None. 

.00 

15.40 

.0000 

.0016 

2.94 

.2200 

.0002 

.02 

6.8 

.0050 

89018 

1908. 

Feb.  18 

None. 

None. 

.00 

14.40 

.0006 

.0018 

2.85 

.8600 

.0000 

.01 

5.0 

.0070 

The  samples  were  collected  from  a  spring  oh  Water  Street  near  the  foot  of  Chilton  Street. 


Water  Supply  of  Provincbtown. 
Open  Basin. 

[Parts  per  100,000.] 


Average  of  6  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


$5 


.92 


Residue  on 
Evapora- 
tion. 


3 


B 
O 

•a 

•i 


3 


Ammonia. 


10.88 
10.49 


ALBUMINOID. 

• 

© 

£ 

3 

© 

3 

• 
•9 

-8 
AS 

e 

« 

DO- 

h 

H 

5 

oo 

.0110 
.0124 


.0176 
.0188 


© 

a 
•c 

p 


2.60 
2.68 


Nitrogen 
as 


8 
t 

mm 


5 


.0062 
.0056 


.0001 
.0001 


a 

a 

at 

! 

B 
© 

o 


6 
3 


75 
.71 


2.5 
2.5 


.4100 
.8576 


Odor  in  June,  1902,  distinctly  unpleasant. 
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QTJINCY, 


Water  Supply  op  Quincy. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Watbb  Supply  of  Randolph  and  Holbrook. 
Great  Pond  in  Randolph  and  Braintree. 

[Parte  per  100,000  ] 


• 

ft. 

1 

? 

KaaiDcs  on 
EvAPoaA- 

TIOM. 

AXMOVIA. 

e 
1 

e 

.62 
.54 

NlTKOQEV 
AS 

3 

s 

a 

m 
G 

6 

1 

o 

• 
c 
"E 

■ 

o 

• 

a 
o 

3 

r 

i 

ALBDMIVOIO. 

• 

5 

• 

i 

§ 

• 

3 

o 

« 

> 

o 

m 
m 

5 

Sus- 
pended. 

• 

i 

Average  of  6  aamplee  collected  In 

1902. 
Average  of  eight  previous  years, . 

.84 

.46 

8.77 
4.05 

1.44 
1.66 

.0012 
.0000 

.0154 
.0103 

.0141 
.0172 

.0013 
.0021 

.0043 
.0042 

.0000 
.0000 

.60 
.68 

0.0 
1.0 

- 

Odor  in  1902,  frequently  faintly  vegetable,  becoming  stronger  on  beating. 


Water  Supply  of  Reading. 
Filter  Gallery. 

[Parts  per  100,000.] 


Date  of 

Collection. 

Aptkabance. 

Residue  on 
Evaporation. 

Ammonia. 

• 

e 

B 

"E 
6 

j    NlTKOOXV 
AS 

Oxygen 

Conanmed. 

• 

• 

41 

C 

1 

• 

ft. 

z 

a 

a 

• 

S 

. 
a 

l 

i 

c 

o 

o 

i 

I. 

3 

"3 

e 

< 

1 

• 

2 
t 

2 

• 

8 
5 

i 

88080 
89648 
40888 

41677 
42720 
48487 

1909). 

Feb.  11 
Apr.    6 
Jane  0 
Ang.  12 
Oct.   14 
Deo.  14 

Decided. 
Decided. 
Decided. 
Decided. 
Decided. 
Decided. 

Cona. 
Cons. 
Cons. 
Cons. 
Com. 
Cona. 

0.65 
0.65 
1.06 
0.70 
0.60 
0.70 

i 

8.00 
6.60 
7.60 
7.80 
7.70 
8.70 

i 

.0082 
.0080 
.0088 
.0106 
.0112 
.0118 

.0006 
.0112 
.0182 
.0122 
.0086 
.0180 

.40 
.37 
.41 
.48 
.47 
.51 

.0100 
.0070 
.0060 
.0020 
.0010 
.0030 

.0000 
.0002 
.0000 
.0001 
.0000 
.0000 

.40 
.57 
.74 
.62 
.55 
.40 

4.0 
2.0 
8.1 
1.8 
2.0 
8.1 

.1000 
.0800 
.1400 
.1400 
.0800 
.1000 

Averages  by  Tears. 

. 

1801 

_ 

. 

0.18 

12.96 

.0016 

.0063 

.43 

.0004 

.0001 

6.1 

• 

1802 

• 

— 

0.44 

0.25 

.0042 

.0073 

.64 

.0071 

.0001 

• 

8.4 

— 

• 

1898 

- 

- 

0.64 

10.08 

.0034 

.0087 

.66 

.0032 

.0001 

.86 

8.0 

.1261 

• 

1804 

- 

• 

0.45 

12.76 

.0043 

.0107 

.68 

.0020 

.0000 

.86 

6.0 

.2642 

— 

1895 

• 

- 

0.61 

13.88 

.0088 

.0114 

.72 

.0048 

.0000 

.44 

6.6 

.2277 

— 

1806 

- 

m 

0.52 

11.50 

.0080 

.0089 

.61 

.0060 

.0001 

.40 

4.1 

.2606 

• 

1897 

- 

- 

0.76 

11.12 

.0000 

.0110 

.63 

.0068 

.0001 

.44 

4.0 

.2644 

- 

1898 

- 

- 

0.82 

0.61 

.0005 

.0141 

.44 

.0008 

.0000 

.64 

8.0 

.2264 

— 

1899 

• 

- 

0.67 

7.80\ 

.0000 

.0109 

.44 

.0025 

.0000 

.60 

2.4 

.1721 

— 

1900 

- 

• 

0.50 

0.27 

.0105 

.0008 

.46 

.0041 

.0000 

.43 

2.0 

.2407 

• 

1901 

- 

• 

0.65 

0.88 

.0087 

.0121 

.48 

.0068 

.0000 

.68 

8.3 

.2068 

• 

1902 

™ 

• 

0.71 

7.86 

.0008 

.0118 

.43 

.0048 

.0000 

.64 

2.8 

.1367 
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BEADING. 

Water  of  Filler  Gallery  after  passing  through  the  Mechanical  Fitter. 

[Parts  per  100,000.'] 


• 
© 

APTXABANOB. 

* 

g 

AMMONIA. 

NlTBOOXV 

41 

of 
Colleetl 

• 

• 
s 

s 

Aa 

s 

a 

m 

a 

& 
& 

o 

■ 

• 

• 

1 

I 

t 

1 
I 

• 

s 

g 

3 

€ 

o 

SH 

0 

Ama- 
in 

£ 

E 

t 

• 

a 

a 

& 

5 

H 

1 

§ 

1 

£ 

e 

£ 

S5 

m 

m 

8 

190*. 

88081 

Feb.  11 

None. 

None. 

.22 

16.60 

.0060 

.0060 

.42 

.0070 

.0008 

.84 

9.1 

.0160 

89*40 

Apr.    8 

None. 

None. 

.21 

14.60 

.0060 

.0072 

.80 

.0060 

.0006 

.42 

8.6 

.0080 

40360 

Jane   0 

V.  alight. 

None. 

.81 

16.70 

.0082 

.0080 

.41 

.0060 

.0008 

.40 

9.6 

.0070 

41578 

Aug.  12 

None. 

None. 

.26 

16.00 

.0086 

.0086 

.44 

.0010 

.0008 

.86 

7.8 

.0180 

42721 

Oot.   14 

None. 

None. 

.22 

16.60 

.0064 

.0060 

.48 

.0020 

.0009 

.45 

8.7 

.0060 

48488 

Deo.  14 

None. 

None. 

.26 

16.00 

.0070 

.0000 

.48 

.0040 

.0006 

.28 

9.6 

.0100 

Average*  by  Tears* 

. 

1806 

— 

«, 

.16 

10.42 

.0086 

.0067 

.66 

.0048 

.0016 

!  .24 

11.8 

.0091 

- 

1807 

- 

— 

.28 

18.64 

.0084 

.0084 

.52 

.0082 

.0010 

.29 

12.7 

.0087 

- 

1808 

- 

. 

.27 

16.82 

.0028 

.0108 

.46 

.0060 

.0006 

'  .34 

10.0 

.0182 

- 

1800 

- 

- 

.28 

14.60 

.0040 

.0080 

.45 

.0042 

.0016 

.82 

8.4 

.0084 

- 

1000 

- 

- 

.14 

14.60 

.0068 

.0078 

.47 

.0046 

.0016 

1  •25 

7.9 

.0082 

- 

1001 

- 

- 

.21 

16.05 

.0073 

.0098 

.46 

.0049 

.0012 

.88 

9.1 

.0160 

— 

1002 

• 

• 

.24 

15.87 

.0060 

.0076 

.44 

.0042 

.0005 

1  .87 

8.8 

.0108 

Water  Supply  of  Revere. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Water  Supply  of  Rockland. 
(See  Abington.) 

Water  Supply  of  Rockport.     (See  also  page  35.) 

Cape  Pond. 

[Parti  per  100,000.] 


• 

a 

Appearance. 

Residue  on 
Evapora- 

Ammonia. 

NITROGEN 

* 

o 

tion. 

Aa 

a 

9 

i   a 

ALBUMINOID. 

• 

1 

a 

0 

8 

o 

• 

o 
H 

a 

§ 

i 

• 

o 

• 

I 

• 

s 

• 

o 

1 

o 

s 

s 

Sus- 
pended. 

4 

o 

8 

■ 

2 

•** 

a 

g 

M 
O 

• 

§ 

a 

"2 

m 

h 

190*. 

1 

89411 

Mar.  24 

V.  Blight. 

Cons. 

.28 

6.86 

3.66 

.0014 

.0226 

.0168' .0068 

3.81 

.0080 

.0000 

.46 

1.0 

40676 

Jane  28 

V.  alight. 
Decided. 

Blight. 

.28 

9.00 

2.00 

.0016 

.0222 

.0190;.  0032 

3.44 

.0100 

.0001 

.26 

1.4 

42396 

Sept.  23 

Cona. 

.80 

9.16  •  2.65 

.0066 

.0332 

.0236  .0096 

3.46 

.0060 

.0002 

.36 

1.8 

48672 

Deo.  23 

V.  alight. 

V.  alight. 

.89 

9.60     2.70 

.0062 

.0226 

.0178.0048 

i 

3.59 

.0080 

.0000 

.50 

1.7 

Averages  by 

Tears 

. 

«. 

1894 

«. 

«, 

.22 

12.85 

1.91 

.0001 

.0226 

.0168 

.0062 

5.66 

.0010.0000 

.26 

1.8 

- 

1896 

- 

- 

.26 

12.61 

2.31 

.0026 

.0302 

.0108 

.0104 

5.42 

.0087.0000 

.82 

1.2 

• 

1896 

— 

• 

.29 

11.67 

2.11 

.0008 

.0108 

.0149 

.0049 

4.97 

.0089.0000 

.24 

1.0 

- 

1897 

• 

• 

.80 

10.04 

2.10 

.0034 

.0251 

.0106 

.0065 

4.60 

.0058 

.0000 

.31 

1.1 

- 

1898 

« 

- 

.44 

10.43 

2.17 

.0049 

.0886 

.0231 

.0105 

4.84 

.0026 

.0001 

,38 

1.0 

• 

1899 

- 

- 

.85 

10.21 

2.06 

.0040 

.0808 

.0230 

.0078 

4.24 

.0043 

.0001 

.39 

0.8 

. 

1900 

- 

_ 

.17 

9.76 

1.71 

.0026 

.0843 

.0206 

.0187 

4.11 

.0017 

.0000 

.34 

1.1 

• 

1901 

- 

- 

.29 

10.87 

2.86 

.0180 

.0322 

.0242 

.0080 

3.94 

.0038 

.0002 

.48 

1.3 

— 

1902 

- 

- 

.81 

9.12 

2.72 

.0037 

.0261 

.0198 

.0068 

3.45 

.0066 

.oooij 

.89 

1.8 

Odor  In  1902,  vegetable  or  nnpleaaant. 

The  organism  Anabcsna  waa  present  In  enormous  numbers  in  the  samples  collected  in  August  and 
September. 
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i 

RUTLAND. 

Water  Supply  of  Rutland. 
Muschopauge  Lake. 

[ParU  per  100,000.] 


i 


of  4  samples  collected  in  1002, 
of  five  previous  years,    . 


0.00 
0.06 


RBSIDUS  OH 

EVAPOBA- 

TIOV. 


■i 


I 

n 


2.86 
2.86 


0.04 
0.84 


AlOIOVIA. 


• 


ALBUMINOID. 


.0014 
.0010 


.0121 
.01661 


.0000 

.0181 


1 

si 


.0022 
.0026 


a 
1 

e 


.16 
.17 


NlTtOOBH 
AS 


I 
I 

5 


i 


.0016  .0000 


.0028 


.0000 


a 

s 


1 

S3 


.21 
.16 


0.8 
0.6 


Odor  in  1002,  frequently  faintly  vegetable  or  unpleasant. 


Water  Supply  of  Salem  and  Beverly. 
Wenham  Lake,  in  Beverly  and  Wenham. 


Average  of  12  samples  oolleoted  in  1002, 
Average  of  eleven  previous  years, 


0.10 
0.11 


6.48 
6.60 


1.86 
1.64 


.0060.0201 


.0080 


.0178 


.0162 
.0187 


.0040 
.0086 


.20 
.26 


2.8 
2.6 


Odor  in  1002,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.  The  organiams 
Anabcma  and  Ccdo9pharium  were  present  in  large  numbers  in  the  samples  oolleoted  in  August,  Sep- 
tember and  October. 

Longham  Brook,  in  Beverly  and  Wenham. 


Average  of  0  samples  collected  in  1002, 
Average  of  five  previous  years,     . 


0.00 
1.11 


6.77 
6.41 


2.641 
2.68 


.0066 

.0086 


.0208 
.0888 


.0268 
.0822 


.0085 
.0061 


.88 
.80 


.0178 
.0117 


.0008 

.0002 


!.06 


.04 


1.6 
1.7 


Odor  in  1002,  distinctly  vegetable.    The  organism  Anabcma  was  present  in  large  numbers  in  the 
pie  collected  in  November. 

Salisbury. 
Water  examined  in  Connection  with  Advice  to  Wm.  Behan.    (See  also  page  36.) 

[Parts  per  100,000.] 


• 

8 

Afpbabascx. 

• 

S 

Amxovxa. 

1     NlTKOOKN 

1 

1 

a 

AS 

I 

• 

u 

a 

a 
35 

5 

s 

•* 

■ 

S 

s 
H 

c 
§ 

6 

1  §i 

3 

• 

9 
»* 

"5 

e 

< 

• 

e 

•c 

o 

8 

i 
& 

a 

3 

0 

i 

o 

i 

i 

a 

• 

i 

1909. 

40440 

June  10 

V.  slight. 

V.siight. 

.21 

27.80 

.0886 

.0120 

7.26 

.4600 

.0002 

.28 

6.6 

.0080 

40826 

June  80 

v.siight. 

None. 

.17 

27.40 

i 

.0176 

.0146 

6.86 

.6100 

.0001 

.02 

7.8 

.0000 

Odor,  faintly  unpleasant  when  heated. The  samples  were  oolleoted  from  a  tubular  well  at 

Salisbury  Beach. 

Water  Supply  of  Saugus. 


(See  Lynn,) 
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scituate, 

Water  Supply  op  Scituate.  —  Scituate  Water  Company. 

Wells. 

\  [Parti  per  100,000.] 


• 

| 

« 

Ammonia. 

NlTBOOBN 
AS 

• 

a 

o  a. 

• 

S 

• 

9 
g 

• 
IB 

ft 

"3 

•  - 

o  ► 

|« 

*5 

2 

■ 

I 

Albu- 
ralno 

a 
S 

S 

• 

8 

5 

I8 

o 

8 

e 

m 
S 

• 

| 

Average  of  18  samples  collected  Id 

.02 

15.82 

.0007 

.0012 

3.90 

.1886 

.0001 

.02 

4.4 

.0089 

1002. 

Waters  examined  in  Connection  with  Advice  to  the  Scituate  Water  Company.    (See 

also  page  37.) 

[Parts  per  100,000.] 


• 

a 
o 

o 

v. 

O 

Apprabancb. 

1  Rbsiouk  on 

1    EVAPORA- 
TIOK. 

AMMONIA. 

• 

9 

C 

2 

NITBOOBN 
AS 

• 

a 

s 
« 
c. 
o 

c 

c 

•A 

hi 

a 

a 

a 

• 

o 
© 

o 

Loss  on 
Ignition. 

9 

e 

ALBUMINOID. 

• 

m 

I 

• 

e 
•* 

5 

• 

hi 
© 

JQ 

a 

a 

• 

a 

o 

1 

■3 
8 

i 
i.9 

s  a 

m 

e 

1 

5*5 

a 

H 

00 

U 

H 

h 

H 

Q 

00 

O 

% 

55 

o 

D3 

190*. 

88874 

Feb.    4 

None. 

V.  slight. 

1.20 

6.10 

8.46 

.0020 

.0188 

.0176 

.0012 

1.01 

.0020 

.0000 

1.40 

0.8 

88876 

Feb.    4 

V.  slight. 

V.  slight. 

0.98 

4.65 

2.26 

.0020 

.0152 

.0144 

.0008 

0.62 

.0000 

.0000 

1.01 

0.8 

88870 

Feb.    4 

V.  slight. 

V.  slight. 

1.24 

6.35 

8.36 

.0020 

.0200 

.0196 

.0004 

1.08 

.0060 

.0001 

1.84 

1.0 

Odor  faintly  vegetable,  becoming  stronger  on  heating. The  first  sample  was  collected  from 

Bound  Brook  near  Hackett's  shingle  mill;  the  second,  from  First  Herring  Brook  near  Scituate  mills; 
the  last,  from  First  Herring  Brook  near  Clapp's  mill. 


Water  Supply  of  Sharon. 
Well. 

[Parts  per  100,000.] 


/ 

• 

o 
o 

Rksiddb  on 
Evapora- 
tion. 

Ammonia. 

• 

e 

"E 

o 

i 

1.16 
1.11 

NITBOOBN 
AS 

i 

a 

a 
m 

a 

3 

I 

o 

■ 

m 

8 

a 

"E 

S3 

■ 

3 

© 

Loss  on 
Ignition. 

i 

ALBUMINOID. 

1 

5 

i 

5 

• 

s 

o 

"8 

► 

o 
8 

5 

Sus- 
pended. 

0m 

8 

Average  of  7  samples  colleoted  in 

190*2. 
Average  of  four  previous  years,  . 

.01 
.01 

9.19 
9.26 

- 

.0002 
.0002 

.0006 
.0009 

- 

- 

.2671 
.2621 

.0000 
.0000 

.02 
.02 

8.4 
8.8 

.0060 
.0066 
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SHEFFIELD. 

Wateb  Supplt  of  Sheffield.  —  Sheffield  Water  Company. 

Spring. 

[Parts  per  100,000.] 


1 

1 

Rbsidds  on 
Evapora- 
tion 

Ahmobia. 

1 

.00 
.07 

NXTBOOB* 
AS 

i 

a 
• 

1 

a 
O 

• 

i 
1 

1 

• 

1 

ALBUMINOID. 

i 

i 

5 

• 

• 

3 

o 
H 

i 

i 

1 

a 

80 

• 

1 

Average  of  0  samples  collected  in 

1002. 
Average  of  0  samples  collected  In 

1901. 

.00 
.00 

8.48 
8.48 

.0005 
.0002 

.0022 
.0007 

- 

- 

.0072 
.0076 

.0000 
.0000 

.01 
.02 

1.7 
1.7 

.0047 
.0006 

Shirley. 

Waters  examined  in  Connection  with  Advice  to  the  Town  Authorities.    (See  also 

page  38.) 

[Parts  per  100,000.] 


• 

a 

e 

I 

© 

© 

ft 

Appbabahcb. 

• 

a 
o 
3 

sg, 

©« 

B  ► 

SW 

Amhobia.   i 

i 

• 

• 
B 
S 
2 

NlTBOOBH 

AS 

Oxygen 

Coniamed. 

• 

m 

I 

1 

s 

• 

2 

a 

s 

• 

a 
H 

a 

1 

• 
tm 
O 

6 

i 

• 

o 

B 

is 

5 

3 

1 

• 

5 
55 

.0000 
.0000 
.0002 

• 

c 
£ 

42182 
42787 
42738 

IftOS. 

Bept.  0 
Oct.   16 
Oct.  15 

None. 

None. 
None. 

None. 
None. 
Slight. 

.00 
.00 
.00 

3.00 
8.80 
8.00 

.0000 
.0000 
.0020 

.0008 
.0002 
.0034 

0.16 
0.15 
0.21 

0.0050 
0.0000 
0.0000 

.01 
.02 
.04 

•  0.6 
0.6 
0.5 

.0040 
.0050 
.0050 

The  first  two  samples  were  collected  from  a  faucet  at  the  Samson  Cordage  Works,  supplied  from  a 
well;  the  last,  from  a  spring  below  the  Samson  Cordage  Works. 

Water  Supply  of  Somertille. 
(See  Metropolitan  Water  District,  pages  95-99.) 

SOUTHBOROUGH. 

Waters  examined  in  Connection  with  Advice  to  the  Town  Authorities.    (See  also 

page  38.) 


IMS. 

! 

i 

40638 

Jane  20 

None. 

None. 

.00 

11.20 

.0006 

.0018 

0.08 

0.2650  .0000 

.01 

6.6 

.0030 

40041 

Jane  20 

V.  slight. 

Blight. 

.01 

11.70 

.0028 

.0046 

0.85 

0.4000 

.0050 

.01 

3.9 

.0100 

40680 

Jane  20 

None. 

None. 

.00 

11.50 

.0010 

.0028 

1.85 

0.2000 

.0000 

.02 

5.0 

.0030 

40640 

June  20 

None. 

V.  slight. 

.00 

28.60 

.0676 

.0068 

1.60 

1.5000 

.0110 

.01 

8.9 

.0050 

Odor  of  No.  40640,  distinctly  unpleasant;  of  No.  40688,  faintly  unpleasant  when  heated. The 

first  sample  was  collected  from  a  well  on  the  easterly  side  of  the  Marlborough  road;  the  second,  from  a 
well  located  in  the  Tillage  in  the  rear  of  the  town  hall ;  the  third,  from  a  well  situated  Immediately  back 
of  the  town  hall ;  the  last,  from  a  well  located  in  the  high  school  lot  about  100  feet  from  the  main  street. 
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SOTJTHBRIDGE. 

Water  Supply  of  Southbeidge.  —  Southbridoe  Water  Supply 

Company. 

Hatchet  Brook  Storage  Reservoir. 

[Part*  per  100,000.] 


© 


Average  of  4  samples  collected  in  1902, 
Average  of  five  previous  years,    . 


.43 
.40 


Rksiduk  oh 

EVAPORA- 
TION. 


I 


e 
© 

35 


I 


8.00 
8.36 


1.22 
1.55 


Ammokia. 


ALBUMIVOID. 

1 

• 

3 

i 

o 
m 
m 

S 

Sus- 
pended. 

.0088 
.0026 


.0188 
.0215 


.0140 
.0174 


.00421 
.0041 


c 
o 

XI 


.14 
.15 


NlTBOOBV 
AS 


5 

I 


a 

s 


,0017 
,0024 


.0000 

.0000 


1 

a 

a 

m 

a 
o 
o 

c 

& 

O 


.58 

.57 


a 
•a 


0.5 
0.7 


Odor  to  1002,  generally  faintly  vegetable. 

Water  Supply  of  South  Hadley  Falls  Fire  District. 

Leaping  Well  Reservoir. 


Average  of  4  samples  collected  In  1002,  l 
Average  of  five  previous  years,     . 


.05 
.08 


2.74 

2.75 


0.08 
0.08 


.0040 
.0017 


.0162 
.0140 


.0104 
.0101 


.0068 
.0089 


.17 
.18 


.0015 
.0081 


.0000 
.0000 


.16 
.18 


0.6 
0.6 


Odor  in  1902,  frequently  vegetable  or  unpleasant. 


Buttery  Brook  Reservoir. 


Average  of  4  samples  oolleeted  in  1902, 
Average  of  4  samples  oolleeted  in  1901, 


.21 
.18 


8.79 
8.76 


1.80 
1.29 


.00741 
.0087 


.0188 
.0188 


.0092 

.0098 


.0041 
,0040 


.25 
.21 


.0272 
.0240 


.0004 
.0002 


,88 

.17 


0.9 
0.9 


Odor  in  1902,  generally  unpleasant. 


Water  Supply  of  Spencer. 
Shaw  Pond. 


Average  of  4  samples  collected  in  1902, 
Average  of  five  previous  years,     • 


.05 
,05 


2.82 
2.80 


1.04 
0.79 


.0008 
.0017 


.0120 
.0146 


.0107 
.0128 


.0018 
.0018 


.14 

.16 


.0087 
.0056 


.0000 
.0000 


.14 
.14 


0.6 
0.6 


Odor  in  March,  1902,  faintly  unpleasant,  becoming  stronger  on  heating. 

The  organism  ZHnobryon  was  present  In  large  numbers  In  the  sample  collected  in  Maroh. 

Water  Supply  of  Springfield  and  Ludlow.     (See  also  pages  89,  43.) 

Ludlow  Reservoir. 


Average  of  12  samples  oolleeted  in  1902, 
Average  of  seven  previous  years, . 


.16 
.29 


2.62 
8.16 


1.12 
1.47 


.0016 
.0085 


.0217 
.0856 


.0147 
.0216 


.0070 
.0141 


18 
,14 


.0042.0000 
.0085.0000 


.27 
.40 


0.6 
0.9 


Odor  In  1902,  faintly  vegetable,  becoming  stronger  on  heating. 

The  organism  Anabcma  was  present  in  great  numbers  in  the  samples  oolleeted  during  the  summer 
and  fall  months,  and  Vroglena  was  present  In  the  samples  collected  in  April  and  June. 
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•     SPRINGFIELD  AND  LUDLOW. 

Jabish  Brook  Canal,  Ludlow. 

[Parte  per  100,000.] 


• 

o 

Hasinas  ok 
Evapora- 
tion. 

AXHOaiA. 

s 

r 

g 

.14 
.15 

NlTHOOEH 
AS 

• 

a 

a 

i 

O 

e 

! 

• 

3 

o 

• 

| 

s 

§1 

3 

• 

ALBUMINOID. 

• 

S 

8 

3 

i 

► 

1 

a 
o 

• 

,1 

as. 

oo 

• 

8 

e 

* 
to 

Average  of  IS  samples  collected  in  IMS, 
Avenge  of  48  samples  collected  in  1901, 

.80 
.86 

8.34 
8.64 

1.42 
1.48 

.0030 
.0020 

.0185 
.0186 

.0186 
.0147 

.0020 
.0088 

.0044 
.0067 

.0000 

.0001 

.40 

.48 

0.0 

1.1 

Odor  In  1902,  vegetable,  becoming  stronger  on  heating. 


Chopin  Pond,  in  Ludlow. 


Average  of  4  sample*  collected  In  1902, 
Average  of  aix  previous  years, 


.06 
.06 


2.17 
2.87 


1.00 
0.90 


.0014 
.0016 


.0189 
.0199 


.0166 
.0162 


.0088 
.0087 


.09 
.11 


.0012 
.0022 


.0000 
.0000 


.22 
.24 


0.4 
0.6 


Odor  in  Jane,  1902,  vegetable;  in  December,  unpleasant 

The  organisms  Dinobryon  and  Anobcma  were  present  In  nearly  all  of  the  samples  examined. 


Five  Mile  Pond. 


Average  of  4  samples  collected  in  1902, 
Average  of  six  previous  years, 

.08 
.09 

2.87 
2.88 

0.97 
1.06 

.0044 
.0064 

.0199 
.0229 

.0178 
.0202 

.0021 
.0027 

.14 
.14 

.0006 
.0021 

.0000 
.0000 

.24 
.28 

0.6 
0.4 

Odor  in  1902,  occasionally  vegetable. 

Loon  Pond. 

Average  of  4  samples  collected  in  1902, 
Average  of  six  previous  years, 

.08 
.04 

2.71 
2.60 

1.12 
1.01 

.0020 
.0010 

.0164 
.0190 

.0188 
.0168 

.0021 
.0022 

.21 
.21 

.0017 
.0027 

.0000 
.0000 

.17 
.18 

0.8 
0.8 

Water  Supply  op  Stockbridge.  —  Stockbridge  Water  Company. 

Lake  Averic. 


Average  of  4  samples  collected  in  1902, 
Average  of  six  previous  years, 


.07 
.12 


4.46 
6.28 


1.21 
1.44 


.0020 
.0016 


.0120 
.0176 


.0108 
.0160 


.0014 
.0026 


.06 
.08 


.0022 

.0088 


.0000 
.0000 


.21 
.28 


2.6 
4.8 


Odor  in  1902,  generally  faintly  vegetable  or  unpleasant. 


Water  Supply  of  Stoneham. 
(See  Metropolitan  Water  District,  pages  95-99.) 
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STOUGHTOar. 


Water  Supply  of  Stoughton. 

Well. 

[Parts  per  100,000.] 


• 

J2 

S 

Rmidub  ok 
Evapora- 
tion. 

Ammonia. 

• 

• 

a 

s 

.20 
.84 

NlTEOOBN 
AS 

• 

i 

a 

o 
m 

g 

e 

e 

o 

■ 

3 

« 
c 

1 

• 

i 

Loss  on 
Ignition. 

1 

ALBUMINOID. 

• 

I 

i 

• 

• 

I 

S 

3 
Q 

• 

•  5 

9S. 

90 

• 

i 

Average  of  0  samples  collected  in 

1002. 
Average  of  four  previous  yean,  . 

.18 
.24 

8.60 
8.02 

- 

.0007 
.0006 

.0061 
.0080 

- 

- 

.0047 
.0048 

.0000 
.0000 

.20 
.82 

0.7 
0.7 

.0146 
.0071 

Waters  examined  in  Connection  with  Advice  to  the  Town  Authorities.    (See  also 

page  44.) 

[Parta  per  100,000.] 


• 

§ 

APPRAKAMOl. 

c 
o 

Ammonia. 

NlTKOOBN 

• 

teof 
Collectl 

3 

•  « 

a  > 
*3 

i 

• 

i 

AS 

I 

-J 

s 

• 

8 

B 

-2 

• 

>• 

2 
a 

• 

■e 

•J 

6 

• 

• 

a  i 
1  1 

is  ! 

8 

• 

I 

a 

9 

a 

1 

§ 

S 

£ 

5 

o 

5 

M 

o 

& 

2 

190ft. 

41826 

Aug.  22 

None. 

V.  slight. 

.00 

18.00 

.0006 

.0084 

1.26 

.8600 

.0010 

.26 

8.8 

.0120 

41826 

Aug.  22 

None. 

V. 

V.  slight. 

.00 

40.20 

.0000 

i 
i 

.0064 

12.60 

i 

.4700 

.0005 

.18 

7.8 

.0140 

The  first  sample  was  collected  from  a  well  at  the  corner  of  Pearl  and  Central  streets;  the  last,  from 
a  well  on  the  Morton  estate  in  Morton  Square. 


Sturbridge. 
Water  examined  in  Connection  with  Advice  to  the  Fiskdale  Mills.    (See  also  page  44.) 


86212 

1901. 

June  25 

None. 

V.  slight. 

.00 

0.50  : 

1 

t 
.0000    .0002 

0.15 

.0180 

.0000 

1 
1 

.01 

4.7 

.0180 

86213 

June  27 

None. 

None. 

.00 

0.70 

.0000 

.0002 

0.15 

.0160 

.0000 

.01 

5.0 

.0150 

86214 

June  28 

None. 

None. 

.00 

10.00 

1 

.0000 

.0002 

0.17 

.0160 

.0000 

.01 

4.0 

.0040 

86216 

July    1 

None. 

None. 

.00 

10.00 

.0000 

.0000 

0.16 

.0140 

.0000 

.01 

4.7 

.0050 

86288 

July    2 

None. 

None. 

.00 

o.8o  : 

.0000 

.0004 

0.16 

.0180 

.0000 

.01 

4.0 

.0050 

86230 

July    8 

> 

None. 

Cons. 

.03 

10.80 

.0006 

.0006 

0.16 

.0180 

.0000 

1 
.01 

4.0 

.0000 

The  samples  were  collected,  during  a  pumping  test,  from  a  group  of  tubular  wells  located  near  the 
Quinebaug  River  opposite  Mill  No.  1  of  the  Fiskdale  Mills. 
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sunderland. 

Sunderland. 

Waters  examined  in  Connection  with  Advice  relative  to  a  Proposed  Water  Supply. 

(See  also  page  45.) 

[Part*  per  100,000.] 


• 

§ 

Appbabavos. 

a 

© 

AMVOWIA. 

MlTKOGBM 

"8 

§1 

°  a. 

su 
2 

i 

■c 

e 

AS 

8 

s 

m 

f 

• 

3 

a 

■E 

m 

H 

• 

a 

m 

i 

§ 

1 

• 

u 
o 

s 

1 

Albu- 
minoid. 

• 

S 

s 

• 

m 

1 

i 

1*W». 

« 

80188 

Feb.  27 

V.  slight. 

Blight. 

.10 

4.25 

.0000 

.0084 

.00 

.0020 

.0000 

.10 

2.6 

- 

89184 

Feb.  27 

Slight. 

Blight. 

.01 

6.40 

.0010 

.0022 

.10 

.0480 

.0000 

.08 

8.8 

.0100 

80188 

Feb.  28 

V.  slight. 

Blight. 

.06 

6.10 

.0006 

.0088 

.11 

.0020 

.0000 

.02 

8.6 

.0060. 

80187 

Feb.  28 

None. 

Blight. 

.01 

6.80 

.0004 

.0010 

.10 

.0000 

.0000 

.08 

6.0 

.0060. 

The  first  sample  was  collected  from  Sawmill,  or  Bear's  Deo,  Brook;  the  second,  from  the  spring  of 
the  WUllams  Water  Company;  the  third,  from  the  upper  spring  of  the  Smith  Water  Company;  the> 
last,  from  the  lower  spring  of  the  Smith  Water  Company. 


Water  Supply  of  Swampscott. 
(See  Metropolitan  Water  District,  pages  95-99.) 


Water  Supply  of  Taunton. 
AssawompseU  Pond,  in  Lakeville. 

[Parts  per  100,000.] 


Average  of  6  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.29 
.88 


kk8idub  oh 
Evapora- 
tion. 


~4 

I 


8.89 
8.88 


1.69 
1.46 


AmcoviA. 


ALBUMINOID. 

•$ 

•d 

N 

• 

► 

•S 

s 

*•> 

1 

i 

i  o 

h 

H 

3 

£ 

.0020 
,0009 


.0177 
.0191 


.0166 
.0164 


.0022 
.0027 


1 

o 


.46 
.61 


NlTBOOBN 


i 


2 
5 

2 


,0018 
.0020 


.0000 
.0000 


a 

a 

a 
© 

S 

60 

ts 

M 

o 


.68 
.61 


•s 
5 


1 


0.6 
0.6 


Odor  in  1902,  vegetable  or  unpleasant.    The  organism  JHnobryon  was  present  In  large  numbers  Id 
the  samples  collected  In  January,  March  and  September. 


Elder's  Pond,  in  Lakeville. 


Average  of  6  samples  collected  in 

1902. 
Average  of  eight  previous  years, . 


.06 
.06 


8.06 
2.80 


1.24 
1.02 


.0012 
.0007 


.0146 
.0161 


.0128 
.0148 


.0023 
.0018 


.46 
.49 


.0012 
.0020 


.0000 
.0000 


.28 
.23 


0.4 
0.4 


Odor  in  1902,  frequently  vegetable  or  unpleasant.    The  organism  Dinobryon  was  present  in  the 
iples  collected  in  January,  March  and  May. 
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TAUNTON. 


Long  Pond,  in  Lakeville. 

[Parts  per  100,000.] 


© 


Average  of  4  samples  collected  In 

1902. 
Average  of  nine  previous  yean,  . 


.73] 
.87 


Kbbidub  ox 
Evapora- 
tion. 


j 

3 


8.61 
3.89 


2.04 
2.07 


Ammonia. 


g 


ALBUMINOID. 


1 


2 

Q 


•  a 

CD 


.0017 
.0006 


.0184 
.0194 


.0161 
.0177 


.0028 
.0017 


€ 

& 

e 


.46 
49 


NlTBOGKM 


3 
& 


m 

s 


.0010 
.0016 


.0000 
.0000 


s 


a 
o 


5 


3 

e 

1 

33 


.88 


0.4 
0.4 


Odor  In  1902,  faintly  vegetable. 


Tewksbury. 


Waters  examined  in  Connection  loilh  Advice  relative  to  a  Proposed  Water  Supply. 

(See  also  page  46.) 


[ParU  per  100,000.] 

Date  of 

(Collection. 

Appbabancb. 

• 

§ 

9  > 

I 

Ammonia. 

* 

a 

NlTBOOBN 
AS 

1 

I1 

M 

o 

• 
IB 

3 

e 

1 

n 

1 

■ 

1 

§ 

3 
3 

p 

B 
« 

a 

• 

"3 

i 

Albu- 
minoid. 

• 

1 

55 

• 

J 

5 

55 

• 

s 
£ 

40947 

19>OS. 

July    2 

Decided. 

Cons. 

.00 

19.50 

.0016 

.0018 

1.26 

.6200 

.0026 

.01 

6.2 

.0400 

40948 

July    2 

Decided. 

Cons. 

.00 

18.80 

.0014 

.0018 

1.26 

.6000 

.0017 

.00 

6.7 

.0600 

40949 

July    2 

Decided. 

Heavy. 

- 

27.10 

.0070 

.0072 

0.26 

.0010 

.0001 

.26 

2.7 

.1700 

41356 

July  26 

Decided. 

V.  illght. 

.45 

7.40 

.0074 

.0006 

0.22 

.0000 

.0000 

.06 

2.8 

.1900 

41357 

July  26 

Decided. 

Slight. 

.47 

7.70 

.0074 

I 

.0004 

0.22 

.0000 

.0000 

1 

1     .03 

2.8 

.2000 

40950 

July    2 

Decided. 

Heavy. 

- 

10.00 

.0074 

.0034 

0.26 

.0010 

.0001 

.10 

8.0 

.0900 

40951 

July    2 

Decided. 

Cons. 

i 

l 

8.60 

.0038 

j 

.0056 

0.28 

.0000 

.0000 

.08 

2.6 

.1100 

41868 

July  26 

Decided. 

V.  alight. 

.60  , 

7.20 

.0076 

.0002 

0.22 

.0000 

.oooo  ; 

.08 

2.2 

.3400 

41359 

July  25 

Decided. 

V.  slight. 

1 
.60 

7.40 

.0074 

.0004 

0.22 

.0000 

.0000 

.06 

2.8 

.2600 

40952 

July    2 

Decided. 

Cons. 

- 

9.70 

.0086 

.0030 

0.28 

.0000 

.0000  | 

.12 

2.6 

.1600 

41887 

Aug.  20 

None. 

None. 

.09 

6.80 

.0004 

.0006 

0.31 

.0000 

.0000 

.02 

1.4 

.0670 

44888 

Aug.  26 

V.  Blight. 

V.  slight. 

.06 

6.80 

.0000 

.0008 

0.88 

.0000 

.0000 

.02 

2.0 

.0460 

42667 

Oct.     8 

None. 

None. 

.00 

3.60 

.0000 

I 

.0006 

0.87 

.0020 

.0000 

.02 

1.6 

.0040 

42668 

Oot.     8 

None. 

None. 

.00 

4.60 

.0000 

.0008 

0.37 

.0010 

.0000 

.02 

1.8 

.0040 

42679 

Oct.  10 

V.  alight. 

Oons. 

.00 

6.80 

.0004 

.0008 

0.87 

.0020 

.0000 

.01 

1.1 

.0060 

42680 

Oct.  10 

None. 

V.  slight. 

.00 

8.80 

.0002 

.0008 

0.88 

.0010 

.0000 

.02 

1.1 

.0040 

Odor  of  No.  40951,  unpleasant. The  samples  were  collected  from  tubular  test  wells  located  aa 

follows :  the  first  two,  in  the  valley  of  Strongwater  Brook  near  the  first  road  crossing  below  the  pumping 
station  of  the  State  Hospital;  the  third,  fourth  and  fifth,  In  the  valley  of  Strongwater  Brook  near  the 
first  road  crossing  above  the  pumping  station  of  the  State  Hospital;  the  sixth  to  the  tenth  Inclusive,  in 
the  valley  of  Strongwater  Brook  between  the  Lowell  branch  of  the  Boston  &  Maine  Railroad  and  the 
first  highway  crossing  above;  the  last  six,  in  the  valley  of  Heath  Brook  near  Us  junction  with  the  Shaw- 
sheeu  River. 
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TJCVVK8BTJRY  STATE  HOSPITAL. 

Water  Supply  op  Tkwksbury  State  Hospital. 

Wells. 

[PnrU  per  100,000.] 


Average  of  6  samples  collected  io 
IMS. 


• 

t 


.f 

S? 

2« 


1 


.00 


8.02 


• 

1 

A 

h 

«< 

.0006 


.0011 


4 

3 


0.8S 


Nmoou 

as 


i 

5 


i 

B 

55 


.0818 


.0000 


8 

0 

a 

So 


I 


8 


6 

e 


.01 


i.i 


Water  Supply  of  Tisbury. — Vineyard  Haven  Water  Company. 

Spring. 


Average  of  8  samples  collected  in 

1808. 
Average  of  0  samples  collected  In 

1901. 


.01 

4.80 

.0000 

.0004 

1.06 

.0060 

.0000 

.01 

0.6 

.00 

4.80 

.0008 

.0016 

1.02 

.0060 

.0000 

.02 

0.6 

.0060 
.0046 


Water  Supply  op  Wakefield.  —  Wakefield  Water  Company. 

Crystal  Lake. 

[Parts  per  100,000.] 


Average  of  4  samples  collected  Id 

1903. 
Average  of  nine  previous  years,  . 


o 


.16 

i 

.16 


Residue  on 
Evapora- 
tion. 


S 


4.46 

4.48 


a 

s 


1.76 
1.48 


AMMONIA. 


ALBUMINOID. 

'S 

T3 

• 

^■4 

•o 

1 

3 

o 

s 

s 

i  c 

9  0> 

fi* 

H 

00 

.0046 
.0026 


.0190 
.0179 


.0166 
.0163 


.0086 
.0027 


J3 

a 


.66 

i 

.68 


NlTlOOBN 
AS 


s 

s 

2 


.0046 
.0110 


.0001 
.0001 


1 


B 
O 

O 

e 

& 

M 

o 


i 

•9 


.36 
.28 


1.8 
1.8 


I 


Odor  in  1902,  generally  vegetable.    The  organism  Dinobryon  was  present  In  the  samples  collected 
In  Jane  and  September,  and  UrogUna  In  the  sample  collected  In  December. 

Water  Supply  of  Walpole. 
Tubular  Wells. 


Average  of  10  samples  collected  In 

1902. 
Average  of  six  previous  years,     . 


.00 
.00 


8.89 
8.68 


.0002 
.0001 


.0006 
.0007 


.82 
.80 


.0167 
.0079 


.0000 
.0000 


.01 
.01 


1.1 
1.0 


.0067 
.0048 


Water  Supply  of  Waltham. 
Well  and  Filter  QaUery. 


Average  of  14  samples  collected  In 

1902. 
Average  of  ten  previous  years,    . 


.09 
.08 


7.28 
7.02 


.0048 
.0080 


.0088 
.0080 


.69 
.64 


.0248 
.0286 


.0000 
.0000 


.10 
.06 


8.4 
8.8 


.0267 
.0096 


For  the  results  of  examinations  of  water  from  the  Charles  River  opposite  the  well  and  filter  gallery 
of  the  Waltham  water  works,  see  "  Charles  River  "  in  the  chapter  on  the  "  Examination  o£  Rivers." 
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WARE. 


Water  Supply  op  Ware. 
WeU. 

[Part*  per  100,000.] 


S 


Average  of  6  aamplea  collected  in 

1903. 
Average  of  7  aamplea  collected  in 

1001. 


.00 
.00 


KaaiODB  ON 

Evapora- 
tion. 


o 


6 
O 


SI 


8.42 
7.61 


Ammonia. 


ALBUMINOID. 

•   • 

1 

* 

e 

I 

• 

a  o. 

h 

H 

Q 

cc 

.0000 
,0000 


.0011 
.0000 


NXTBOOXN 

• 

• 
e 

i 

5 

.71 

AS 

• 

S 

5 

• 

m 

a 
I 

.8660.0000 

.M 

.2688 

.0000 

a 

a 
m 

I 

c 

& 

M 

o 


d 

8 

a 

•2 


,01 
.01 


8.0 
2.6 


.0047 
.0067 


Water    Supply    of    Onset    Bay    Fire    District,    Wareham.  —  Onset 

Water  Company. 

Jonathan's  Pond. 


Average  of  4  aamplea  collected  in 

1002. 
Average  of  4  aamplea  collected  in 

1001. 


.02 
.00 


2.87 
2.40 


1.05 
0.00 


.0016 
.0020 


,0118 
.0187 


.0102 
.0120 


.0011 
.0017 


.68 

,74 


.0017 
.0022 


.0000 
.0000 


.14 
.15 


0.2 
0.1 


The  organiam  Dinobryon  waa  preaent  in  the  aamplea  collected  In  January  and  April. 


Water  Supply  op  Watertown. 
(See  Metropolitan  Water  District,  pages  95-99.) 

Water  examined  in  Connection  with  Advice  to  Mr.  O.  W.  Lee.    (See  also  page  48.) 

[Parte  per  100,000.] 


Date  of 

Collection. 

Affbabanos. 

Residue  on 
Evaporation. 

Ammonia. 

• 

a 
-B 

.a 
O 

Nitboobn 

AS 

Oxygen 

Consumed. 

• 

m 

« 
C 

5 

• 

hi 

a 

B 

• 

€ 

a 
H 

a 
« 

S 

S 

CO 

• 

o 

6 

i 

Albu- 
minoid. 

i 
s 

• 

m 

2 

£ 

• 

1 

80081 

1902. 

May    8 

V.  alight. 

Slight. 

.02 

11.80 

.0014 

.0060 

.68 

.4800 

.0006 

.04 

4.4 

.0120 

The  aample  waa  collected  from  a  well  on  Hale  Honae  Farm,  off  Bailey  Road. 
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WAYLAND. 


Water  Supply  op  Wayland. 
Faucet  in  Wayland. 

[Parta  per  100,000.] 


■ 

it 

8 


a 

o 

SZ 


I 


Average  of  4  samples  collected  In 
IMS. 


.00 


4.04 


AMMOK1A. 


s 

s 


.0024 


.0810 


o 


.88 


Nmooa* 

AS 


i 

8 

| 

s 

fc 

55 

.0640 


.0000 


3 


c 


.01 


1.8 


.0897 


Odor,  generally  vegetable  or  unpleasant. 


Water  Supply  of  Webster. 

Well 


Average  of  0  aamplea  collected  in 

1902. 
Average  of  eight  previous  years, 


.00 

8.78 

.0002 

.0010 

.24 

.0288 

.0000 

.01 

1.2 

.00 

8.80 

.0008 

.0011 

.28 

.0180 

.0000 

.01 

1.4 

.0080 
.0088 


Water  Supply  of  Wellesley. 
Filter  Gallery. 


September,  1002, 


.00 


6.80 


.0000 


.0026 


.40 


.0800 


.0002 


.06 


2.0 


.0040 


Well  at  Williams  Spring. 


Arerage  of  2  aamplea  eolleeted  In 

1902. 
Average  of  three  previous  years, 

.  -00 
.01 

10.10 
0.50 

.0008 
.0010 

.0021 
.0014 

.81 
.78 

.4176 
.4284 

.0001 
.0006 

.02 
.02 

8.6 

8.6 

.0060 
.0041 

Tubular  Wells. 

Average  of  7  samples  eolleeted  in 

1902. 
Average  of  four  previous  years, 

.01 
.01 

7.60 
7.12 

.0048 
.0018 

.0010 
.0012 

.62 
.60 

.1687 
.0820 

.0028 
.0017 

.01 
.02 

8.2 
2.0 

.0100 
.0061 
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WELKESIiBY. 

Water  examined  in  Connection  with  Advice  relative  to  an  Additional  Water  Supply 

for  Wellesley  College.    (See  also  page  48.) 

[Parts  per  100,000.] 


Date  of 

Collection. 

Appsabasch. 

• 

a 

* 
§1 

2W 
8 

Ammonia. 

■ 

o 
e 
■c 

o 

3 

.64 
.64 

Xitrook*  1 

▲8 

Oxygen 

Consumed. 

I 

1 

S 

• 

1 
§ 

« 

s 
5 

•J 

a 

§ 

00 

a 

i 

Albu- 
minoid. 

• 

m 

s 

5 

t 

• 

i 

• 

a 
o 

41110 
41884 

190S. 

July  12 

Jaly  29 

V.  slight. 
V.  slight. 

None. 
V.  slight. 

.04 

.06 

6.80 
6.20 

.0024 
.0020 

.0062 
.0060 

.1600 
.1100 

.0000 
.0000 

.10 
.16 

8.1 
2.1 

.0060 
.0090 

The  samples  were  collected  from  the  end  of  a  tile  drain  constructed  for  the  purpose  of  draining 
the  land. 


Water  Supply  op  Westborough. 
Lower  Sandra  Pond, 

[Parts  per  100,000.] 


14 

o 


Average  of  4  samples  collected  in 

1002. 
Average  of  six  previous  years,     . 


.01 
.08 


re8iduk  on 
Evapora- 
tion. 


I 


3 


2.00 
8.00 


0.86 
1.10 


Ammonia. 


ALBUMINOID. 

• 

• 

1 

2 

1 

s 

m 

si 

fc 

H 

5 

co 

.0007 
.0008 


.0064 
.0122 


.0067 
.0008 


.0007 
.0020 


.10 
.21 


Nmoon 

AS 


S 
| 


8 
5 


.0017 
.0027 


.0000 

.0000 


i 

a 

§ 
Q 

C 
& 

I 


.00 
.20 


1.0 

1.0 


The  organism  Dinobryon  was  present  in  the  sample  examined  in  February. 

Water  Supply  of  Westfield. 

Montgomery  Storage  Reservoir. 


Average  of  4  samples  collected  in 

1002. 
Average  of  six  previous  years,     . 


.66 
.54 


2.87 
2.08 


1.26 
1.86 


.0050 
.0026 


.0182 
.0280 


.0140 
.0180 


.0088 
.0044 


.10 
.11 


.0020 
.0080 


.0000 
.0000 


.01 
.04 


0.8 

0.4 


Odor  in  1002,  vegetable  or  unpleasant.    The  organism  Anabana  was  present  in  the  samples  collected 
in  August  and  November. 


Tillottson  Brook  Reservoir \  in  Qranville. 


Average  of  4  samples  collected  in 

1902. 
Average  of  four  previous  years,  . 


.09 
.10 


2.65 
2.80 


0.87 
0.77 


.0009 
.0000 


.0007 
.0056 


.0059 
.0048 


.0008 
.0007 


.11 
.12 


.0035 
.0080 


.0000 
.0000 


.18 
.10 


0.4 
0.5 


Odor  in  1902,  generally  faintly  vegetable  or  unpleasant  when  heated. 
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WB8TON. 

Water  Supplt  of  Weston.  —  Weston  Aqueduct  Company. 

Well. 

[Parte  per  100,000.]  , 


3 

Rbsidcb  on 

EVAPORA- 
TION. 

Ammonia. 

• 

B 
S 

.48 
.44 

NlTBOQB 
AS 

• 

• 

s 

a 

M 

§ 

u 

B 
9 

M 

o 

• 

m 

* 

s 

• 

I 

• 

B 
P 

!I 

• 

5 

• 

s 

ALBUMINOID. 

• 

S 

5 

• 

1 

1 

• 

1 

5 

i 

hi 

• 

1 

Average  of  6  sample*  collected  in 

1002. 
Average  of  eix  previous  yean,     . 

.07 
.06 

6.28 
6.62 

- 

.0008 
.0008 

.0087 
.0080 

- 

- 

.0608 
.0408 

.0000 

.0000 

.11 

.00 

2.7 
2.0 

.0080 
.0048 

Water  Supply  of  West  Springfield. 
Darby  Brook  Storage  Reservoir. 


Average  of  4  samples  collected  in 

1002. 
Average  of  five  previous  years,    . 

.17 
.10 

6.20 
6.26 

1.86 
1.60 

.0008 
.0010 

.0214 
.0171 

.0121 
.0111 

.0003 
.0060 

.10 
.16 

.0067 
.0040 

.0000 
.0000 

.84 
.28 

2.8 
2.6 

•• 

Odor  in  1002,  generally  vegetable  or  unpleasant,  becoming  stronger  on  heating. 

Receiving  Well. 

Average  of  four  previous  years,  . 

.00 

8.00 
7.18 

- 

.0008 

.0001 

.0010 
.0016 

- 

- 

.46 

.60 

.2160 
.2107 

.0000 
.0000 

.01 
.08 

2.8 

2.8 

.0060 
.0040 

Water  Supply  of  Weymouth. 
Great  Pond. 


Average  of  4  samples  collected  in 

1002. 
Average  of  ten  previous  years,    . 


.78 
.81 


8.01 
8.06 


1.67 

1.87 


.0016 
.0007 


.0178 
.0100 


.0168 
.0171 


.0016 
.0010 


.44 

.66 


.0042 
.0088 


.0000 

.0000 


.76 
.78 


0.7 
0.6 


Odor  in  1002,  faintly  vegetable,  becoming  stronger  on  beating. 

Whately. 

Water  examined  in  Connection  with  Advice  relative  to  a  Proposed  Water  Supply 
for  Whately  and  South  Deerfield.    (See  also  pages  10,  49.) 

[Parts  per  100,000.] 


| 

KB81DUB  on 

• 

B 

Appbabangb. 

Evapora- 

Ammonia. 

NlTBOOBN 

DateofCollectIo 

tion. 

■ 

4 

a 

r 

o 

e 

AS 

B 

3 

a 

6 

e 

>> 

M 

o 

• 

t 

a 

H 

S 

a 

9) 
00 

• 

hi 

o 
** 

3 

■ 

o 
H 

Loss  on 
Ignition. 

i 

i 
1 

ALBUMINOID. 

i 
e 

i 
55 

JS 

a 

s 

as 

• 

3 

o 

■d 
o 

o 

• 

5 

w 

D  ft 
00 

• 

m 

3 

19)0*. 

i 

40817 

Jane   8 

None. 

V.  slight. 

.08 

6.80 

0.66 

.0006 

.0034 

.0032 

.0002 

.a 

.0000 

.oooo! 

1 

.00 

3.6 

The  sample  was  collected  from  Roaring  Brook  in  Whately  Glen. 
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Water  Supply  of  Whitman.     (See  also  page  49.) 

HobarVs  Pond. 
[Pans  per  100.000.] 


% 

© 
6 

Hbsiddb  or 

EVAPORA- 
TION. 

Ammonia. 

• 

• 

B 

-c 

& 

JS 

o 

.92 
.88 

Nrroobx 

AS 

• 

1 

SI 
«D 

a 

8 

a 
• 

M 
►. 

S 

\i 

• 

B 

• 

t 

ALBUMINOID. 

• 

3 

s 

55 

• 

• 

■c 
2 

• 

3 

o 
H 

• 

o 

8 

s 

• 

1 
si 

00 

I 

a 

Average  of  4  samples  collected  in  1902. 
Average  of  seven  previous  years. . 

.47 
.86 

6.04 
6.01 

1.69 
2.28 

.0068 
.0026 

.0827 
.0826 

.0291 
.0284 

.0086 
.0041 

.0042 
.0094 

.0001 
.0001 

.70 

.77 

1.6 
1.7 

Odor  in  1902,  distinctly  vegetable,  becoming  stronger  on  heating. 

Water  examined  in  Connection  toith  Advice  to  the  Town  Authorities. 

page  51.) 

[Parts  per  100.000.] 


(See  also 


Date  of 

Collection. 

Appnababcb. 

• 

B 

e 
«* 

§1 

•  « 

a  ► 

SW 

•0 

as 

Ammonia. 

• 

• 

B 

•n 

o 

3 

NmtOQur 

AS 

• 

6V 

a 

a 

m 
B 

g 
S 

• 
98 

3 

B 

a 

• 

u 

% 

§ 

* 

■ 

1 

a 
H 

B 

g 
I 

o 

§ 

6* 

■ 

© 

< 

• 

3 

3 

5 

I 

•> 

a 
8 

88174 

88646 
86666 

1991. 

Nov.  29 

1909. 

Jan.    6 

Jan.     8 

None. 

None. 
V.  slight. 

V.  slight. 

V.  slight. 
V.  slight. 

.00 

.00 
.02 

8.20 

8.80 
8.80 

.0004 

.0006 
.0002 

.0086 

.0088 
.0088 

.86 

.64 
.62 

.2900 

.8200 
.8600 

.0000 

.0000 

.0000 

.04 

.02 
.02 

2.6 

4.4 
4.4 

.0060 

.0190 
.0000 

The  samples  were  collected  from  a  well  at  the  Gurney  School. 


Watee  Supply  of  Williamstown. —  Williamstown  Water  Company. 

Cold  Spring. 

[Parts  per  100,000.] 


Average  of  2  samples  collected  in 

1902 
Average  of  four  previous  years,  . 


o 

5 


.00 
.01 


Uksidur  ok 
Evapora- 
tion. 


B 
© 
55 

n 


s 


16.26 
12.82 


Ammonia. 


ALBUMINOID. 


I 


.00001 

.0004 


.0008 
.0016 


► 
o 

A 
Q 


1 


.06 
.06 


Nxtioobji 

AS 


5 

s 


.0440 
.0862 


.0000 
.0000 


a 

B 
B 

8 

fl 

ft 

& 


.01 
.02 


11.6 
10.7 


.0060 
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"WTXLIAMSTOWN. 


Sherman  Spring. 

[Parts  per  100,000.] 


/ 

• 

o 

Kksidox  oh 

EVAPORA- 
TION. 

Ammonia. 

i 
i 

• 

c 

X 

o 

S 
o 

.06 
.06 

NlTKOOBH 
AS 

1 

•6 

s 

a 

• 

3 

o 

Loss  on 
Ignition. 

i 

• 

I 

ALBUMINOID. 

• 

1 

** 

ft 

• 
• 

I 

55 

c  1 

• 

"3 
•*• 
o 
H 

• 

1 

3 

1 

8 

e 
«> 

M 

o 

3 

« 

B 
u 

M 

£ 

Avenge  of  2  samples  collected  In 

19U2. 
Average  of  four  previous  years,  . 

.00 
.02 

11.40 
8.42 

- 

.0000 
.0012 

.0011 
.0081 

- 

- 

.0200 
.OUT 

.0000 
.0000 

.01 

.04 

8.0.0066 
8.1.0026 

JFTora  (?Jen  Reservoir. 


Average  of  2  samples  oolleeted  In 

1902. 
Average  of  four  previous  years,  . 


.04 
.06 


6.76 
6.00 


1.87 
0.82 


.0006 
.0008 


.0060 
.0090 


.0080 
.0064 


.0021 
.0026 


.06 
.08 


.0066 
.0046 


.0000 
.0000 


.10 
.10 


4.0 
8.2 


Paul  Brook  Reservoir, 


Average  of  2  samples  oolleeted  In 

1002. 
Average  of  four  previous  years,  . 


.03 
.03 


3.62 

4.47 


1.00 
0.84 


.0003 
.0006 


.0031 
.0001 


.0029 
.0066 


.0002 
.0026 


.06 
.07 


.0090 
.0104 


.0000 

.0000 


.04 
.07 


2.6 
8.2 


Water  Supply  of  Winchendon. 

Well. 


Average  of  6  samples  collected  in 

1902. 
Average  of  five  previous  years,    . 


.01 

3.16 

-  ■ 

.0020 

.0013 

- 

- 

.12 

.0040 

.0000 

.02 

0.8 

.02 

3.20 

- 

.0008 

.0014 

- 

- 

.11 

.0042 

.0000 

.08 

1.2 

.0116 
.0089 


Water  Supply  of  Winchester. 
North  Reservoir. 


Average  of  4  sample*  collected  in 

1902. 
Average  of  eleven  previous  years, 


.09 
.09 


4.19 
6.69 


1.60 
1.71 


.0033 
.0037 


.0249 
.0229 


.0182 
.0185 


.0067 
.0044 


.41 
.66 


.0016 
.0107 


.0000 
.0001 


.26 
.29 


1.8 
2.4 


Odor  In  1902,  vegetable  or  unpleasant,  becoming  stronger  on  heating.    A  large  number  of  organisms 
was  found  in  all  of  the  samples  examined,  consisting  chiefly  of  Diatomacta. 


South  Reservoir. 


Average  of  4  samples  oolleeted  In 

1902. 
Avenge  of  eleven  previous  years, 


.12 
.28! 


3.40 
4.22 


1.60 
l.( 


.0042 
.0067 


.0218 
.0298 


.0191 
.0244 


.0027 
.0064 


.28 
.86 


.0066 
.0067 


.0000 
.0001 


.29 
.87 


1.2 
1.7 


Odor  in  1902,  vegetable  or  unpleasant,  becoming  stronger  on  heating.    The  organism  Anabcma  was 
present  In  the  samples  oolleeted  in  March  and  June. 
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Middle  Reservoir. 

[ParU  per  100,000.] 


o 
§ 


Average  of  4  samples  oollected  In 

1002. 
Average  of  eight  previous  years, . 


.20 
.88 


Kxsidub  an 

EVAPORA- 
TION 


i 


e 
© 


fl 


8.46 
4.21 


1.62 
2.10 


Amxosia. 


! 


.0108 
.0080 


▲LBUMIKOID. 


S 


.0866 
.0681 


ft  ftoo 


1 

e 

2. 


.0246 
.0804 


.0120 
.0167 


0 


0.26 
0.86 


Nrnoour 


1 


.0060 
.0042 


3 

5 

mm 


.0004 

.0001 


a 

e 
o 

I 

M 

o 


3 

a 


i 


.88 
.60 


1.0 
1.2 


Odor  in  1002,  unpleasant,  becoming  stronger  on  heating.    The  organism  Anabama  was  present  in 
enormous  numbers  in  the  sample  oollected  in  June. 

Watee  Supply  of  Winthrop. 
(See  Metropolitan  Water  District,  pages  95-99.) 


Water  Supply  op  Woburn. 
Fitter  Gallery. 


Average  of  18  samples  oollected  in 

1002. 
Average  of  eleven  previous  years, 


.01 
.01 


0.82 
10.41 


.0062 
.0088 


.0020 
.0026 


1.16 
1.66 


.0200 
.0814 


.0000 
.0000 


.08 
.06 


4.6 
4.8 


.0048 
.0020 


Horn  Pond, 


Average  of  18  samples  oollected  in 

1002. 
Average  of  eleven  previous  years, 


.23 
.20 


7.78 
8.68 


2.76 
2.29 


.0081 
.0067 


.0267 


.0187 
.0218 


.0080 
.0126 


0.88 
1.40 


.0642 
.0604 


.0000 

.0010 


.461 
.44 


2.0 
8.1 


Odor  in  1902,  vegetable  and  occasionally  unpleasant,  becoming  stronger  on  heating.    The  organism 
Anabama  was  present  in  large  numbers  in  the  samples  oollected  in  July,  September  and  October. 

Water  Supply  of  Worcester.     (See  also  page  51.) 
Bottomly  Pond,  on  Kettle  Brook,  in  Paxton. 


Average  of  6  samples  collected  in 

1902. 
Average  of  seven  previous  years, . 


.31 

.42 


2.87 
8.81 


1.47 
1.48 


.0028 
.0062 


.0212 
.0244 


.0174 
.0100 


.0088 
.0064 


0.16 
0.16 


.0067 
.0073 


.0000 
.0001 


.64 
.67 


0.8     - 
0.9     - 


Odor  in  1902,  frequently  faintly  vegetable,  becoming  stronger  on  heating.    The  organism  Anabema 
was  present  in  the  sample  examined  in  July. 


Kent  Reservoir,  on  Kettle  Brook,  in  Leicester, 


Average  of  6  samples  oollected  in 

1902. 
Average  of  four  previous  years,  . 


.18 
.31 


2.03 
8.24 


1.25 
1.84 


.0027 
.0030 


.0167 
.0205 


.0132 
.0170 


.0035 
.0035 


0.16, 
0.15: 


.0067 
.0066 


.0000 
.0001 


.87 
.47 


0.7 
0.8 


Odor  in  1902,  frequently  faintly  vegetable.    The  organism  Anabema  was  present  in  the  sample  ex. 
amlned  in  July. 
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WORCESTER. 


Lynde  Brook  Storage  Reservoir. 

[Parte  per  100,000.] 


o 

o 


Average  of  12  samples  collected  In  1008, 
Average  of  eleven  previous  yean, 


.90 
.29 


Rnsinui  ON 
Evapora- 
tion. 


I 


i 


I 


2.82 
3.06 


1.21 
1.18 


Ammonia. 


.0040 
.0041 


ALBUMINOID. 


• 

i 

1 

1 

I 

Q 

•a 
t  e 

.0186 
,0167 


.0114 
.0183 


.0021 
.0024 


a 

•c 

o 

s 


0.10 
0.10 


Nitrogen 
as 


• 

I 


fc 


.0047 
.0076 


.0000 
.0000 


a 

a 

m 

S 
O 

a 

I 


H 


.86 
.39 


0.7 
0.8 


Odor  in  1002,  frequently  faintly  vegetable  or  unpleasant.    The  organism  Uroglena  was  present  in 
the  samples  collected  in  March  and  April. 


Tatnuck  Brook  Storage  Reservoir. 


Average  of  12  samples  collected  in  1002, 
Average  of  eleven  previous  years, 


.16 
.10 


2.14 
2.26 


0.88 
0.01 


.0040 
.0014 


.0141 
.0166 


.0108 
.0118 


.0088 
.0087 


0.14 
0.14 


.0026 
.0048 


.0000 
.0000 


.27 
.31 


0.3 
0.4 


Odor  in  1902,  frequently  faintly  vegetable  or  unpleasant.    The  organism  Anabana  was  present  in 
the  samples  collected  in  July,  Angnst  and  October,  and  Uroglena  in  the  sample  collected  in  October. 


SUMMARY 


or 


WATER  SUPPLY  STATISTICS; 


ALSO 


RECORDS  OF  RAINFALL  AND  FLOW  OF  STREAMS. 


[«*] 


SUMMAEY  OF  WATER  SUPPLY  STATISTICS. 


A  water  supply  was  introduced  during  the  year  1902  into  the  town  of 
Col  rain,  making  the  total  number  of  cities  and  towns  in  the  State  provided 
with  public  water  supplies  168.  At  the  end  of  the  year  the  State  contained 
33  cities,  all  of  which  were  provided  with  public  water  supplies,  and  320 
towns,  of  which  135  are  provided  with  public  water  supplies. 

The  following  table  gives  the  classification  by  population  of  cities  and 
towns  having  and  not  having  public  water  supplies  Dec.  31,  1902.  The 
populations  are  taken  from  the  census  of  1900. 


Population 
(1900). 

Number  of 
l  Places  of  Olven 

Population 
1   having  a  Pub- 
lic Water 
Supply. 

Total 
Population  of 

Place* 

In  Preceding 

Column. 

Number  of 

Place*  of  Olven 

Population 

not  having  a 

Publie 
Water  Supply. 

ToUl 
Population  of 

Placee 

in  Preceding 

Column. 

Under  600, 

500  999,       . 
1,000-1,409, 
1,500-1,999,       . 
2,000-  2,499,       . 
2,500-3,999,       . 
8,000-3,499,       . 
3,500-3,999, 
4,000  4,499, 
4,500-4,999, 
Above  5,000, 

0 

2 

11 

10 

11 

7 

10 

9 

7 

9 

92 

0 
1,650 
18,994 
17,642 
34,429 
18,755 
82,018 
83,123 
29,878 
42,170 
2,356,861 

87 

61 

36 

82 

13 

6 

3 

6 

1 

0 

1 

18,383 
39,792 
48,486 
54,920 
29,008 
16,598 
10,020 
18,590 

4,864 
0 

6,721 

Totale, 

168 

3,569,620 

186 

236,826 

From  the  totals  given  in  the  table  it  will  be  seen  that  48  per  cent,  of  the 
total  number  of  cities  and  towns  in  the  State  have  a  public  water  supply, 
and  that  these  places  contain  91.6  per  cent,  of  the  whole  population  of  the 
State. 

There  are  now  10  towns,  having  by  the  census  of  1900  a  population  ex- 
ceeding 3,000,  which  are  not  provided  with  public  water  supplies.  These 
are  given  in  the  following  table :  — 


Tow*. 

Population  In  ' 
1000. 

Town. 

Population  in 
1000. 

Blaekatone, 

Barnstable 

Chelmaford, 

Pepperell, 

Tewksbnry 

6,721 
4,364 
8,984        ' 
8,701 
8,688 

8,669 
8,663 
3,489 
8,828 
8,208 

168 
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Of  the  168  cities  and  towns  having  public  water  supplies,  all  of  the  cities 
and  87  of  the  towns  own  their  water  works,  while  48  towns  are  wholly  sup- 
plied by  private  companies. 

The  following  table  gives  the  classification  by  population  of  the  towns 
which  own  their  water  works  and  those  which  are  supplied  with  water  by 
private  companies :  — 


Population 
(1900). 


Number  of 
Places  of  Oiven 

Population 

owning  Water 

Works. 


Under  1,000 

1,000-1,999 

2,000-2,999, 

8,000-8,999,     .  . 

4,000-4,999,      •         .         •         •         • 

6,000-5,999 

8,000-8,999 

7,000-7,999, 

9,VU0— o,VVv,      •  •  *  •  • 

9,000  9,999 

Above  10,000,     . 

Totals 


2 

9 
12 
18 
IS 

8 
7 
4 
3 
42 


Total 
Population  of 

Placet 

In  Preceding 

Column. 


120 


1,880 
12,822 
21,800 
41,728 
58,802 
70,870 
88,778 
62,254 
84,212 
28,788 
1,994,620 


2,865,620 


Number  of 
Places  of  Given 
Population  sup- 
plied with  Water 
by  Private 
Companies. 


0 

12 
9 
7 
8 
6 
1 
4 
0 
2 
5 


Total 
Population  of 

Places 

In  Preceding 

Column. 


48 


0 
18,814 
21,684 

28,41* 

18,746 

26,928 
6,068 
29,866 
0 
18,788 
58,842 


214,000 


It  will  be  seen  by  the  totals  given  in  the  above  table  that  the  population 
of  those  towns  supplied  with  water  by  private  companies  is  only  8  per 
cent,  of  the  total  population  in  all  of  the  cities  and  towns  supplied  with 
water,  and  that  there  are  now  only  5  towns  having  a  population  above 
10,000  which  are  supplied  by  private  companies. 

At  the  beginning  of  the  year  1891  there  were  55  cities  and  towns,  having 
'  a  combined  population  of  318,319,  supplied  by  private  companies.  Since 
that  time  water  has  been  introduced  by  private  companies  into  15  towns, 
while  in  22  cities  and  towns  supplied  by  private  companies  the  water  works 
have  been  purchased  or  taken  by  the  public,  making  the  total  number  of 
towns  now  supplied  by  private  companies  48.  The  total  population  of 
the  places  supplied  by  private  companies  has  been  reduced  during  this 
time  from  318,319  to  214,000,  a  reduction  of  about  one-third. 

The  following  table  gives  statistics  with  regard  to  the  consumption  of 
water  in  cities  and  towns  of  this  State  where  such  records  are  kept.  The 
population  for  1902  was  obtained  by  adding  two-fifths  of  the  increase  in 
population  from  1895  to  1900  to  the  population  as  determined  by  the  census 
taken  in  the  latter  year.  The  daily  consumption  of  water  per  inhabitant 
has  been  obtained  by  dividing  the  average  daily  consumption  by  the  esti- 
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mated  population  of  the  city  or  town  in  1902.  The  quantity  obtained  in 
this  manner  ie  somewhat  less  than  the  average  quantity  used  per  consumer, 
as  there  are  in  all  cities  and  towns  a  greater  or  less  number  of  people  who 
do  not  use  the  public  water  supply.  The  difference  between  the  number 
of  inhabitants  and  the  number  of  consumers  is  generally  much  greater  in 
the  smaller  and  sparsely  populated  than  in  the  larger  and  more  densely 
populated  towns,  and  in  those  towns  in  which  a  public  water  suppty  has 
been  recently  introduced  than  in  those  which  have  been  supplied  with  water 
for  a  longer  period.  In  some  of  the  towns  used  as  summer  resorts,  the 
population  during  the  summer  months  is  much  greater  than  that  shown  by 
the  census,  and  in  such  cases  the  consumption  per  inhabitant,  as  given  in 
the  total,  is  somewhat  higher  than  it  would  be  if  allowance  were  made  for 
the  increased  population  in  summer. 

Statistics  relating  to  the  Consumption  of  Water  in  Various  Cities  and  Towns. 


ClTT  OB  TOWV. 

Esti- 
mated 
Popula- 
tion In 

1999. 

Average 
Daily 

Consump- 
tion. 

Gallons. 

1909. 

Daily 
Consump- 
tion per 
Inhabi- 
tant. 

Gallons. 

1999. 

ClTT  OR  TOWS. 

Esti- 
mated 
Popula- 
tion in 

1909. 

Average 
Dally 

Consump- 
tion. 

Gallons. 

1999. 

Dally 
Consump- 
tion per 
Inhabi- 
tant. 

Gallons. 

1999. 

Metropolitan  Water 

Diatriel. 
Abington  and  Book. 

land. 
Ameebury, 

921,600 
9,861 

110,146,000 
408,000 

120 
41 

Framlngham, . 
Gardner, . 

12,018 
11,466 

420,000 
846,000 

1 

86 

74 

9,268 

408,000 

48 

Gloucester,     . 

26,286 

1,046,000 

41 

Andover, 

7,080 

323,000 

46 

Grafton,  . 

4,776 

96,000 

20 

AUleborougb, 

12,663 

438,000 

84 

Groton,   . 

1,996 

67,000 

84 

Avon,      ... 

1,787 

62,000 

84 

Hopktnton,     . 

2,479 

34,000 

14 

Ayer, 

2,684 

92,000 

86      I 

Hyde  Park,     . 

18,811 

949,000 

09 

Beverly,  . 

14,716 

1,044,000 

71 

Ipswich,  . 

4,688 

110,000 

24 

BiHerica, . 

2,864 

74,000 

26 

Lawrence, 

96,717 

8,484,000 

62 

Braintree, 

6,249 

688,000 

86 

Longmeadow, 

887 

67,000 

63 

Brldgewater     and 
Bast  Brldgewater. 
Brockton, 

9,881 
42,820 

187,000 
1,890,000 

20 
83 

Lowell,   . 

Lynn  and  Saogna, . 

99,210 
76,296 

6,729,000 
4,684,000 

68 
62 

Brookline, 

21,448 

1,961,000 

91 

Manchester,    . 

2,780 

267,000 

92 

Cambridge,     . 

96,988 

8,099,000 

84      , 

Mansfield,              . 

4,120 

147,000 

86 

Canton,    . 

4,663 

226,000 

60 

Marblebead,    .       . 

7,647 

484,000 

64 

Dangers  and   Mid- 

dleton. 
Dedham,. 

9,626 
7,666 

702,000 
676,000 

74 
89 

Marlborough, .       • 
Maynard,               • 

18,062 
8,168 

628,000 
227,000 

40 
72 

Beaton,    . 

4,991 

120,000 

24 

Melhnen,                . 

8,240 

883,000 

40 

Falrbaven, 

8,669 

278,000 

76 

Middleborough,      . 

6,063 

241,000 

86 

Fall  BlTer,      . 
Falmouth, 

111,127 
8,888 

4,866,000 
180,000 

89 

47 

Milford  and  Hope- 
dale. 
Millbury, 

14,714 
4,166 

791,000 
196,000 

64 

47 

Foxborougb,  . 

3,286 

176,000 

64 

Montague, 

6,187 

488,000 

79 

170 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 


Statistics  relating  to  the  Consumption  of  Water  in  Various  Cities  and  Towns — 

Concluded. 


Citt  ob  Town. 

Esti- 
mated 
Popula- 
tion In 

1908. 

Average 

Daily 
Consump- 
tion. 

Gallons. 

1808. 

Dally 
Consump- 
tion per 
Inhabi- 
tant. 

Gallons. 

1808. 

Citt  or  Town. 

Esti- 
mated 
Popula- 
tion In 

18*8. 

Average 
Dally 
Consump- 
tion. 

Gallons. 

1808. 

Dally 
Consump- 
tion per 
Inhabi- 
tant. 

Gallons. 

1808. 

Nantucket, 

8,002 

149,000 

50 

Salem, 

86,549 

8,069,000 

84 

Natlok,    . 

9,768 

404,000 

41 

8haron,    . 

2,197 

68,000 

81 

Neodham, 

4,218 

275,000 

65 

8toughton, 

5,610 

229,000 

42 

New  Bedford, 

65,818 

6,372,000 

98 

Taunton, . 

32,604 

1,512,000 

46 

Newbaryport, 

14,448 

659,000 

46 

Tiabury, . 

1,208 

64,000 

58 

Newton,  . 

85,088 

1,927,000 

54 

Wakefield,      . 

9,684 

677,000 

60 

North  Andover,     . 

4,518 

92,000 

20 

Walpole, 

3,808 

228,000 

59 

North  Attleborougb 

,      7,528 

296,000 

39 

Waltham, 

24,628 

2,435,000 

99 

North  Brookfleld,  . 

4,568 

188,000 

41 

Ware, 

8,508 

342,000 

40 

Norwood, 
Orange,  . 

5,842 
5,684 

827,000 
145,000 

56 
26 

Wareham,   Onset 

Bay. 
Webster, 

8,458 
9,206 

88,000 
841,000 

11 
87 

Peabody, 

11,928 

1,261,000 

107 

Wellealey, 

6,409 

257,000 

48 

Provincetown, 

4,128 

143,000 

85 

Weston,  . 

1,884 

48,000 

26 

Randolph  and  Hol- 

brook. 
Reading, .       • 

6,312 
5,070 

248,000 
146,000 

89 
29 

Whitman, 
Wlnehendon, . 

6,319 
6,206 

122,000 
96,000 

19 
18 

Rockport, 

4,814 

228,000 

53 

Woburn, . 

14,284 

1,218,000 

86 

Rutland, . 

1,476 

60,000 

41 

Worcester, 

126,288 

8,211,000 

66 

Rainfall. 

The  average  yearly  rainfall  in  Massachusetts,  as  deduced  from  long- 
continued  observations  in  various  parts  of  the  State,  is  45.54  inches.  The 
average  rainfall  for  the  year  1902  in  those  places  the  records  from  which 
were  used  in  obtaining  the  normal  was  45.04  inches,  making  a  deficiency 
of  one-half  of  an  inch.  The  greatest  excess  in  1902  occurred  in  the  months 
of  February,  March,  October  and  December,  and  the  greatest  deficiency 
occurred  in  January,  May  and  November.  The  rainfall  in  the  summer 
months  was  not  far  from  the  normal. 

The  following  table  gives  the  normal  rainfall  in  the  State  for  each  month, 
as  deduced  from  the  observations  at  various  places  for  a  long  period  of 
years,  together  with  the  average  rainfall  at  those  places  for  each  month  in 
1902,  and  the  departures  from  the  normal :  — 
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MOHTH. 

Normal 
Rainfall. 

Inches. 

Rainfall. 

ioo». 

Inches. 

Excess  or  ' 
Deficiency. 

ioo». 

Inches. 

MOXTH. 

Normal 
Rainfall. 

Inches. 

Rainfall. 
1999. 

Inches. 

Excess  or 

Deficiency. 

1999. 

Inches. 

January, 
February,    . 
March, . 
April,  . 
May.     . 

8.88 
8.78 
4.18 
8.48 
8.76 
8.17 
8.84 

2.16 
6.09 
6.73 
8.88 
1.61 
2.76 
8.46 

—1.72 
+1.91 
+1.60 
+0.86 
—2.24 
—0.41 

—0.89    | 

i 

August. 
September,  . 
October, 

November,  .       . 
Deeember,  . 

Total,     . 

4.28 
8.87. 
4.08 
4.09 
3.71 

8.66 
4.16 
5.10 
1.81 

6.76 

—0.70 

+0.79 
+1.04 
—2.78 
+2.06 

June,    . 
July,     . 

46.64 

46.04 

—0.50 

Flow  of  Streams. 

The  flow  of  streams  for  the  year  1902,  as  indicated  by  the  records  of  the 
Sudbury  River,  was  slightly  greater  than  the  normal,  although  during  nine 
months  of  the  year  the  flow  was  less  than  normal  for  those  months.  The 
months  in  which  an  excess  occurred  were  January,  March  and  December. 
The  greatest  deficiency  occurred  in  the  months  of  May  and  November. 

In  order  to  show  the  relation  between  the  flow  of  the  Sudbury  River 
during  each  month  of  1902  and  the  normal  flow  of  the  same  river  as  de- 
duced from  observations  during  the  twenty-eight  years  from  1875  to  1902, 
inclusive,  the  following  table  has  been  prepared.  The  area  of  the  watershed 
of  the  Sudbury  River  above  the  point  of  measurement  is  75.2  square  miles. 

Table  showing  the  Average  Monthly  Flow  of  Sudbury  Biver  for  the  Tear  1902  in 
Cubic  Feet  per  Second  per  Square  Mile  of  Drainage  Area  and  in  Gallons  per 
Day  per  Square  Mile  of  Drainage  Area,  also  Departures  from  the  Normal  Flow. 


Normal  Flow. 

Actual  Flow  for  1999. 

Exorss  or  DariciRNcr. 

MOBTTK. 

Cubic  Feet 
per 

Second 

per  Square 

Mile. 

Gallons  per 

per  Square 
Mile. 

Cnblc  Feet 

per 

Second 

per  Square 

Mile. 

Gallons  per 
Day 

per8qaare 
Mile. 

Cable  Feet 
per 

Second 
per  Square 

Mile. 

Gallons  per 

Day 
per  Square 

Mile. 

January, 
February,    . 
March, 
April,  . 
May,    . 
Jane,    . 
July,    . 
August, 
September, . 
October, 
November, . 
Deeember,  . 

1.894 
2.911 
4.694 
8.201 
1.776 
0.782 
0.292 
0.466 
0.808 
0.801 
1.404 
1.748 

1,226,000 

1,881,000 

2,960,000 

2,068,000 

1,148,000 

473,000 

189,000 

296,000 

286,000 

618,000 

907,000 

1,129,000 

2.728 
2.690 
6.497 
2.916 
1.149 
0.469 
0.101 
0.208 
0.276 
0.782 
0.688 
2.768 

1,768,000 

1,674,000 

4,199,000 

1,886,000 

748,000 

808,000 

66,000 

186,000 

178,000 

606,000 

444,000 

1,779,000 

+0.884 
—0.821 
+1.903 
—0.286 
—0.627 
—0.268 
—0.191 
—0.248 
—0.090 
—0.019 
—0.716 
+1.006 

+688,000 

—207,000 

+1,230,000 

—183,000 

—406,000 

—170,000 

—128,000 

—160,000 

—68,000 

—12,000 

—463,000 

+660,000 

1.676 

1,068,000 

1.746 

1,140,000 

+0.071 

+67,000 

The  next  table  shows  the  weekly  fluctuation  during  1902  in  the  flow  of 
three  streams  which  were  carefully  measured,  namely,  the  Sudbury,  the 
south  branch  of  the  Nashua  and  the  Merrimack.  The  flow  of  these  streams, 
particularly  the  Sudbury  and  the  south  branch  of  the  Nashua,  serves  to 
indicate  the  flow  of  the  other  streams  in  eastern  Massachusetts. 
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The  flow  of  the  Merrimack  River  is  affected  to  some  extent  by  the  diver- 
sion of  water  from  two  of  its  tributaries,  the  Nashua  and  Sudbary  rivers, 
for  the  water  supply  of  the  metropolitan  district.  The  quantity  diverted 
in  1902  amounted  to  about  170  cubic  feet  per  second,  which  would  reduce 
the  figures  given-  for  the  flow  per  square  mile  of  water-shed  about  0.036 
cubic  feet  per  second. 

The  water-shed  of  the  Sudbury  River  is  75.2  square  miles,  of  the  Nashua 
119  square  miles  and  of  the  Merrimack  4,664  square  miles. 


• 

Flow  in  Cubic  Feet  per 

Second  per  Square  Mile  of 

Water-shed. 

Flow  in  Cubic  Fbbt  pee 

Second  per  Square  Mils  op 

Water-shed. 

Week  ending 

Week  ending 

Sunday. 

Sudbary 
Blyer. 

South 
Branch 
Nashua 

River. 

Merrimack 
River.     ; 

I 

Sunday. 

Sudbury 
River. 

South 
Branch 
Nashua 

River. 

Merrimack 
River. 

1002. 

Jao.     5, 

7.087 

8.201 

4.026 

IMS. 

July     6, 

0.162 

0.462 

1.111 

12, 

2.376 

2.209 

1.696 

18, 

0.128 

0.277 

0.871 

19, 

1.480 

1.403 

1.189 

20, 

—0.001 

0.397 

0.702 

26, 

4.427 

3.342 

2.692 

27, 

0.648 

0.617 

1.097 

Feb.     2, 

2.228 

2.927 

2.166 

Aug.    8, 

0.276 

0.687 

0.746 

9, 

1.788 

1.876 

1.624 

10, 

0.204 

0.870 

0.614 

16. 

1.118 

1.036 

1.009 

17, 

0.196 

0.760 

1.217 

23, 

1.022 

1.876 

0.884 

24, 

—0.069 

0.476 

0.741 

March  2, 

12.028 

10.998 

8.266 

31, 

—0.084 

0.216 

0.747 

»» 

4.926 

4.478 

7.760 

Sept.    7, 

0.116 

0.319 

0.611 

16. 

7.478 

6.887 

6.404 

1*. 

0.600 

0.364 

0.718 

28. 

6.706 

4.991 

6.839 

21, 

0.220 

0.347 

0.849 

80, 

8.882 

8.164 

4.226 

28.       , 

0.160 

0.348 

0.764 

April  6, 

2.210 

2.829 

4.661 

Oct.     6, 

0.781 

0.842 

1.619 

18, 

6.780 

6.166 

6.291 

12, 

0.766 

1.486 

1.420 

20, 

2.182 

2.900 

3.366 

19.       , 

0.878 

1.089 

1.120 

27, 

1.686 

1.904 

2.841 

26,       . 

0.276 

0.846 

1.091 

May     4, 

2.706 

2.919 

8.863 

Nov.    2, 

1.810 

3.024 

2.666 

11, 

1.376 

1.769 

2.697 

»,      . 

0.748 

1.248 

1.464 

18, 

0.707 

1.138 

1.482 

16,       . 

0.778 

0.819 

1.168 

26, 

0.691 

1.012 

1.094 

28,       , 

0.418 

0.641 

1.067 

Jane    1. 

0.908 

1.434 

2.146 

80,       , 

0.698 

0.998 

0.937 

8, 

0.469 

0.816 

1.206 

Dec.     7, 

1.860 

1.271 

1.061 

16, 

0.488 

0.646 

0.942 

14, 

1.060 

1.067 

0.898 

22, 

0.897 

0.647 

1.166 

21,       . 

2.701 

3.017 

1.762 

29, 

6.061 

0.600 

1.142 

28,      , 

6.886 

6.181 

3.148 
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The  following  table  gives  the  rainfall  upon  the  Sudbury  River  water-shed 
and  its  total  yield  expressed  in  inches  in  depth  on  the  water-shed  (inches 
of  rainfall  collected)  for  the  year  1902,  together  with  the  average  of  the 
records  of  twenty-eight  years,  from  1875  to  1902  inclusive :  — 


Rainfall,  in 

Inches 

,  received  and  collected  on  Sudbury  Watershed. 

MOHTH. 

1»©». 

M*AV  FOB  28  Ybahs, 
1S75-190S. 

Rainfall. 

Rainfall 
collected. 

Per  Cent, 
collected. 

Rainfall. 

Rainfall 
collected. 

Per  Cent, 
collected. 

January,    . 

2.62 

8.146 

126.0 

4.20 

2.184 

62.1 

February, , 

• 

0.18 

2.607 

48.6 

4.40 

3.066 

60.4 

March, 

6.84 

7.401 

140.8 

4.60 

6.206 

115.5 

April, 

4.18 

8.264 

78.8 

8.44 

3.671 

108.8 

May,  . 

1.86 

1.826 

71.3 

8.46 

2.048 

60.8 

Jane, . 

2.80 

0.523 

18.1 

2.88 

0.817 

28.4 

July, . 

2.94 

0.117 

4.0 

8.76 

0.837 

0.0 

August, 

8.40 

0.240 

7.1 

4.08 

0.626 

12.0 

September, 

4.64 

0.808 

6.8 

8.20 

0.408 

12.4 

October,    . 

4.44 

0.002 

20.8 

4.80 

0.024 

21.6 

Norember, 

1.45 

0.767 

52.7 

4.12 

1.566 

38.0 

December, 

0.38 

8.173 

49.8 

8.87 

2.015 

62.1 

Total* 

and  \ 

wen 

«ea, 

48.07 

28.042 

62.0 

46.88 

22.747 

40.0 

The  Sudbury  River  records  are  particularly  valuable  as  a  basis  for  esti- 
mating the  yield  of  other  water-sheds  in  Massachusetts,  both  on  account 
of  the  accuracy  with  which  the  measurements  have  been  made  and  the 
absence  of  abnormal  conditions,  which  would  unfavorably  affect  the  results. 

The  following  table  gives  the  records  relative  to  the  yield  of  this  water- 
shed for  each  of  the  past  twenty-eight  years,  the  flow  from  the  water-shed 
being  expressed  in  gallons  per  day  per  square  mile  of  water-shed,  in  order 
to  render  the  table  more  convenient  for  use  in  estimating  the  probable  yield 
of  water-sheds  used  as  sources  of  water  supply. 
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Yield  of  the  Sudbury  River  Watershed  in  Gallons  per  Day  per  Square  Mile.* 


Mo 

NTH. 

1875. 

1876. 

1877. 

1878. 

1878. 

1886. 

1881. 

January, . 

108,000 

648,000 

658,000 

1,810,000 

700,000 

1,121,000 

415,000 

February, 

1,496,000 

1,868,000 

949,000 

2,465,000 

1,711,000 

1,787,000 

1,546,000 

March,     . 

1,604,000 

4,435,000 

4,813,000 

8,507,000 

2,880,000 

1,874,000 

4,004,000 

April,      . 

8,049,000 

8,292,000 

2,894,000 

1,626,000 

3,116,000 

1,168,000 

1,546,600 

May,         . 

1,188,000 

1,189,000 

1,891,000 

1,894,000 

1,114,000 

614,000 

966,600 

June, 

870,000 

222,000 

597,000 

506,000 

413,000 

176,000 

1,338,000 

July, 

821,000 

183,000 

202,000 

128,000 

158,000 

177,000 

276,000 

August,   . 

896,000 

405,000 

121,000 

476,000 

895,000 

119,000 

148,000 

September, 

207,000 

184,000 

60,000 

160,000 

141,000 

80,000 

197,000 

October,  . 

646,000 

234,000 

682,000 

516,000 

71,000 

101,000 

186,000 

November, 

1,802,000 

1,088,000 

1,418,000 

1,693,000 

206,000 

205,000 

895,000 

December, 

584,000 

454,000 

1,289,000 

8,177,000 

462,000 

176,000 

776,000 

Av.  for  whole  year,    . 

972,000 

1,135,000 

1,214,000 

1,452,000 

894,000 

678,000 

979,000 

Av.  for  driest  six  months, . 

574,000 

884,000 

502,000 

532,000 

280,000 

148,000 

880,000 

Month. 

1888. 

1888. 

1884. 

1885. 

1886. 

1887. 

1888. 

January,  

1,241,000 

335,000 

995,000 

1,235,000 

1,461,000 

2,589,000 

1,068,000 

February, 

2,403,000 

1,038,000 

2,842,000 

1,354,000 

4,800,000 

2,829,000 

1,951,000 

March, 

2,839,000 

1,611,000 

8,785,000 

1,572,000 

2,059,000 

2,868,000 

8,237,000 

April,       . 

867,000 

1,350,000 

2,858,000 

1,815,000 

1,947,000 

2,620,000 

2,646,000 

May, 

1,292,000 

988,000 

1,030,000 

1,336,000 

720,000 

1,009,000 

1,632,000 

June, 

629,000 

800,000 

417,000 

428,000 

203,000 

414,000 

422,000 

July, 

86,000 

115,000 

224,000 

62,000 

116,000 

114,000 

117,000 

August,   . 

55,000 

78,000 

257,000 

240,000 

94,000 

214,000 

880,000 

September, 

306,000 

91,000 

44,000 

121,000 

118,000 

111,000 

1,155,000 

Oetober,  . 

299,000 

186,000 

88,000 

386,000 

146,000 

190,000 

1,999,000 

November, 

210,000 

206,000 

175,000 

1,178,000 

673,000 

868,000 

2,758,000 

December, 

814,000 

193,000 

925,000 

1,174,000 

1,020,000 

648,000 

8,048,000 

Av.  for  whole  year,    , 

862,000 

538,000 

1,129,000 

901,000 

1,087,000 

1,154,000 

1,697,000 

Av.  for  driest  aiz  months, . 

211,000 

145,000 

200,000 

891,000 

228,000 

234,000 

958,000 

*  The  area  of  the  Sudbury  River  water-shed  used  in  making  up  these  records  Included  water  sur- 
faces amounting  to  about  2  per  cent,  of  the  whole  area,  from  1876  to  1878  inclusive,  subsequently  in- 
creasing by  the  construction  of  storage  reservoirs  to  about  8  per  cent,  in  1879,  to  8.6  per  cent,  in  1885,  to 
4  per  cent,  in  1894  and  to  6.6  per  cent,  in  1898.  The  water-shed  also  contains  extensive  areas  of  swampy 
land,  which,  though  covered  with  water  at  times,  are  not  included  in  the  above  percentages  of  water 
surfaces. 
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Yield  of  the  Sudbury  River  Water-shed  in  Gallons  per  Day  per  Square  Mile  — 

Concluded. 


MOHTH. 

1899. 

1990. 

1901. 

1909. 

ISO*. 

ISM. 

1905. 

January, 

2,782,000 

1,264,000 

8,018,000 

1,870,000 

483,000 

698,000 

1,084,000 

February, 

1,196,000 

1,629,000 

3,486,000 

948,000 

1,642,000 

991,000 

641,000 

March, 

1,880,000 

8,648,000 

4,468,000 

1,966,000 

8,246,000 

2,288,000 

2,410,000 

April, 

1,410,000 

1,876,000 

2,897,000 

871,000 

2,126,000 

1,640,000 

2,616,000 

May,        . 

880,000 

1,866,000 

682,000 

1,269,000 

2,888,000 

840,000 

686,000 

Juno, 

058,000 

668,000 

414,009 

428,000 

440,000 

419,000 

174,000 

July, 

638,000 

108,000 

149,000 

214,000 

168,000 

161,000 

281,000 

August,   . 

1,482,000 

132,000 

163,000 

280,000 

181,000 

209,000 

229,000 

September,     , 

824,000 

468,000 

208,000 

229,000 

108,000 

160,000 

89,000 

October,  . 

1,280,000 

2,272,000 

210,000 

126,000 

221,000 

374,000 

1,879,000 

November, 

1,041,000 

1,216,000 

806,000 

697,000 

819,000 

886,000 

2,777,000 

December, 

2,241,000 

997,000 

644,000 

486,000 

797,000 

716,000 

1,782,000 

Av.  for  whole  year, 

1,388,000 

1,286,000 

1,316,000 

781,000 

1,037,000 

770,000 

1,162,000 

At.  for  drleat  six  months, . 

044,000 

747,000 

239,000 

827,000 

237,000 

366,000 

460,000 

Mouth. 

1800. 

1807. 

1 

1999.  |   1800. 

1 

lOOO. 

1001. 

1000. 

Mean  for 

28  Yean, 

1879  to 

lOOO, 

inclusive. 

January 

1,084,000 

846,000 

1,638,000 

2,288,000 

794,000 

487,000 

1,763,000 

1,226,000 

February, 

• 

2,676,000 

1,067,000 

8,022,000 

1,881,000 

8,800,000 

800,000 

1,674,000 

1,881,000 

March,     . 

• 

8,886,000 

2,666,000 

2,604,000 

4,206,000 

8,664,000 

2,766,000 

4,199,000 

2,969,000 

April, 

• 

1,494,000 

1,616,000 

1,829,000 

2,621,000 

1,360,000 

4,204,000 

1,886,000 

2,068,000 

May, 

»              • 

860,000 

916,000 

1,246,000 

611,000 

1,812,000 

2,964,000 

748,000 

1,148,000 

June, 

• 

399,000 

902,000 

580,000 

66,000 

816,000 

768,000 

803,000 

478,000 

July, 

»             • 

96,000 

668,000 

231,000 

19,000 

—18,000 

806,000 

66,000 

189,000 

August,   . 

e 

67,000 

691,000 

1,107,000 

—86,000 

—84,000 

424,000 

186,000 

296,000 

September, 

e 

888,000 

182,000 

869,000 

94,000 

66,000 

306,000 

178,000 

286,000 

October,  . 

i               a 

692,000 

94,000 

1,160,000 

116,000 

186,000 

412,000 

606,000 

618,000 

November, 

i              • 

669,000 

909,000 

1,986,000 

804,000 

663,000 

474,000 

444,000 

907,000 

December, 

i              • 

667,000 

1,684,000 

1,799,000 

220,000 

1,096,000 

2,696,000 

1,779,000 

1,129,000 

At.  for  whole  year. 

1,019,000 

991,000 

1,460,000 

978,000 

1,082,000 

1,342,000 

1,140,000 

1,083,000 

At.  for  drleat  six  months, . 

814,000 

664,000 

777,000 

98,000 

194,000 

446,000 

271,000 

436,000 

EXPERIMENTS 
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Experiments  upon  the  Purification  of  Sewage  and 
Water  at  the  Lawrence  Experiment  Station.* 


By  H.  W.  Clark,  Chemist  of  the  Board. 


The  following  report  presents  a  summary  of  investigations  upon  the  puri- 
fication of  sewage  and  water  at  the  Lawrence  Experiment  Station  during 

the  year  1902. 

Analyses  of  Sewage. 

The  following  table  gives  the  average  analyses  of  the  various  samples  of 
sewage  collected  during  the  year;  "Lawrence  Street  sewage"  being  the 
average  of  samples,  collected  weekly  from  the  sewer  from  which  the  sewage 
is  pumped  to  the  experiment  station,  "regular  station  sewage"  being  the 
average  of  samples  collected  at  the  experiment  station  on  at  least  four  days 
each  week,  "  sewage  applied  to  Filters  Nos.  1,  6  and  9A"  being  the  aver- 
age of  samples  collected  from  all  sewage  applied  to  these  filters,  and 
"  average  sewage"  being  the  average  of  all  sewage  pumped  upon  each 
Tuesday  of  the  year.     These  averages  are  as  follows :  — 

[Parts  per  100,000.] 


Ammonia. 

i 

Chlorine. 

Oxygen 
Consumed. 

Free* 

ALBUMINOID.  . 

Bacteria 
per  Cubic 

Total. 

In 
Solution. 

Centimeter. 

Lawrence  Street  sewage,     .... 
Regular  Station  sewage,      .... 
Sewage  applied  to  Filters  Nos.  1, 6  and  0A, 
Average  sewage, 

2.62 
4.40 
4.20 
4.80 

.72 
.71 

.87 

.66 
.81 

.84 

18.64 

10.11 

10.70 

I      10.40 

7.70 
4.06 
4.68 
4.80 

2,478,000 
3,877,400 

2,766,800 

The  average  temperature  of  the  regular  station  sewage  when  applied  to 
the  filters  varied  from  42°  F.  in  January  to  68°  F.  in  July  and  August. 
The  sewage  flowing  in  the  Lawrence  Street  sewer  varied  in  temperature 
from  50°  F.  in  January  and  February  to  70°  F.  in  August. 

Solids  in  Sewage. 

The  solid  matter  in  suspension  is  the  chief  factor  in  the  clogging  of  the 
surface  of  sand  filters.     The  area  of  sand  filter  needed  to  purify  a  given 

*  The  work  bas  been  carried  on  under  tbe  general  supervision  of  Hiram  F.  Mills,  A.  M.,  C.  B.,  mem- 
ber of  the  State  Board  of  Health,  with  the  writer  in  direct  charge.  A  full  account  of  the  work  done  at 
the  Lawrence  Experiment  Station  for  the  years  1888  and  1889  is  contained  in  a  special  report  of  the  Slate 
Board  of  Health  upon  the  purification  of  sewage  and  water,  1800.  A  similar  account  for  tbe  years  1800 
said  1891  is  contained  In  the  twenty-third  annual  report  of  the  Board  for  1891.  Sinoe  1891  the  results 
have  been  published  yearly  In  the  annual  reports. 
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volume  of  sewage  depends  very  largely  upon  the  amount  of  matters  in  sus- 
pension. The  determination  of  these  solids,  therefore,  is  of  special  value 
in  comparing  one  sewage  with  another. 

During  the  first  two  years  of  the  operation  of  the  station  daily  determina- 
tions were  made  of  the  amount  of  solid  matters  in  the  sewage  and  the 
amount  of  combustible  matter ;  that  is,  determinations  of  the  total  solids 
and  the  loss  on  ignition.  These  determinations  were  omitted  daring  the 
period  from  November,  1889,  to  July,  1902,  but  were  then  resumed  in  con- 
nection with  studies  of  the  septic  tank  and  contact  filters. 

The  following  table  shows  the  average  solid  matters  present  in  the  station 
sewage  (1)  from  December,  1887,  to  October,  1889,  inclusive,  and  (2)  from 
July  1  to  Dec.  31,  1902,  inclusive :  — 


Average  Solids  in  Station  Sewage  from  December,  1887,  to  October,  1889, 

inclusive. 

[Parte  per  100,000.] 


UWFILTBBKD. 

FlLTBBBD. 

IK  SUSPENSION. 

Total. 

Lota  on 
Ignition. 

Fixed. 

Total. 

Lots  on 
Ignition. 

Fixed. 

Total. 

Lots  on 
Ignition. 

Fixed. 

56.52 

24.38 

32.10 

83.41 

10.70 

22.71 

23.11 

13.68 

9.48 

Average  Solids  in  Station  Sewage  from  July  1  to  Dec.  31, 1902,  inclusive. 


78.20 


34.20 


89.00 


52.40 


18.80 


84.10 


20.80 


15.90 


4.90 


Treatment  of  Sewage  to  remove  Matters  in  Suspension. 

During  the  year  the  regular  sewage  as  pumped  to  the  station  has  been 
treated  in  various  ways,  to  remove,  destroy  or  put  into  solution  the  matters 
in  suspension  in  it  before  application  to  the  filters.  The  principal  experi- 
ments along  this  line  have  been  the  continuation  of  septic  tanks  and  coal 
strainers. 

Septic  Sewage. 

Septic  Tank  A,  having  a  capacity  of  about  220  gallons,  was  put  into 
operation  in  November,  1897,  and  was  continued  throughout  the  year  1902. 
The  tank  is  divided  into  three  sections,  and  was  at  first  air-tight ;  later, 
petcocks  and  pipes  were  attached  above  for  the  ready  escape  of  the  large 
volume  of  gas  generated.  The  tank  has  been  operated  without  removal  of 
sludge,  and  at  the  end  of  1902  about  30  per  cent,  of  its  capacity  was  filled 
with  this  matter.  The  two  following  tables  show  the  average  analyses  of 
the  sewage  entering  and  the  effluent  from  this  tank  during  1902.  It  will 
be  seen  by  these  averages  that,  of  the  total  organic  matter  of  the  sewage 
entering  the  tank  during  the  year,  as  shown  by  the  albuminoid  ammonia 
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determinations,  40  per  cent,  did  not  appear  in  the  effluent  of  the  tank ; 
also,  that  20  per  cent,  of  the  organic  matter  in  solution  in  the  sewage,  as 
shown  by  the  albuminoid  ammonia  determinations,  did  not  appear  in  its 
effluent,  and  57  per  cent,  of  the  organic  matter  in  suspension.  The 
oxygen  consumed  determinations  show  that  82  per  cent,  of  the  organic 
matter  determined  in  this  way  was  removed  from  the  sewage  or  destroyed 
by  passage  through  the  tank. 


Sewage  as  it  enters  Septic  Tank  A. 

[Parts  per  100,000.] 


194S. 


January, 
February, 
March,    . 
April,     . 
May,       . 
June,      • 
July, 
August,  • 
September, 
October, . 
November, 
December, 
Average, 


Temperature 
(Deg.  F.). 


80 
88 
44 
48 
65 
04 
68 
67 
68 
68 
52 
40 


54 


Free. 


Ammonia. 


ALBUMINOID. 


Total. 


In 
Solution. 


5.50 

0.86 

6.70 

1.01 

4.47 

0.67 

6.68 

0.70 

4.88 

0.68 

4.88 

0.66 

4.80 

0.61 

4.70 

1.06 

4.67 

0.70 

4.08 

0.45 

4.08 

0.68 

8.60 

0.58 

4.71 

0.71 

.44 

.62 
.88 
.87 
.81 
.26 
.22 
.28 
.88 
.24 
.84 
.82 


.84 


Chlorine. 


Oxygen 
Consumed. 


7.46 

12.64 

16.41 

10.14 

11.92 

18.40 

17.77 

11.20 

18.06 

0.47 

0.02 

8.56 


11.76 


4.45 
6.61 
4.00 
8.82 
4.08 
8.80 
8.60 
6.20 
8.70 
8.24 
4.58 
4.88 


Bacteria 

per  Cubic 

Centimeter. 


4.21 


800,000 
4,000,000 
1,778,000 
1,670,000 
2,210,000 
4,102,500 
1,880,000 
2,710,000 
1,860,000 
2,880,000 
8,170,000 
1,076,000 


2,256,000 


Effluent  of  Septic  Tank  A. 


January, 

44 

4.68 

0.62 

.80 

8.22 

8.88 

176,500 

February, 

48 

4.28 

0.50 

.82 

0.06 

8.70 

778,000 

March,    . 

40 

4.86 

0.40 

.27 

11.53 

2.82 

808,000 

April,     . 

50 

i 

4.08 

0.88 

.26 

10.88 

2.37 

816,500 

May,       . 

54 

6.08 

0.30 

.26 

11.08 

2.60 

2,456,000 

June, 

64 

4.00 

0.87 

.28 

11.80 

2.26 

800,000 

July, 

67 

4.60 

0.41 

.22 

18.87 

2.88 

646,000 

August,  . 

66 

5.60 

0.44 

.24 

16.86 

2.76 

1,350,000 

September, 

66 

4.77 

0.48 

.28 

14.82 

2.48 

821,080 

October,. 

64 

8.60 

0.87 

.22 

11.20 

2.86 

1,846,500 

November, 

52 

4.28 

0.50 

.80 

10.80 

3.42 

1,532,000 

December, 

44 

8.16 

0.80 

.26 

6.04 

8.14 

1,721,000 

Average, . 

56 

4.62 

0.48 

.27 

11.25 

2.86 

1,020,000 
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Average  Solids  in  Sewage  entering  and  Effluent  from  Septic  Tank  A. 

The  following  table  gives  the  results  of  determinations  of  the  actual 
amount  of  •solid  matter  found  in  the  sewage  entering  the  tank  and  in  its 
effluent  during  the  last  six  months  of  1902,  together  with  the  percentage 
removal  by  passage  through  the  tank :  — 


Average  Solids  in  Sewage  entering  Septic  Tank  A. 

[Parte  per  100,000.] 


Unfilteeed. 

FlLTEUKD. 

In  Suspension. 

190*. 

Total. 

LoMon 
Ignition. 

Fixed. 

Total. 

Lots  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

June, 
July, 
August,  . 
September, 
October, . 
November,     . 
December, 

70.4 
81.8 
07.8 
74.3 
66.0 
74.7 
66.5 

87.9 
88.6 
68.2 
86.0 
80.9 
40.6 
82.4 

41.6 
48.2 
44.6 
80.8 
84.1 
84.1 
83.1 

68.0 
70.3 
66.8 
66.9 
46.8 
46.9 
46.5 

18.4 
26.1 
20.0 
21.7 
16.7 
18.9 
18.8 

84.6 
44.2 
86.8 
86.2 
81.1 
28.0 
26.7 

26.4 
11.6 
41.0 
17.4 
18.2 
27.8 
20.0 

19.6 
7.5 
38.2 
18.8 
16.2 
21.7 
18.6 

6.9 
4.0 
7.8 
4.1 
3.0 
6.1 
6.4 

Avenge, . 

76.9 

87.7 

89.2 

68.7 

19.9 

83.8    | 

1 

23.2 

17.8 

5.4 

Average  Solids 

'  in  Septic  Sewage  A. 

Jane, 

64.2 

19.6 

84.6 

48.2 

14.8 

88.9 

6.0 

5.3 

0.7 

July, 

62.9 

26.8 

87.1 

41.4 

14.9 

26.5 

21.6 

10.9 

10.6 

August,  . 

67.6 

24.6 

48.0 

58.0 

16.4 

42.6 

9.6 

9.2 

0.4 

September,     , 

61.9 

28.4 

88.6 

64.7 

17.2 

87.6 

7.2 

6.2 

1.0 

Oetober, . 

68.8 

28.6 

84.8 

46.6 

16.1 

81.6 

11.7 

8.4 

3.3 

November,     , 

61.7 

28.3 

88.4 

52.1 

19.7 

82.4 

9.6 

8.6 

1.0 

December, 

61.1 

26.4 

26.7 

41.7 

18.9 

22.8 

9.4 

6.5 

2.9 

Average, 

69.7 

24.4 

35.8 

49.0 

16.6 

32.6 

10.7 

7.9 

2.8 

Percentage  removal 

,     22.4 

35.8 

- 

8.8 

17.1 

- 

58.9 

65.6 

- 

Andover  Septic  Tank. 

The  experimental  septic  tank  of  the  Board  at  the  sewage  works  of  the 
town  of  Andover  was  kept  in  operation  until  July,  1902,  having  been 
started  during  the  summer  of  1899.  This  tank  has  a  capacity  of  9,000 
gallons.  Exceedingly  strong  and  very  old  sewage  was  passed  through  it, 
and,  while  fairly  successful  as  a  sludge  destroyer,  the  sewage  was  rendered, 
like  that  of  Septic  Tank  B,  mentioned  in  previous  reports,  difficult  to  purify 
by  intermittent  or  contact  filtration  without  preliminary  aeration.  During 
its  period  of  operation  it  removed  or  destroyed  about  55  per  cent,  of  the 
nitrogenous  organic  matter  of  the  entering  sewage,  as  shown  by  albuminoid 
ammonia  determinations.     The  period  of  passage  of  the  sewage  averaged 
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about  fourteen  hoars.  At  the  end  of  two  years  and  six  months  the  deposit 
on  the  bottom  of  the  tank  occupied  11  per  cent,  of  the  tank  capacity.  It 
is  the  intention  to  operate  this  tank  again  if  conditions  at  this  area  change. 
The  following  tables  show  the  average  analyses  of  the  sewage  entering 
and  the  effluent  from  this  tank  during  1902  :  — 

Andover  Sewage* 

[Part*  per  100,000.] 


Temperature 
(Dig.  F.). 

Amhovia. 

Chlorine. 

Oxygen 
Consumed. 

100*. 

Free. 

ALBUMINOID. 

Bacteria 

per  Cubic 

Centimeter. 

Total. 

In 

8olution. 

January,         .... 

42 

6.88 

1.81 

.72 

6.68 

6.08 

1,710,000 

February,       .... 

41 

9.10 

1.80 

.78 

6.04 

10.06 

6,466,000 

March, 

80 

4.40 

1.22 

.66 

6.82 

6.86 

1,090,000 

April, 

40 

6.80 

1.47 

.68 

6.08 

7.20 

4,686,000 

May 

64 

8.80 

1.36 

.78 

6.00 

6.66 

4,806,000 

June, 

57- 

10.30 

2.81 

.84 

67.88 

10.77 

8,680,000 

Average,  .... 

47 

7.40 

1.60 

.74 

16.47 

7.67 

8,764,000 

Effluent  from  Experimental  Septic  Tank  in  . 

Andover,  Mass. 

January,         .... 

48 

6.00 

0.69 

.61 

7.16 

8.80 

768,000 

February, 

41 

8.10 

0.90 

.64 

7.96 

6.47 

1,220,000 

March,    .... 

41 

3.60 

0.60 

.84 

4.48 

8.00 

169,000 

April,      .... 

46 

4.80 

0.61 

.83 

6.79 

2.78 

990,000 

May,       ...       . 

61 

6.70 

0.82 

.46 

9.89 

4.22 

748,800 

June, 

67 

8.90 

0.76 

.46 

18.72 

4.99 

746,600 

Average, . 

47 

6.18 

0.70 

.46 

8.08 

4.04 

771,200 

Straining  Sewage  through  Coal. 

Strainers  of  anthracite  coal  —  buckwheat  size*  —  have  been  in  operation 
since  1899,  and  have  been  more  successful  than  the  strainers1  of  coke,  owing 
to  the  greater  weight  of  the  material,  which  tends  to  keep  it  in  a  compact 
mass,  and  prevents  a  mixture  of  the  coal  and  the  matters  in  suspension  in 
the  sewage. 

Coal  Strainer  £  was  put  into  operation  Feb.  1,  1901,  and  contained 
1  foot  in  depth  of  buckwheat  coal  over  gravel  underdrains.  Its  rate  of 
operation  until  June  22,  1902,  was  1,000,000  gallons  per  acre  daily,  and 
from  that  date  until  the  end  of  the  year  1,400,000  gallons  per  acre  daily. 
During  this  period  of  twenty-three  months  it  was  scraped  but  seven  times, 


*  AH  would  paaa  through  a  screen  with  a  X-lneh  meeh,  and  practically  none  through  a  ecreen  with 
an  X-inch  meab. 
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a  large  amount  of  sludge  being  removed  each  time.  So  little  coal  was 
removed  with  the  sludge  that  its  depth  was  decreased  bnt  about  4  inches. 
The  removal  of  organic  matter  at  this  higher  rate  was  44  per  cent,  of  the 
total  organic  matter,  and  64  per  cent,  of  the  suspended  matter,  as  shown 
by  the  albuminoid  ammonia  determinations. 

The  following  tables  show  the  average  analyses  of  the  sewage  applied  to 
and  the  effluent  from  this  strainer  during  1902 :  — 


Sewage  applied  to  Strainer  E. 

[Parts  per  100,000.] 


Temperature 
(Deg.  F.). 

Ammonia. 

Chlorine. 

Oxygen 
Consumed. 

1909. 

Free. 

ALBUMINOID. 

Bacteria 
per  Cubic 

Total. 

In 
Solution. 

Centimeter. 

• 

January, 

88 

4.45 

0.65 

.88 

7.44 

3.42 

1,410,000 

February, 

44 

4.10 

0.67 

.82 

6.89 

8.26 

1,860,000 

March,    . 

48 

4.80 

0.64 

.81 

7.67 

2.88 

1,670,000 

April,      . 

47 

8.48 

0.49 

.28 

10.68 

8.12 

1,143,000 

May, 

59 

6.18 

0.69 

.88 

9.62 

8.84 

1,800,000 

Jnne, 

66 

6.28 

1.10 

.41 

9.88 

5.78 

2,198,000 

July, 

00 

5.66 

1.06 

.89 

10.76 

8.86 

2,440,000 

August,  . 

- 

6.80 

0.80 

.18 

10.60 

2.20 

- 

September, 

66 

6.00 

0.78 

.48 

11.13 

4.04 

1,680,000 

October, . 

62 

5.68 

0.67 

.83 

8.67 

3.88 

90,680,000 

November, 

48 

4.08 

0.76 

.37 

11.48 

4.24 

2,895,000 

December, 

43 

4.19 

0.62 

.88 

6.88 

8.86 

2,285,000 

Average, 

62 

5.10 

0.68 

.88 

9.25 

8.65 

9,960,000 

Effluent  of  Strainer  E. 


January, 
February, 
March,    . 
April, 
May, 
June, 
July, 
August,  . 
September, 
October, . 
November, 
December, 
Average, 


52 
61 
66 
54 

59 
67 
68 
66 
64 
64 
66 
51 
58 


4.85 

0.36 

.26 

7.50 

2.41 

6.05 

0.40 

.81 

6.63 

2.82 

5.60 

0.26 

.21 

6.98 

1.60 

4.20 

0.28 

.20 

9.46 

1.66 

7.07 

0.31 

.23 

9.20 

1.56 

6.88 

0.40 

.22 

9.98 

2.25 

6.60 

0.46 

.86 

10.07 

2.48 

6.50 

0.24 

.19 

10.66 

1.42 

4.95 

0.34 

.28 

8.24 

1.76 

4.80 

0.48 

.20 

7.98 

2.48 

5.48 

0.45 

.28 

8.64 

3.19 

4.40 

0.44 

.27 

6.79 

2.42 

5.31 

0.86 

.26 

8.60 

2.12 

281,000 
514,700 
530,800 
801,700 
248,800 
668,800 
844,500 

986,000 
1,074,700 
986,000 
838,700 
656,100 
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Comparative  Removal  of  Mineral  and  Organic  Matter  by  a  Septic  Tank 

and  Coal  Strainers. 

The  following  table  presents  some  interesting  figures  in  regard  to  the 
removal  from  sewage  by  Septic  Tank  A,  Coal  Strainer  E  and  a  still  shal- 
lower coal  strainer,  of  the  total  solids,  mineral  matter  and  combustible  or 
organic  matter.  These  figures  represent  the  results  of  many  determinations 
of  solids  between  June  1  and  Dec.  31,  1902.  It  will  be  noticed  that  Coal 
Strainer  E  was  the  most  efficient  during  the  period  presented. 

Percentages  of  Solid  Matter,  Combustible  Mailer  and  Mineral  Matter  removed  from 
sewage  by  Septic  Tank  A,  Strainer  E  and  a  Shallow  Coal  Strainer,  June  1,  to 
Dec.  31, 1902. 


Septle 
Tank  A. 


Strainer  E. 


Shallow 
Coal  Strainer. 


Solids. 

Total 

In  solution, 

In  suspension, 

Combustible  Matter.    (Loaa  on  Ignition.) 

Total 

In  eolation, 

In  eaepenelon, 

Mineral  Matter.    (Fixed  Bolide.) 

Total 

In  solution 

In  suspension, 


23.4 

8.8 

63.8 


86,8 
17.1 
66.8 


9.9 

3.8 

60.7 


28.7 

9.6 

77.1 

42.9 

8.6 

82.2 

10.4 
10.0 
69.2 


11.60 

0.66 

42.40 

18.00 

4.00 

46.00 

6.20 

2.80 

38.80 


Purification  of  Septic  Sewage. 

Filtration  of  Septic  Sewage  A. 

Two  of  the  filters,  which  have  received  Septic  Sewage  A  since  the  installa- 
tion of  a  septic  tank  five  years  ago,  were  continued  in  operation  during 
1902.  Filter  No.  100  is  constructed  of  5  feet  in  depth  of  sand  of  an 
effective  size  of  0.23  millimeter,  and  Filter  No.  103  is  a  coke  contact  filter 
5  feet  in  depth,  the  coke  in  this  filter  being  of  such  size  that  all  will  pass 
through  a  sieve  with  a  £-inch  mesh,  and  practically  none  through  a  sieve 
with  an  J-inch  mesh.  The  sand  filter  has  been  operated  at  a  rate  some- 
what greater  than  during  1901,  and  has  given  a  somewhat  better  effluent. 
The  contact  filter  has  been  operated  at  a  rate  considerably  greater  than  dur- 
ing 1901 ,  and  the  effluent  has  been  of  a  somewhat  poorer  quality  than  during 
the  previous  year.  The  following  tables  give  the  average  analyses  of  the 
effluents  of  these  two  filters  for  the  year :  — 
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Effluent  of  Filler  No.  100. 
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Effluent  of  Filter  No.  103. 

[PtrU  pat  100,000.] 
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Mineral  and  Organic  Matter  in  Effluent  of  Contact  Fitter  No.  103. 

The  following  table  presents  the  amount  of  mineral  and  organic  matter 

in  the  effluent  of  contact  Filter  No.  103.     The  email  amount  of  solid 

matter  in  suspension  is  noticeable.     The  amonnt  of  solids  in  this  effluent 

is  to  be  compared  with  the  amount  in  the  effluent  of  Septic  Tank  A  (see 
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page  182),  as  this  sewage  has  always  been  applied  to  the  filter.  The  re- 
duction in  organic  matter  as  shown  by  the  loss  on  ignition  results  is  very 
noticeable,  being  about  60  per  cent,  in  the  unfiltered  and  50  per  cent,  in 
the  filtered  sample. 


Average  Solids  in  Effluent  of  Filter  No.  103. 

[Parts  per  100.000.] 


• 

UuriLTEUD. 

FlLTXRED. 

In  Suspension. 

194S. 

Total. 

•  Lota  on 
Ignition. 

Fixed. 

Total. 

Lost  on 
Ignition. 

Fixed. 

Total. 

LoMon 
Ignition. 

Fixed. 

June, 
July, 
August,  . 
September,     . 
October, 
November,     . 
December, 

60.2 
47.8 
64.2 
48.8 
47.6 
40.7 
40.7 

11.8 

10.1 

8.2 

9.1 
10.8 
10.1 

0.1 

88.0 
87.7 
46.0 
30.2 
86.8 
80.6 
81.6 

48.0 
47.8 
62.8 
46.6 
44.2 
80.0 
80.2 

0.0 
0.0 
6.4 
7.8 
0.7 
0.7 
7.0 

34.0 
87.4 
46.4 
88.8 
84.6 
80.2 
81.8 

6.8 
0.6 
1.4 
1.7 
3.4 
0.8 
1.6 

1.4 
0.2 
1.8 
1.8 
1.1 
0.4 
1.2 

4.0 
0.8 

0.4 
2.3 
0.4 
0.8 

Avenge, . 

47.1 

0.8 

87.8    i 

i 

44.8 

8.7 

86.1 

2.8 

1.1 

1.2 

Filtration  of  Andover  Septic  Sewage. 

The  three  filters  in  operation  at  Andover  during  1900  and  1901  were  con- 
tinued until  the  end  of  June,  1902.  They  were  as  follows :  an  intermittent 
sand  filter,  -^  of  an  acre  in  area,  containing  5  feet  in  depth  of  sand  of  an 
effective  size  of  0.23  tnillimeter ;  a  coke  contact  filter,  -^  of  an  acre  in 
area,  containing  5  feet  in  depth  of  coarse  coke ;  and  a  small  coke  contact 
filter,  containing  4  feet  in  depth  of  comparatively  fine  coke.  The  sand 
filter  was  operated  at  a  rate  of  105,000  gallons  per  acre  daily,  and  at  this 
rate  a  very  poor  effluent  was  produced.  The  large  coke  filter  was  operated 
at  the  rate  of  380,000  gallons  per  acre  per  day,  and,  although  some  organic 
matter  was  removed  from  the  applied  sewage  by  passage  through  this  filter, 
little  nitrification  occurred,  and  the  effluent  was  of  a  very  poor  quality. 
The  effluent  of  this  filter  was  applied  to  the  small  contact  filter  at  a  rate  of 
352,000  gallons  per  acre  daily,  and  a  considerable  improvement  in  its 
quality  resulted,  nitrification  being  fairly  active  during  the  period  of  opera- 
tion. This  septic  tank  and  the  filters  were  discontinued  at  the  end  of 
June,  as  it  had  been  quite  conclusively  proved  that,  with  the  old  and  some- 
what stale  sewage  reaching  the  Andover  area,  septic  tank  action  was  not 
favorable  to  subsequent  purification.  The  following  tables  give  the  aver- 
age analyses  of  the  effluents^of  these  filters  during  their  period  of  operation 
in  1902:  — 
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Effluent  of  the  Experimented  Sand  Filter  at  Andover,  Mass. 

[P»rU  per  100,000  ] 
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- 
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0.56 
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46 
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47 
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Effluent  of  the  Large  Experimental  Coke  Contact  Filter  at  Andover,  Mass. 

[Parte  per  100,000.] 
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Effluent  of  the  Small  Experimental  Coke  Contact  Filter  at  Andover \  Mass. 

[Parts  per  100,000.] 
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Contact  Filtration. 

Treatment  of  Sewage  in  a  Contact  Filter  of  Broken  Stone,  — Filter  No.  137, 

goioo  °f  an  -Acre  in  Area. 
In  February,  1900,  Filter  No.  137  was  put  into  operation.    It  was  con- 

• 

structed  of  broken  stone,  of  such  a  grade  that  all  the  pieces  would  pass 
through  a  sieve  with  a  1-inch  mesh,  and  practically  none  through  a  sieve 
with  a  £-inch  mesh.  It  was  operated  during  the  year  at  a  rate  of  480,000 
gallons  per  acre  daily,  and  was  filled  in  three  applications  of  sewage  two 
hours  apart.  It  was  continued  in  operation  during  1901  and  1902  at  higher 
rates,  as  shown  in  the  following  table.  The  best  results  were  obtained 
during  1900,  when  the  rate  of  operation  was  lowest,  and  the  filter  was 
comparatively  free  from  clogging.  Its  effluent,  however,  has  never  ap- 
proached in  quality  the  effluents  of  contact  filters  of  rough  and  porous 
materials. 

The  following  table  shows  the  average  analyses  of  its  effluent  during  the 
past  year :  — 

Effluent  of  Filter  No.  137. 

[Parts  per  100,000.] 
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Double  Contact  Filtration,  —  Filter  No.  163. 

The  effluent  of  Filter  No.  137,  20Aoo  °f  an  acre  *a  area»  has  been  applied 
to  a  filter  of  rather  fine  coke  —  No.  163,  2oAoo  °*  an  acre  iQ.area  —  at  an 
average  rate  of  706,000  gallons  per  acre  daily.  Nitrification  has  been 
good,  and  a  fairly  well-purified  effluent  obtained. 

Effluent  of  Filler  No.  163. 

[Parte  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 
per  Acre 

Dally 

for  Six 

Days  in  a 

Week. 

Tempera- 
ture. 
Deo.  F. 

• 

if 

1 

3 

• 
b 

2 

o 
o 

Ammonia. 

9 

a 
© 

u 

7.86 

i 

1  9.40 

| 

1    ~ 
'  9.07 

|  9.27 

10.22 

9.16 

Nitrogen 

•        AS 

* 

4) 

a 

3 
m 
a 
© 
O 
e 
& 

K 

o 

V 

3 

a 

i 

ALBUMINOID. 

• 

55 

• 

• 

t 

9 
GO 

• 

s 

0 

8 

bb 

i»o». 

• 

s 

O 

• 

3 
O 

© 

Bacteria  p« 
Centlmete 

January,    . 
February, . 
March, 
AprU, 
May,  . 
Jane, . 

841,600 

670,400 

700,000* 

636,200 

607,800 

696,800 

48 
49 

50 
58 
68 

48 
48 

"J 

58 
64 
54 

Great. 
Decided. 

Decided. 

Slight. 

Decided. 

.58 
.51 

.41 
.46 

.73 
.54 

0.4800 
0.9988 

1.0125 

1 
1.0463 

1 

,1.2667 

.1840 
.1680 

.1425 
.1150 
.1607 

.0990 
.1018 

.0876 
.0725 
.0993 

1.70 
2.47 

1.37 
1.62 
8.15 
2.04 

.0032  1.11 
.0108  1.16 

.0081  0.89 

i 

.0165  0.77 
.0193  0.82 

.0118  0.95 

i 
i 

844,000 
1,582,000 

236,500 

97,200 

563,200 

Average, 

676,450 

54 

- 

.0.9598 

.1440 

.0919 

554,600 

*  Pour  days. 


Treatment  of  Sewage  in  a  Contact  Filter  constructed  of  Limonite,  —  Filter 

No.  165. 

Filter  No.  165,  20000  °*  an  acre  m  area,  in  operation  for  eleven  months 
during  1901  and  six  months  during  1902,  contained  5  feet  in  depth  of 
limonite  over  3  inches  in  depth  of  gravel  nnderdrains.  It  received  four 
doses  of  regular  sewage,  one  hour  apart,  stood  full  two  hours,  and  was 
then  slowly  drained.  The  object  of  this  experiment  was  to  determine 
whether  this  natural  iron  oxide  would  exert  any  oxidizing  influence  on  the 
organic  matter  which  adhered  to  it.  At  an  average  rate  of  about  600,000 
gallons  per  acre  daily  the  results  did  not  differ  materially  from  those  ob- 
tained from  other  contact  filters  of  a  similar  grade  of  material.  During 
the  last  months  of  its  operation  poor  results  were  obtained,  as  the  material 
was  really  too  fine  for  use  in  contact  filtration,  and  became  clogged  with 
mineral  and  organic  matter. 

The  action  of  iron  in  intermittent  and  contact  filters  has  been  discussed 
in  previous  reports. 
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Effluent  of  Filter  No.  165. 

[Part*  per  100,000.] 


!•«*. 


Quan- 
tity 
Applied. 

Gallons 
per  Acre 

Dallj 

for  Six 

Dart  In  a 

Week. 


January,   . 
February,  . 
March,       • 
April, 
May,  . 
June, . 
Average, 


1,087,400 
•50,000 
802,500 
801,200 
217,400 
600,000 


600,750 


Tkmpkba- 

TDRB. 

Dko.  F. 

a 

*i 

9 

a 

* 

2 

s 

62 

50 

52 

50 

47       40 

61  |    51 

68  ,     57 

65 

68 

64 

68 

D 


o 


Decided. 
Decided. 
Decided. 
Decided. 
Decided. 
Decided. 


.00 
.08 
.48 
.42 
.42 
.63 


.64 


Ammonia. 


ALBUMINOID. 

■ 

a 

*J 

• 

m+ 

a 

3 

& 

o 

u 

e 

a** 

h 

H 

M 

I 
I 

I. 

2.4400 

4.2000 

0.8000 

1.3207 

1.2000 

1.0860 


1.8386 


.2180 
.2847 
.1480 
.1847 
.1420 
.1040 


.1780 


.1680 
.1498 
.0080 
.0863 
.0770 
.1040 


.1111 


NlTROGBM 
AS 


e 


J3 


6.80 

I 
11.64 

i 

8.09 

I 
8.82; 

8.75 

10.05, 


9.03, 


3 


.65 
.01 
.23 
.20 
.01 
.01 


.19 


• 


.0060 
.0009 
.0016 
.0017 
.0009 


a 

3 

a 
o 
O 

e 

g 

M 

o 


1.34 
1.36 
0.88 
0.76 
0.91 


.0082  1.02 


.0024 


il.04 


3 


H 


441,700 
298,200 

14,900 
180,600 

78,800 
813,800 


220,600 


Comparison  of  the  Purification  of  Untreated  Sewage  and  of  Strained  Sewage 

in  Contact  Filters  of  Coke. 

Filters  Nos.  175  and  176  were  started  on  June  3, 1901,  and  they  are  still 
in  operation.  They  are  constructed  of  5  feet  in  depth  of  coke,  of  such  a 
size  that  all  will  pass  through  a  screen  with  a  1-inch  mesh,  75  per  cent, 
through  a  screen  with  a  £-inch  mesh,  and  practically  none  through  a  screen 
with  a  J-inch  mesh.  Each  is  8.0$00  of  an  acre  in  area.  The  effluent  of 
Coal  Strainer  F  is  applied  to  Filter  No.  175,  and  Filter  No.  176  has 
received  regular  station  sewage.  Until  Oct.  1,  1901,  the  filters  were 
flooded  with  four  applications  of  sewage  one  hour  apart,  allowed  to  stand 
full  for  two  hours,  and  then  drained  slowly.  From  October  1  to  November 
7  each  was  flooded  in  four  applications  of  sewage  one  hour  apart,  and 
allowed  to  stand  full  two  hours  before  being  drained.  Beginning  Novem- 
ber 7,  each  filter  was  filled  in  one  application  of  sewage,  about  forty-five 
minutes  being  taken  to  fill  each  filter  to  its  surface.  The  changes  in  the 
manner  of  flooding  made  comparatively  little  difference  in  the  degree  of 
purification  obtained  from  each  filter,  although  the  best  results  have  been 
obtained  when  flooding  in  successive  doses.  Filter  No.  175,  receiving 
strained  sewage,  has  always  given  the  better  effluent,  and  has  been  oper- 
ated at  the  higher  rate. 
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Effluent  of  Filler  No.  175. 

[P»rU  par  100,000.] 


Quan- 
tity 
Applied. 

Tbmpbka- 

TUBK. 

AXMOKIA. 

NlTKOOBM 
AS 

1 

JO 
3 

DKO.  F. 

0 

o 

Gallons 
per  Acre 

p 

• 

ALBUMIKOIB. 

. 

• 

a 
m 

1 

Uti 

1909. 

• 

D 

2.3 

«S 
us 

Dally 

f 

2 

§ 

£  • 

9 

a 

3 

3 

s 

for  Six 

Days  In  a 

Week. 

0 

a 
G 

H 

I 

o 

••4 

e 
O 

1 

? 

** 

£ 

a 

o 

a* 

r 

o 
0.26 

2 

is 

to 

© 

Bftcte 
Cen 

January,  .  • 

1,600,000 

42 

62 

Great. 

0.48 

2.2000 

.2000 

.1460 

0.64 

.0023 

1.88 

360,000 

February, . 

1,620,800 

44 

62 

Great 

0.61 

1.8488 

.2280 

.1140 

0.40 

1.27 

.0016 

1.65 

600,000 

March, 

601,800 

48 

63 

Decided. 

0.48 

1.4000 

.1640 

.0660 

0.41 

1.14 

.0008 

1.12 

202,000 

April, 

007,100 

40 

66 

Decided. 

0.30 

1.5867 

.1480 

.0007 

0.07 

1.61 

.0016 

0.88 

207,300 

May, . 

708,000 

61 

62 

Decided. 

0.68 

1.6660.2040 

.1180 

14.63 

1.87 

.0030 

1.22 

127,600 

Jane, 

402,000 

68 

68 

Decided. 

0.40 

1.1600 

.1680 

.1280 

18.13 

2.81 

.0028 

1.04 

660,000 

July, . 

640,200 

67 

64 

Great. 

1.00 

2.4800 

.2840 

.1640 

10.66 

1.78 

.0020 

1.62 

- 

August,    . 

784,200 

70 

68 

Decided. 

0.45 

1.0600 

.1660 

.1100  ! 

10.29 

1.76 

.0080 

1.16 

466,000 

September, 

636,200 

68 

64 

Decided. 

0.64 

1.0000 

.1680 

.1000 

12.92 

2.12 

.0016 

1.10 

657,000 

October,    . 

602,600 

68 

66 

Decided. 

0.64 

0.0600 

.1220 

.0880 

0.70 

2.27 

.0086 

0.08 

180,000 

November, 

667,200 

60 

68 

Decided. 

0.48 

0.6700 

.1660 

.1080 

12.27 

2.64 

.0088 

1.06 

1,008,000 

December, 

627,400 

48 

60 

- 

0.62 

0.8060 

.1160 

.0810 

7.81 
10.66 

1.74 
1.74 

.0075 
.0027 

0.87 
1.16 

824,000 

Average, 

768,200 

66 

60 

- 

0.66 

1.8742 

.1786 

.1081 

426,700 

Effluent  of  Filler  No.  176. 


January,  . 
February, . 
March, 
April, 
May, . 
June, 
July, . 
August, 
September, 
October,    . 
November, 
December, 

Average, 


1,440,000 

62 

46 

Slight. 

0.85 

1.6650 

.1390 

.0060 

8.00 

0.82 

.0023 

1,876,800 

62 

46 

Decided. 

0.48 

2.4000 

.2008 

.1040 

9.38 

0.25 

.0008 

408,100 

47 

48 

Decided. 

0.43 

0.4000 

.1520 

.1180 

7.74 

0.92 

.0024 

622,800 

51 

49 

Decided. 

0.38 

1.0467 

.1618 

.1047 

8.80 

0.69 

.0024 

601,500 

58 

69 

Decided. 

1.28 

2.6500 

.2320 

.1180 

11.07 

0.12 

.0018 

508,000 

65 

67 

Decided. 

0.38 

11.7000 

.1080 

.0860 

9.84 

0.14 

.0007 

640,400 

68 

66 

Blight. 

0.50 

2.8800 

.2620 

.1060 

10.23 

0.03 

.0016 

622,800 

60 

67 

Decided. 

0.43 

0.4300 

.1400 

.0840 

10.90 

1.13 

.0025 

387,800 

65 

68 

Decided. 

0.61 

1.6400 

.1880 

.1320 

10.83 

1.30 

.0044 

689,600 

65 

64 

Decided. 

0.83 

0.8500 

.1810 

.1360 

8.50 

1.50 

.0045 

640,200 

49 

59 

Decided. 

0.58 

1.4600 

.2460 

.1640 

11.91 

0.30 

.0020 

613,800 

60 
57 

56 

Decided. 

0.65 

0.6100 

.1200 

.0900 

6.58 

0.75 
0.66 

.0028 
.0024 

698,700 

67 

- 

0.66 

j 1.4626 

.1866 

.1115 

9.44 

0.78 
1.23 
10.94 
0.97 
1.69 
1.20 
1.82 
1.06 
1.28 
1.46 
1.55 
0.94 


1.20 


286,600 
268,800 
846,000 
282,000 
116,500 
647,000 

296,000 
660,600 
478,000 
1,168,000 
863,000 


420,600 


The  following  table  shows  the  average  solid  matter  —  mineral  and  organic 
—  in  the  sewage  applied  to  the  coal  strainer  and  to  Filter  No.  176,  and  in 
the  effluent  of  the  coal  strainer  as  applied  to  Filter  No.  175,  together  with 
the  solids  in  the  effluent  of  these  two  filters.  This  coal  strainer,  owing  to 
its  shallowness,  was  not  particularly  efficient  during  the  year.  Studying 
the  results,  it  will  be  seen  that  the  effluent  of  Filter  No.  176  contained  only 
about  40  per  cent,  as  much  combustible  matter  as  the  sewage  applied,  and 
about  67  per  cent,  as  much  total  solid  matter.  The  effluent  of  Filter  No. 
175,  receiving  strained  sewage,  contained  as  much  combustible  organic 
matter  as  did  the  effluent  of  Filter  No.  176.  Complete  analyses,  however, 
showed  the  effluent  of  Filter  No.  175  to  be  the  pnrer  of  the  two. 
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Average  Solids  in  Sewage  applied  to  Coal  Strainer  F. 

[Part*  p«r  100,000.] 


Uhfiltkbkd. 

FlLTBRKD. 

IV  &U8PBKSIOK. 

It+S. 

Total. 

Lota  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

TotaL 

Low  on 
Ignition. 

Fixed. 

Jane. 

July,  . 

August, 

September, 

October,    . 

November, 

December. 

78.5 
67.7 
60.4 
70.8 
62.0 
88.0 
87.2 

81.6 
80.0 
28.0 
82.0 
26.5 
44.1 
82.8 

47.0 
86.8 
82.4 
47.8 
85.6 
44.8 
84.0 

61.0 
68.0 
61.2 
68.8 
46.0 
60.0 
46.0 

15.6 
10.8 
10.2 
16.8 
15.7 
17.7 
17.8 

46.4 

84.6 
82.0 
88.0 
80.8 
41.8 
20.1 

17.5 
18.8 
0.2 
26.0 
16.0 
20.0 
20.8 

15.0 

11.6 

8.8 

16.2 
10.8 
26.4 
14.5 

1.8 
2.2 
0.4 
0.8 
5.2 
8.5 
6.8 

Average,    . 

72.1 

82.2 

80.0 

68.0 

17.8 

85.7 

I      10.0 

14.0 

4.1 

Average  Solids  in  Effluent  of  Coal  Strainer  F,  applied  to  Filter  No.  176. 


June, . 

66.8 

22.0 

48.4 

60.0 

16.7 

48.8 

7.8 

7.2 

0.1 

July,  . 

64.8 

26.7 

87.6 

64.0 

18.4 

85.6 

10.8 

8.8 

2.0 

August, 
September, 

60.6 

28.6 

86.0 

48.2 

16.2 

82.0 

11.4 

7.4 

4.0 

66.7 

28.0 

88.7 

67.5 

28.8' 

84.2 

0.2 

4.7 

4.5 

October.    . 

66.1 

24.6 

81.6 

46.6 

17.8 

28.7 

0.6 

6.7 

2.0 

November, 

77.2 

88.6 

48.7 

67.8 

18.8 

80.0 

10.0 

15.2 

4.7 

December, 

66.6 

24.6 

81.0 

46.1 

16.0 

80.1 

0.4 

8.5 

0.0 

Average,    • 

68.7 

26.2 

87.4 

62.7 

18.0 

84.7 

11.0 

8.8 

2.7 

Average  Solids  in 

Effluent  of  Filter  No.  175. 

June, . 

60.6 

12.7 

46.8 

68.8 

11.0 

47.8 

0.7 

1.7 

. 

July,  . 

62.4 

16.6 

36.8 

61.1 

16.1 

36.0 

1.8 

0.6 

0.8 

August,     . 

48.5 

18.5 

88.0 

45.1 

12.7 

82.4 

1.4 

0.8 

0.6 

September, 

66.0 

14.6 

41.4 

f      64.8 

12.8 

41.6 

1.6 

1.7 

- 

October,    . 

64.4 

11.5 

42.0 

!      63.0 

11.0 

42.0 

1.4 

0.6 

0.0 

November, 

68.0 

18.6 

44.4 

66.8 

12.8 

43.0 

2.2 

0.8 

1.4 

December, 

44.2 

11.8 

82.4 

41.3 

0.9 

81.4 

2.0 

1.9 

1.0 

Average,    . 

68.0 

18.8 

80.7 

61.3 

12.2 

89.2 

1        1.6 

1 

1.1 

0.9 

Average  Solids  in 

Effluent  of  Filter  No.  176. 

June, . 

61.4 

12.7 

38.7 

42.2 

7.8 

34.4 

0.2 

4.0 

4.3 

July, . 

46.6 

10.0 

36.5 

42.2 

8.0 

34.2 

4.3 

2.0 

2.8 

August,     . 

40.6 

14.0 

86.5 

47.0 

13.0 

34.0 

2.6 

1.0 

1.5 

September, 

60.0 

10.8 

40.1 

47.0 

8.7 

39.2 

8.0 

2.1 

0.9 

October,    . 

49.6 

17.0 

82.5 

47.0 

15.8 

82.1 

1.6 

1.2 

0.4 

November, 

48.7 

18.5 

85.2 

46.0 

12.6 

33.5 

2.7 

1.0 

1.7 

December, 

42.3 

12.1 

80.2 

88.6 

8.0 

29.7 

8.7 

8.2 

0.5 

Average,    . 

48.4 

12.0 

86.6 

44.5 

10.7 

88.8 

8.0 

i 

2.2 

1.7 

Efficiency  of  Different  Materials  in  Contact  Filtration. 

Of  all  the  materials  employed  in  the  construction  of  filters  of  this  class 
at  the  Lawrence  Experiment  Station,  by  .far  the  best  results  have  been 
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given  by  coke.  Rough  materials  give  better  qualitative  results  than  smooth 
materials.  Broken  stone  filters  have  not  been  particularly  efficient,  nitrifi- 
cation has  seldom  been  active  within  them,  and  the  matters  separated  from 
the  sewage  and  retained  within  such  filters  do  not  remain  evenly  distributed 
throughout  the  filter,  but  accumulate  in  the  lower  layers.  A  non-putrescible 
effluent  from  a  contact  filter  of  broken  stone  is  not  easily  obtained,  unless 
the  stone  is  of  so  fine  a  grade  that  the  filter  will  clog  rapidly.  With  the 
use  of  rough  materials,  such  as  coke,  the  disappearance  of  the  nitrogen  of 
the  free  ammonia  of  the  applied  sewage  is  very  marked ;  that  is,  a  large 
percentage  of  this  nitrogen  does  not  appear  either  as  free  ammonia  in  the 
effluent,  or  as  nitrates  or  nitrites,  and  presumably  passes  away  uncombined. 
The  cause  of  this  loss  will  be  discussed  later.  The  average  purification 
obtained  by  contact  filters,  calculated  in  decrease  of  albuminoid  ammonia, 
is  seldom  above  75  per  cent. 

Permanency  of  Contact  Filters. 

Next  to  giving  good  purification,  the  length  of  life  or  the  permanency  of 
a  sewage  filter  is  the  most  important  consideration.  In  the  operation  of 
sand  filters  receiving  fresh  sewage,  where  practically  all  the  matters  in  sus- 
pension in  the  applied  sewage  are  retained  at  or  near  the  surface,  this 
deposit  can,  if  necessary,  be  removed  from  time  to  time  without  much. dis- 
turbance of  the  main  body  of  the  filter.  With  a  contact  filter  of  coarse 
material,  however,  upon  which  practically  no  surface  straining  takes  place, 
the  lower  portions  are  as  liable  to  clogging  as  the  upper.  This  clogging  or 
filling  of  the  open  spaces  decreases  the  volume  of  the  sewage  that  can  be 
applied  daily,  and  limits  the  life  of  the  filter.  To  maintain  normal  rates 
and  at  the  same  time  produce  good  qualitative  results,  the  experience  at  the 
station  and  elsewhere  shows  the  importance  of  removing  a  considerable 
portion  of  the  matters  in  suspension  before  the  sewage  is  applied  to  these 
filters,  if  the  filters  are  to  be  constructed  of  material  fine  enough  to  produce 
good  results.  This  removal  may  be  accomplished  by  sedimentation, 
straining,  septic  tanks,  etc. 

The  following  data  upon  the  rapidity  of  the  filling  of  the  open  space  of 
filters  receiving  various  grades  of  sewage  have  been  obtained  from  the  op- 
eration of  various  contact  filters,  and  are  presented  in  the  following  tables. 

Filters  Nos.  82,  composed  of  cinders;  137,  of  broken  stone;  176,  of 
coke;  and  165,  of  limonite,  —  received  untreated  sewage  for  the  periods 
given  in  the  tables,  and  their  open  space  was  reduced  as  shown.  Filter 
No.  176  is  still  in  operation.  Filter  No.  137  was  without  underdrains,  and 
the  clogging  was  largely  in  its  lower  layers.  Each  of  these  filters  with 
exception  of  No.  82  was  aoioo  °*  an  acre  *n  area*     Filter  No.  82  was 

T0&O0  °f  an  acre  m  area* 
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Decrease  of  Open  Space. 
Filter  No.  82,  constructed  of  Cinders. 


COMMBKCKD  TO 
OPBRATK. 

Date  when 
Open  Space 
was  deter- 
mined. 

Period 
of  Operation. 

t 
i 

Per  Cent  of 
Open  Space. 

PerCent.    ' 
Redaction 

of  Open 

Space. 

April  12, 1807, . 

- 

- 

60.00* 

- 

Sept  14, 1800. 

2  yre.      4  m. 

- 

- 

June  15, 1000. 

2  yra.      0  m. 

58.00 

11.7 

Dec.  18, 1000. 

3yre.      3  no 

50.00 

16.7 

Jan.  20,1001. 

8  yra.      4  m. 

47.00 

21.7 

Mar.    1,1001. 

8  yra.      6  no. 

45.00 

25.0 

Filter  No.  137 \  constructed  of  Broken  Stone, 

Feb.  21, 1000,    . 

•      . 

- 

• 

45.00* 

- 

May    4, 1000. 

2.5  m. 

42.00 

6.7 

Jan.  80,1001. 

11  m. 

88.00 

26.7 

May  25,1001. 

1  yr.       8  m. 

27.00 

40.0 

July    1,1001. 

1  yr.        4  m. 

24.00 

46.7 

Jan.     8, 1002. 

1  yr.      10  m. 

15.50 

65.6 

Peb.    8,1002. 

1  yr.      11  m. 

18.00 

71.1 

Tank    emptied 
February  28. 

Filter  No.  165,  constructed  of  Limonite. 

Feb.  8, 1901,      . 

- 

- 

85.00 

- 

July    5,1001. 

6  m. 

80.50 

12.0 

Jan.    8, 1002. 

Urn. 

27.00 

22.0 

Peb.    3,1002. 

lyr. 

24.00 

81.4 

Feb.  27, 1002. 

1  yr.       1  m. 

10.86 

44.7 

Mar.  10, 1002. 

lyr.    1.6  m. 

22.00 

87.1 

Apr.    8,1002. 

1  yr.        2  m. 

18.50 

47.1 

May    3, 1002. 

1  yr.       8  m. 

18.25 

47.0 

Jane  0,1002. 

1  yr.       4  m. 

26.00 

28.6 

July    1,1002. 

1  yr.       6  m.  j       21.00 

i 

40.0 

*  Approximate. 
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Filter  No.  176,  Constructed  of  Medium  Coarse  Coke. 


Bboan 
to  operate. 

Date  when 
Open  8pace 
was  deter- 
mined. 

Period 
of  Operation. 

Per  Cent,  of 
Open  Space. 

PerCent 
Redaction. 

Jane  3, 1001,  . 

- 

- 

- 

48.00 

- 

Jane  18, 1901. 

Jm. 

42.76 

10.9 

Sept.  28, 1001. 

3  m. 

40.00 

16.7 

Oct.   10,1901. 

4  m. 

42.00 

12.6 

Oct.  11,1901. 

4  m. 

89.00 

18.8 

Oct.   14,  1001. 

4  m. 

89.60 

17.7 

Dec.    2,1001. 

6  m. 

89.60 

17.7 

Deo.    4, 1001. 

8  m. 

87.60 

21.9 

Dec.  81, 1901. 

7  m. 

38.00 

26.0 

Feb.    4,1902. 

8  m. 

84.26 

28.8 

Mar.    1,1902. 

9  m. 

29.00 

89.6 

Retted  Mar.  2  to  9. 

Mar.  10, 1902. 

9.6  m. 

84.00 

29.2 

April  2, 1902. 

10  m. 

81.00 

86.4 

May    8, 1902. 

11m. 

81.26 

84.9 

Betted  Jane  6  to  12. 

Jane  18, 1902. 

lyr. 

84.00 

29.2 

July    8,1902. 

lyr. 

1  m. 

81.60 

84.4 

Beeted  Jaly  28  to  Aug  8. 

Sept.  15, 1902. 

lyr. 

3.5  m. 

88.00 

26.0 

Beated  Sept.  8  to  14. 

Oct.     7, 1902. 

lyr. 

4  m. 

39.26 

18.2 

Reated  Sept  24  to  Oct.  6. 

Nov.    3,1902. 

lyr. 

6  m. 

35.00 

27.1 

Rested  Nov.  17  to  28. 

Nov.  24, 1902. 

lyr. 

6  m. 

36.00 

27.1 

Reated  Dee.  29  to  Jan.  4, 1903. 

Filter  No.  103,  started  more  than  five  years  ago,  is  still  in  operation, 
and  has  received  daring  its  entire  period  of  operation  septic  sewage.  It 
is  allowed  to  rest  every  six  weeks.  Its  rate  of  operation  at  present  is 
approximately  1,400,000  gallons  per  acre  daily,  and  its  open  space  is  only 
16  per  cent,  less  than  when  started.  At  the  present  time,  while  this  open 
space  fluctuates,  it  is  not  permanently  decreasing.  The  increased  open 
space  after  each  period  of  rest  is  noticeable. 

Filter  No.  175  receives  sewage  which  has  first  been  passed  through  a 
coke  strainer,  and  for  the  past  year  its  percentage  of  open  space  has 
remained  practically  constant. 
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Decrease  of  Open  Space. 
Filter  No.  103,  constructed  of  Fine  Coke. 


Date  when 

1 

Bkoak 

Open  Space 

Period 

Per  Cent,  of 

Per  Cent 

TO  OPHEATB. 

was  deter- 

of Operation. 

Open  Space. 

Reduction. 

mined. 

Feb.  28,  1808, 

80.00 

Jan.  29, 1001. 

2  yra. 

11m. 

27.00 

10.0 

July    1,1001. 

8yra. 

4  m. 

26.00 

13.3 

Not.    1,1901. 

Syre. 

8  m. 

25.50 

16.0 

Not.    6,1901. 

• 

— 

25.00 

16.7 

Material  flushed  November  11. 

Not.  12, 1901. 

— 

— 

26.00 

13.3 

Tank  emptied  and  material  put 
In  new  lank  November  14. 

Not.  15, 1901. 

- 

- 

29.00 

3.3 

Not.  29, 1901. 

8yra. 

9  m. 

25.76 

14.2 

Jan.     7, 1902. 

8  yra. 

11m 

25.50 

15.0 

Feb.    4, 1902. 

4  yra. 

25.50 

15.0 

Feb.  27, 1902. 

4  yra. 

lm. 

23.00 

23.3 

Rested  March  2  to  9. 

Mar.  10, 1902. 

4  yra. 

1.6  m. 

27.50 

8.8 

Apr.   8, 1902. 

4  yra. 

2.5  m. 

21.00 

80.0 

Rested  April  5  to  18. 

Apr.  14,  1902. 

4  yra. 

8  m. 

27.00 

10.0 

May    8, 1902. 

4  yra. 

8.6  m. 

22.25 

25.8 

Reated  May  16  to  25. 

May  28, 1902. 

4  yra. 

4  m. 

28.00 

6.7 

Jane    9, 1902. 

4  yra. 

4.6  m. 

24.50 

18.3 

July    8,1902. 

4  yra. 

5.5  m. 

21.00 

80.0 

Rested  July  13  to  20. 

July  21,  1902. 

4  yra. 

6  m. 

27.00 

10.0 

Rested  August  26  to  31. 

Oel.  10,1902. 

4  yra. 

9  m. 

30.00 

0.0 

Reated  September  24  to  Ooto- 
ber9. 

Not.    4,1902. 

4  yra. 

10  m. 

21.25 

29.2 

Reeled  November  16  to  28. 

- 

Not.  24, 1902. 

4  yra. 

Urn. 

24.76 

17.5 

Reated  December  29  to  Jan.  8, 
1908. 

Jan.    6, 1908. 

6  yra. 

25.00 

16.7 

» 

Filter  No.  175, 

Constructed  of  Medium  Coarse  Coke. 

June  3,  1901,  . 

— 

48.00 

Jnne  18, 1901. 

0.6  m. 

46.00 

6.8 

Oct.     1, 1901. 

4  m. 

42.00 

12.5 

Dec.    2,1901. 

6  m. 

48.50 

9.4 

Dee.    4,1901. 

6  m. 

42.00 

12.6 

Dec.  81, 1901. 

7  m. 

40.00 

16.7 

Feb.    4,  1902. 

8  m. 

87.75 

21.4 

Mar.    1,1902. 

9  m. 

85.50 

26.0 

Rested'March  2  to  10. 

Mar.  11, 1902. 

9.5  m. 

88.25 

24.6 

Apr.    2,1902. 

10  m. 

36.25 

24.6 

May    8, 1902. 

Urn. 

86.76 

28.4 

Reated  Jane  6  to  12. 

June  18, 1902. 

lyr. 

41.00 

14.6 

July    8,1902. 

lyr. 

1  m. 

37.25 

22.4 

Reated  July  28  to  August  6. 

Sept.  16, 1902. 

lyr. 

3.5  m. 

41.00 

14.6 

Reated  September  8  to  14. 

Oct.     9, 1902. 

lyr. 

4  m. 

40.00 

16.7 

Reated  September  24  to  Oc 
tober  8. 

Not.    8, 1902. 

lyr. 

6  m. 

86.50 

24.0 

Rested  November  17  to  28. 

Not.  24, 1902. 

lyr. 

6  m. 

88.60 

19.8 

Rested  December  27  to  Jan.  4, 
1903. 

Many  other  contact  filters  have  given  like  results ;  that  is,  it  has  been 
shown  that  the  permanency  or  maintenance  of  open  space  is  dependent  upon 
preliminary  treatment  of  the  sewage  applied,  and  frequent  resting  of  the 
filter.  Good  underdrainage  is  a  very  essential  feature,  especially  in  filters 
of  smooth  materials,  as  in  these  filters  there  is  a  constant  tendency  to  sedi- 
mentation of  the  matters  retained  in  the  filters,  which,  with  open  under- 
drains,  pass  away  instead  of  remaining  to  clog  the  lower  layers. 
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Purification  without  Nitrification. 

Statements  have  been  made  during  the  past  year,  by  various  investiga- 
tors, in  regard  to  the  purification  or  at  least  the  satisfactory  treatment 
of  sewage  by  contact  filters  without  nitrification  occurring  in  the  filters. 
If  the  production  of  clarified  effluents  containing  organic  matter  of  such 
a  nature  that  it  changes  but  slowly  after  coming  from  the  filter  is  meant 
by  this  assertion,  certain  Lawrence  results  present  frequent  illustrations. 
The  effluents  of  intermittent  sand  filters  Nos.  1,  6  and  9 A,  during  periods 
of  the  past  two  winters,  have  been  clear,  practically  odorless  and  non- 
putrefactive,  notwithstanding  they  did  not  contain  nitrates.  Certain  con- 
tact filters,  constructed  of  or  containing  large  amounts  of  metallic  iron, 
have  also  produced  effluents  containing  but  a  small  percentage  of  the 
organic  matter  of  the  sewage  applied  to  them,  and  have  been  practi- 
cally non-putrefactive,  notwithstanding  that  nitrification  did  not  occur  in 
these  filters.  These  have  been  special  cases,  however,  and  the  results  are 
not  of  general  application.  It  can  be  stated  emphatically  that  it  has  not 
been  the  general  experience  at  Lawrence  that  good  purification  can  be 
obtained  without  nitrification. 

Intermittent  Continuous  Filtration. 

Filters  Nos.  135  and  136,  aoioo  °f  an  J^cre  tn  <4*«*. 

Filters  Nos.  135  and  136,  when  first  started  in  1899,  were  18  feet  in 
depth.  All  of  the  broken  stone  used  in  their  construction  will  pass 
through  a  screen  with  a  1-inch  mesh,  40  per  cent,  through  a  screen  with  a 
£-inch  mesh,  and  4  per  cent,  through  a  screen  with  a  J-inch  mesh.  The 
sewage  has  been  distributed  over  the  surface  of  the  filters  by  means  of 
trays  and  automatic  tipping  basins,  that  flush  the  sewage  first  over  one 
portion  of  the  surface  and  then  over  the  other,  discharging  their  contents 
every  few  minutes.  On  June  20,  1900,  6  feet  of  filtering  material  was 
removed  from  each  filter,  making  the  depth  of  each  11  feet  10  inches. 

These  filters  were  continued  in  operation  throughout  1902,  and  were  both 
operated  in  the  intermittent  continuous  manner.  Each  contained  during 
this  period  11  feet  10  inches  in  depth  of  the  filtering  material.  Filter  No. 
135  has  received  the  effluent  of  Coal  Strainer  £,  and  Filter  No.  136  has 
received  septic  sewage.  At  the  beginning  of  the  year  1901  nitrification 
became  feeble  in  both  filters,  owing  to  the  conditions  prevailing,  caused  by 
their  great  depth  as  compared  with  their  surface  area ;  that  is  to  say,  nitro- 
gen and  carbonic  acid  gas  accumulated  within  them,  and  the  difficulty  with 
which  these  gases  could  escape  and  air  enter  prevented  bacterial  oxidation. 
To  remedy  this,  on  May  27,  1901,  four  openings  were  made  on  the  side  of 
each  filter,  about  4£  feet  from  the  top  of  the  filtering  material.    Following 
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this,  nitrification  began  to  be  active  in  both  fitters,  and  has  so  continued 
up  to  the  present  time  (April,  1903).  The  average  rate  of  filtration  of 
Filter  No.  135  for  1901  was  1,407,000  gallons  per  acre  daily,  and  of  Filter 
No.  136  1,403,000  gallons  per  acre  daily.  The  average  rate  daring  1902 
of  Filter  No.  135  was  1,817,400  gallons  per  acre  daily,  and  of  Filter  No. 
136,  1,809,100  gallons  per  acre  daily.  During  each  of  these  years  Filter 
No.  135  has  received  sewage  that  has  first  passed  through  a  coal  strainer, 
and  Filter  No.  136  has  received  septic  sewage. 

The  following  tables  give  the  average  yearly  analyses  for  1900  and  1901 
of  the  sewage  applied  to  and  the  effluents  from  these  filters,  and  the  average 
monthly  analyses  of  sewage  and  effluents  during  1902  :  — 

Average  Analyses  of  Sewage  applied  to  Filter  No.  135. 

[Parts  per  100,000. J 


Temperature. 
Deg.  F. 

Ammonia. 

Chlorine. 

Oxygen 
Continued. 

Yeab. 

Free. 

•      ALBUXIKOID. 

Bacteria 

per  Cable 

Centimeter. 

Total. 

In 
Solution. 

Id 
8aapenafc>n. 

1900, 
1901, 

00 
61 

4.09 

6.41 

.63 
.86 

.27 
.29 

.86 

.06 

i 

9.02 
9.70 

4.81 
2.08 

1,449,400 
888,800 

Average  Analyses  of  Sewage  applied  to  Filler  No.  136. 


1900, 
1901, 


62 
60 


4.67 
6.98 


.89 


.22 
.29 


.11 
.10 


9.74 
8.78 


2.46 
2.68 


648,800 
862,000 


Effluent  of  Filter  No.  135. 


Quantity 
Applied. 

Gallons 
per  Acre 

Dally. 

• 

,g 

O 
V 

A  HMO  VIA. 

• 
p 

S 

o 

NlTBOQBM 
A8 

i 

a 

a 
• 
e 
o 

U 

G 

1 

O 

o 

3 
s 
a 

a 

I 

ALBUMINOID. 

• 

• 
• 

■ 

3 

5 

Bacteria  per 
Centimeter. 

Ybab. 

• 

1 

• 

B 

Id 
O 

a* 

.1888 
.1868 

1,600,100 
1,406,900 

.83 

.81 

i 

2.6712 
3.1645 

.1906 
.2228 

9.63 
9.44 

0.42 
2.40 

.0106 
.0182 

1.81 
1.67 

349,400 
87,300 

Effluent  of  Filter  No.  136. 


1900, 
1901, 


890,800 
1,402,700 


.56 
.82 


2.8695 
3.4163 


.1301 
.2381 


.1107 
.1844 


9.64 
8.62 


1.72 
2.00 


.0204 
.0086 


1.06 
1.67 


69,700 
78,000 
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Sewage  applied  to  Filler  No.  135. 

(Part*  per  100,000.] 


Ammonia. 

i 
i 

Chlorine. 

Oxygen 
Consumed. 

1908. 

Temperature 
(Deg.  F.). 

Free. 

ALBUMINOID. 

Bacteria 
per  Cubic 

Total. 

In 
Solution. 

Centimeter 

January, 

52 

4.86 

.36 

.26 

7.50 

2.41 

281,000 

February,    . 

51 

5.05 

.40 

.31 

6.63 

2.32 

614,700 

March, . 

• 

66 

5.60 

.25 

.21 

6.98 

1.60 

630,800 

April,   . 

54 

4.20 

.23 

.20 

9.46 

1.65 

801,700 

May,     . 

59 

7.07 

.31 

.23 

9.20 

1.66 

248,300 

Jane,    . 

67 

6.83 

.40 

.22 

9.93 

2.25 

663,800 

July,     . 

68 

6.60 

.46 

.36 

10.07 

2.48 

844,600 

Aagaat, 

66 

5.60 

.24 

.19 

10.55 

1.42 

- 

September, 

64 

4.95 

.84 

.23 

8.24 

1.76 

986,000 

October, 

54 

4.80 

.48 

.20 

7.98 

2.48 

1,074,700 

November,  . 

66 

6.48 

.45 

.28 

8.64 

8.19 

936,000 

December, 

51 

4.40 

.44 

.27 

6.79 

2.42 

838,700 

Average 

i 

58 

6.81 

.86 

.26 

8.60 

2.12 

666,100 

Sewage  applied  to  Filler  No.  136. 


January, 
February, 
March, . 
April,  . 
May,     . 
Jane,    . 
July,    . 
August, 
September, 
October, 
November, 
December, 
Average, 


60 
60 
65 
54 
60 
67 
68 
68 
65 
64 
52 
44 
58 


5.28 

.48 

.88 

7.18 

6.00 

.48 

.38 

6.91 

6.15 

.88 

.27 

7.86 

4.77 

.35 

.23 

8.56 

7.18 

.88 

.27 

9.45 

6.87 

.85 

.29 

11.62 

8.76 

.41 

.81 

10.02 

6.60 

.26 

.19 

13.46 

5.50 

.40 

.27 

70.03 

3.60 

.87 

.22      i 

11.20 

4.28 

.50 

.30 

10.80 

3.16 

.90 

.26 

6.94 

6.67 

.40 

.28 

14.46 

2.60 
2.63 
2.16 
2.03 
2.64 
2.64 
2.52 
2.24 
2.32 
2.85 
3.42 
8.14 
2.60 


980,000 

890,000 
1.080,000 

940,000 
1,063.800 
1,010,000 

280,000 

667,000 
1,846,500 
1,632,000 
1,721,000 
1,028,164 
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Effluent  of  Filter  No.  135. 

[ParU  per  100,000.] 


lMft. 


Quantity 
Applied. 

Gallon* 
per  Acre 
Dally  for 

8eren 
Days  in  a 

Week. 


January,  . 
February, . 
March, 
April, 
May, .       . 
June, 
July, . 
August,    . 
September, 
October,    . 
November, 
December, 
Average, 


1,386,600 
1,374,800 
800,600 
1,680,800 
1,607,700 
2,229,800 
2,260,400 
1,785,400 
1,074,800 
2,834,600 
2,814,700 
2,120,000 


1,817,400 


TBMPEKATUBB. 

DBO.  F. 

• 

& 

m 

9 

• 

0 

• 
0 

6 

no 

M 

62 

62 

61 

60 

66 

68 

64 

64 

69 

67 

67 

66 

68 

68 

66 

64 

64 

63 

64 

68 

66 

66 

61 

40 

68 

67 

1 


3 


V.  alight. 
V.  alight. 
V.  slight. 
Blight. 
Slight. 
Slight. 
Slight. 
V.  slight. 
V.  slight. 
Slight. 
V.  alight. 
V.  slight. 


.68 
.68 
.48 
.40 
.48 
.65 
.68 
.43 
.56 
.46 
.44 
.62 


.52 


Ammokia. 


ALBUMINOID. 

■ 

a 

1 

3 

© 

<gg 

u, 

H 

1.6222 
1.9626 
1.7620 
1.2900 
1.6800 
1.2267 
3.1100 
1.6800 
2.4500 
1.1917 
1.0300 
1.9470 


1.7462  .1892 


.1683 
.1510 
.1507 
.1118 
.1747 
.1880 
.2260 
.0880 
.1460 
.1100 
.0700 
.1016 


.0858 
.0796 
.0880 
.0688 
.0840 
.1018 
.1220 
.0600 
.1000 
.0913 
.0650 
.0872 


.0856 


! 


7.21 

6.49 

7.65 

8.99 

9.88 

9.58 

10.01 

10.22 

10.16 

8.06 

9.19 

6.46 


8.61 


NlTBOOIV 
AS 


i 

s 

mm 

ft 


s 


2.85 
2.79 
2.88 
1.70 
4.62 
4.61 
1.92 
3.36 
2.01 
2.32 
2.83 
1.19 


2.76 


.0090 
.0054 
.0089 
.0103 
.0067 
.0060 
.0090 
.0600 
.0088 
.0064 
.0078 
.0067 


.0071 


a 

a 

m 

I 
I 

o 


1.26 

1.24 

1.11 

0.84 

1.2 

1.87 

1.66 

0.70 

1.12 

0.79 

0.74 

0.86 


1.08 


5 


3,860 
26,800 
24,900 
18,400 
36,800 
26,400 
48,900 

118,800 

122,900 

44,400 

87,700 


46,760 


Effluent  of  Filter  No.  136. 


January,   . 

1,498,700 

60 

61 

V.  slight. 

.64 

2.0844 

.1520 

.0949 

7.80 

2.72 

.0091 

1.17 

8,500 

February, . 

1,511,400 

60 

49 

V.  slight. 

.68 

8.6300 

.1470 

.1090 

6.77 

2.00 

.0100 

1.16 

19,700 

March, 

912,300 

65 

64 

V.  slight. 

.48 

1.6500 

.2080 

.1020 

7.43 

4.62 

.0069 

1.19 

38,600 

April, 

1,488,600 

54 

68 

V.  slight. 

.41 

1.0233 

.1063 

.0767 

8.05 

2.46 

.0107 

0.79 

13,500 

May,  . 

1,608,900 

60 

67 

Slight. 

.62 

2.7067 

.2880 

.1093 

9.08 

8.55 

.0063 

1.81 

87,800 

June, .       • 

2,187,100 

67 

66 

Slight. 

.70 

2.7467 

.2640 

.1333 

11.08 

3.51 

.0090 

1.61 

59,400 

July, . 

2,068,100 

68 

69 

Slight. 

.75 

5.1500 

.2396 

.1770 

9.75 

1.97 

.0090 

1.69 

153,500 

August,     . 

2,086,200 

68 

64 

Slight. 

.43 

1.9200 

.3360 

.0820 

13.25 

5.29 

.0040 

2.22 

- 

September, 

2,093,000 

65 

68 

Slight. 

.68 

2.6600 

.1660 

.1060 

9.98 

1.80 

.0120 

1.27 

22,500 

October,    . 

2,286,400 

64 

68 

Decided. 

.66 

1.6400 

.1383 

.1053 

9.08 

1.03 

.0076 

1.20 

175,100 

November, 

2,195,300 

62 

66 

V.  slight. 

.61 

1.6400 

.1630 

.0820 

8.77 

1.81 

.0150 

1.18 

47,900 

December, 

1,978,500 

44 

49 

V.  slight. 

.63 

1.6120 

.1144 

.0824 

8.12 
9.00 

1.26 
2.66 

.0090 
.0091 

1.01 
1.38 

22,000 

Average, 

v.             — 

1,809,100 

68 

67 

- 

.60 

2.3553 

.1980 

.1050 

54,400 
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The  following  tables  give  the  average  amount  of  solid  matter  in  the  sew* 
age  applied  to  and  the  effluents  from  these  two  filters :  — 


Average  Solids  in  Sewage  applied  to  Strainer  E. 

[Parte  per  100,000.] 


Unnltebed. 

1                 Filtered. 

i 

Ik  Huspehsio*. 

lt*». 

Total. 

Lou  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

TotaL 

i 

Jane, ... 

July,  • 

August, 

September, 

October,    . 

November, 

Deeember, 

87.2 
72.6 
60.0 
78.6 
72.8 
78.4 
66.6 

47.2 
84.4 
18.4 
86.6 
84.8 
86.6 
24.2 

40.0 
38.2 
40.6 
88.0 
88.0 
87.8 
82.8 

40.0 
60.0 
62.8 
67.1 
46.8 
64.0 
42.6 

10.6 
17.8 
14.8 
21.6 
16.7 
18.0 
16.8 

80.4 
88.1 
88.0 
86.6 
81.1 
86.1 
26.0 

87.8 
21.7 
6.2 
18.4 
26.0 
10.4 
14.0 

27.7 
16.6 

3.6 
14.0 
10.1 
16.7 

8.6 

0.6 
6.1 
2.6 
2.4 
6.0 
2.7 
6.4 

Average,     . 

70.7 

82.0 

37.8    1 

60.6 

17.7 

82.0 

20.1 

16.2 

4.0 

Average  Solids  in  Effluent  of  Strainer  E. 


Jane, .       • 

40.7 

16.8 

84.4    | 

44.8 

18.1 

31.2 

6.4 

2.2 

8.2 

July,  . 

66.6 

21.0 

84.8 

68.0 

10.7 

34.2 

2.6 

2.2 

0.4 

August,     . 

40.0 

18.4 

86.6 

48.0 

10.4 

87.8 

1.0 

8.0 

- 

September, 

40.8 

17.6 

31.7 

46.7 

16.2 

20.6 

8.6 

1.4 

2.3 

October,    . 

48.7 

10.7 

20.0 

42.3 

17.6 

24.8 

6.4 

2.2 

4.2 

November, 

68.0 

27.4 

80.6 

61.6 

24.0 

27.6 

6.6 

3.4 

8.1 

December, 

41.6 

16.1 

26.6 

34.6 

12.7 

21.0 

7.0 

8.4 

3.6 

Average,    . 

60.4 

18.8 

81.6 

46.8 

16.2 

20.6 

4.6 

2.6 

2.8 

Average  Solids  in 

Effluent  of  Filter  No.  135. 

Jane, .       . 

74.6 

23.2 

51.8 

61.8 

16.7 

44.6 

13.2 

6.6 

6.7 

July,  . 

68.7 

10.1 

40.6 

62.5 

10.4 

42.1 

16.2 

8.7 

7.6 

August,     . 

68.8 

12.8 

46.0 

64.2 

12.6 

41.6 

4.6 

0.2 

4.4 

September, 

61.7 

18.2 

38.6 

47.0 

11.2 

86.7 

8.8 

2.0 

1.8 

October,    . 

44.2 

0.0 

34.8 

48.8 

0.2 

84.1 

0.0 

0.7 

0.2 

November, 

48.0 

8.0 

80.1 

- 

- 

- 

- 

- 

- 

December, 

86.2 

10.8 

25.4 

- 

- 

- 

i 

- 

- 

Average,     . 

64.6 

14.0 

40.6    | 

i                                  i 

!     •    1     - 

- 

7.7 

3.6 

4.1 
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Average  Bolide  in  Septic  Sewage  applied  to  Filter  No.  136. 

[Part*  per  100,000.] 


UmriLTERED. 

■ 

FlLTBBKD.                      ' 

I*  8U8PKH8IOM. 

lt*». 

Total. 

Lom  on 
Ignition. 

Fixed.   ' 

Total. 

Loss  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

Jane, . 
July,  . 
August, 
September, 
October,    . 
November, 
December . 

64.1 

68.7 
00.6 
66.0 
68.8 
61.7 
61.1 

10.7 
20.0 
17.2 
10.8 
28.6 
28.8 
26.4 

84.4 
87.8 
43.4 
86.7 
84.8 
88.4 
26.7 

61.7 
66.1 
60.0 

i 

60.0 

,      46.6 

62.1 

41.7 

18.6 
17.7 
14.8 
16.6 
16.1 
10.7 
18.0 

88.1 
87.4 
46.2 
88.6 
31.6 
32.4 
22.8 

2.4 

8.6 
0.6 
6.0 
11.7 
0.6 
0.4 

1.1 
8.2 
2.4 
2.8 
8.4 
8.6 
6.6 

1.8 

0.4 

2.2 
8.8 
1.0 
2.0 

Average,    . 

67.1 

22.1 

86.0 

1      61.0 

17.8 

88.7 

8.0 

4.7 

1.8 

Average  Solids  in 

Effluent  of  Filter  No,  136. 

JODO,  ... 

67.8 

18.8 

40.6 

60.2 

11.0 

48.8 

7.6 

6.4 

1.2 

July, . 

68.3 

26.8 

43.0 

60.0 

10.0 

80.1 

18.8 

14.4 

8.0 

Angnat,     . 

116.6 

28.8 

02.8 

82.4 

14.4 

68.0 

84.2 

0.4 

24.8 

September, 

61.6 

14.6 

87.0 

46.0 

0.0 

86.0 

6.6 

4.6 

1.0 

Qetober,    . 

42.6 

12.6 

80.1 

88.6 

0.8 

20.2 

4.1 

8.2 

0.0 

November, 

47.8 

12.2 

86.1 

40.7 

i 

8.1 

82.6 

6.6 

4.1 

2.6 

December, 

40.2 

10.0 

a 

80.2 

80.6 

0.6 

20.0 

0.7 

0.4 

0.8 

Average,    . 

62.0 

16.7 

46.8 

61.8 

10.6 

40.4 

11.0 

6.1 

4.0 

ReJUtration  of  Effluents  of  Filters  Nos.  135  and  136 ,  —  Filter  No.  185. 

Filter  No.  185  is  10ft00  of  an  acre  in  area,  and  is  constructed  of  5  feet 
in  depth  of  sand  of  an  effective  size  of  0.23  millimeter.  The  mixed  effluents 
of  Filters  Nos.  135  and  136  have  been  applied  to  this  filter  during  the  year 
at  an  average  rate  of  800,000  gallons  per  acre  daily,  and  a  clear,  odorless, 
non-putrescible  effluent,  high  in  nitrates,  has  been  obtained.     The  average 

analysis  of  this  effluent  for  the  year  has  been  as  follows :  — 

i, 

Effluent  of  Filter  No.  185. 

[Parts  per  100,000.] 


TKMPBBATUBB. 
Dao.  F. 

i 
Color. 

i 

AXKOHIA. 

Chlorine. 

NlTIOQB*  A8 

Oxygen 
Consumed. 

Bacteria 

per  Cable 

Centimeter. 

Sewage. 

Effluent. 

Free. 

Albu- 
minoid. 

Nitrates. 

Nitrites. ' 

i 

67 

66 

j      .42 

.8866 

.0613 

0.14 

8.66 

.0401 

.61 

17,866 
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Treatment  of  Crude  Sewage  in  an  Intermittent  Continuous  Filter,  —  Filter 

No.  189. 

Filter  No.  189,  7^nr  °'  an  acre  *n  area>  contains  10  feet  in  depth  of 
broken  brick  about  2  inches  in  diameter,  and  has  been  operated  since 
May  14,  1902.  It  has  received  untreated  sewage  at  an  average  rate  of 
2,300,000  gallons  per  acre  daily,  and  has  produced  a  turbid  effluent,  con- 
taining high  free  and  albuminoid  ammonia,  but  with  a  considerable  amount 
of  nitrates.  The  average  analyses  of  the  sewage  applied  to  and  the  efflu- 
ent from  this  filter  follow :  — 


Sewage  applied  to  Filter  No.  189. 


QoantitT 
Applied. 

Gallons 
-  per  Acre 
Daily. 

Tempera- 
ture. 
Deg.  F. 

Color. 

Ammonia. 

Chlorine. 

NlTBOOBM  A8 

Oxygen 
Con- 
sumed. 

Free. 

ALBUMINOID. 

Nitrates. 

Nitrites. 

Bacteria 
per  Coble 

Total. 

In 
8olutlon. 

Centi- 
meter. 

- 

62 

- 

3.9100 

.6400 

.2600 

10.66 

- 

- 

8.41 

1,691,800 

Effluent  of  Filter  No.  189. 

2,801,700 

69 

.00 

2.8184 

.8569 

.1516 

10.64 

.98 

.0587 

2.21 

462,800 

Discussion  of  Intermittent  Continuous  Filtration  through  Coarse  Materials. 

The  results  given  on  the  preceding  pages,  as  well  as  the  various  tests  of 
effluents,  sediment,  etc.,  described  and  discussed  in  an  article  on  "  The 
Stability  of  Effluents  of  Sewage  Filters  of  Coarse  Material,"  given  in  the 
report  of  the  Board  for  1901,  and  continued  during  1902  and  summarized 
beyond,  show  the  remarkably  satisfactory  results  that  can  be  obtained  by 
these  coarse  filters  when  operating  at  rates  as  high  as  2,000,000  gallons  per 
acre  daily.  Effluents  are  produced  with  the  organic  matters  in  solution  in 
the  sewage  quite  thoroughly  oxidized  or  nitrified,  and  the  suspended  matters 
changed  to  an  innocuous,  non-putrefying  form.  The  effluents  from  Filters 
Nos.  135,  136  and  189  are  now  allowed  to  pass  into  settling  tanks,  so  that 
the  suspended  matters  may  separate  out.  There  is  also  added  to  these 
tanks  at  their  outlet  an  upright  coke  strainer;  that  is,  a  few  inches  in 
depth  of  coke,  contained  within  a  frame.  This  is  hardly  needed,  however, 
as  the  suspended  matter  settles  rapidly,  and  this  ontlet  strainer  accumu- 
lates matter  very  slowly.  The  effluents  from  these  settling  tanks  are  gen- 
erally clear,  with  very  little  odor,  high  in  nitrates,  and  non-putrescible. 
Many  tests  made  with  the  sediments  have  shown  their  great  stability ;  in 
character  and  appearance  they  are  very  different  from  sewage  sediment. 
During  the  past  year  analyses  of  some  of  these  sediments  and  sewage  sedi- 
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ment  have  been  made,  and  the  result*  are  here  given.  The  effluent  sedi- 
ments are  of  average  samples  collected  from  the  deposits  of  many  days  of 
operation. 

Loss  on  Ignition,  Total  Nitrogen,  Phosphoric  Acid  and  Sulphuric  Acid  in  the  Sedi- 
ments from  Some  of  the  Coarse  Filters  and  from  Sewage.  (Results  expressed 
in  Percentages  of  Weight.) 


Loss  on 
Ignition. 


Total 
Nitrogen. 


Pnoaphoric 
Acid. 


8alphai1e 
Acid. 
(«08) 


Bewage, 
Filter  No.  184, 
Filter  No.  186, 
Filter  No.  186, 


66.7 
16.5 
28.7 
S'2.0 


8.63 
0.80 
1.66 
1.04 


1.16 
1.88 
2.68 
4.18 


.48 
.00 
.67 
.36 


All  the  determinations  were  made  upon  the  samples  dried  at  100°  C. 
The  total  nitrogen  was  determined  by  the  Gunning  modification  of  the 
Kjeldahl  process.  A  duplicate  determination  was  also  made,  modified  so 
as  to  include  the  nitrogen  as  nitrates,  if  any  were  present.  The  results 
were  practically  the  same  as  those  obtained  by  the  method  in  which  no 
nitrogen  as  nitrates  was  determined. 

Other  analyses  at  a  different  time  gave  the  following  results  :  — 

Analyses  of  Sewage,  Dried  Sludge  and  of  Sediments  from  Filters  Nos.  135 

and  136. 


Per  eent.  by  weight  of  total  nitrogen  (Kjeldahl), 

Per  cent,  of  nitrogen  (albuminoid  ammonia),    . 

Per  eent.  that  nitrogen  by  albuminoid  ammonia  teat  ia  of 

nitrogen  (Kjeldahl), 

Albuminoid  ammonia  (parte  per  100,000), .... 
Lose  on  ignition  (per  eent.  by  weight) 


Sewage 
81udge. 


2.37 
1.80 

66.00 

1576.60 

68.48 


Sediment  from 
Filter  No.  185. 


1.87 
0.70 

51.00 

800.00 

27.68 


Sediment  from 
Filter  Mo.  186. 


1.41 
0.78 

55.80 

052.50 

81.40 


Comparison  of  the  Effluents  of  Contact  and  Intermittent  Continu- 
ous Filters. 

These  filters  have  varied  in  depth  from  2  feet  in  the  case  of  a  contact 
filter,  to  17  feet  10  inches  in  the  case  of  intermittent  continuous  filters,  and 
the  method  of  operation  followed  has  varied  greatly.  The  principal  filter- 
ing materials  used  have  been  coke,  cinders  and  broken  stone.  The  sewage 
applied  has  varied  from  the  regular  station  sewage  to  sewage  in  an  advanced 
state  of  putrefaction,  such  as  that  from  Septic  Tank  B  and  the  Andover 
septic  tank.  The  quality  of  the  various  effluents  produced  by  these  filters 
has  also  varied  greatly.  The  most  satisfactory  effluent  produced  by  con- 
tact filters  of  coarse  material,  taking  into  account  the  rate  of  filtration, 
has  been  from  Filter  No.  103,  containing  5  feet  in  depth  of  coke,  and  re- 
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ceiving  septic  sewage.  Other  contact  filters  of  rough  material  have  given 
well-nitrified,  non-putrefactive  effluents,  especially  those  receiving  sewage 
which  has  had  a  preliminary  treatment. 

The  studies  have  shown  that,  notwithstanding  the  intermittent  continuous 
filter  of  coarse  material  is  more  difficult  to  operate,  on  account  of  the  neces- 
sity of  uniform  distribution  of  the  sewage  over  the  surface,  yet  with  the 
sewage  experimented  with  at  Lawrence  such  filters  can  be  operated  at 
higher  rates  than  contact  filters,  and  give  better  results;  that  is,  nitri- 
fication within  them  is  normally  more  active,  and,  while  their  effluents  gen- 
erally contain  considerable  matter  in  suspension,  it  is  less  putrescible  than 
that  in  the  effluents  of  any  but  the  best  contact  filters,  and  settles  more 
readily,  leaving  a  clear  liquid. 

An  interesting  and  practical  point  in  this  comparison  is  that,  while  much 
of  the  matter  in  suspension  in  the  sewage  is  held  by  both  the  contact  and 
the  intermittent  continuous  filters  for  a  time,  yet  it  accumulates  more 
slowly  within  the  intermittent  continuous  filter :  for,  when  reaching  a  cer- 
tain degree  of  change  from  bacterial  oxidatior ,  it  falls  off  from  the  filter- 
ing material  in  flakes,  and  appears  in  the  effluent.  In  the  contact  filter, 
on  the  other  hand,  this  tendency  to  loosen  from  the  material  is  less  marked. 
It  is  also  worthy  of  note  that  a  comparatively  smooth  material,  such  as 
gravel  stones  or  broken  stone,  gives  good  results  when  used  in  intermittent 
continuous  filters ;  while,  as  stated  previously,  contact  filters,  to  give  satis- 
factory results,  need  to  be  constructed  of  coke  or  some  similar  rough  and 
porous  material. 

The  following  table  shows  the  average  amount  of  mineral  and  organic 
matter  in  station  sewage,  strained  and  septic  sewage,  and  in  the  effluents 
of  two  intermittent  continuous  and  three  contact  filters.  The  effluent  of 
Septic  Tank  A  has  been  applied  to  Filter  No.  103  ;  the  effluent  of  Strainer 
£  to  Filter  No.  185,  and  the  effluent  of  Coal  Strainer  F  to  Filter  No.  175, 
while  Filter  No.  176  received  the  regular  untreated  station  sewage. 


Average  Solids  in  Sewage  applied  to  and  Effluents  from  Fillers  Not.  103, 175, 

176, 135,  and  136,  June,  1902,  to  December,  1902. 


UXFILTKXKD. 

FILTERED. 

IX  8U8PKX8IOV. 

Total. 

Lots  on 
Ignition. 

Fixed. 

Total. 

Lotion 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

Sewage  for  Septic  Tank  A, 
Effluent  of  Septic  Tank  A, . 
Bfflaent  of  Filter  108,  . 
Sewage  for  Strainer  E, 
Bfflaent  of  Strainer  E, . 
Effluent  of  Filter  185,  . 
Sewage  for  Filter  186,  . 
Bfflaent  of  Filter  ISO,  . 
Sewage  for  Coal  Strainer,   . 
Effluent  of  Coal  Strainer,    . 
Bfflaent  of  Filter  175,   . 
Bfflaent  of  Filter  170,  . 

70.9 
59.7 
47.1 
70.7 
60.4 
64.0 
57.1 
62.0 
72.1 
68.7 
68.0 
48.4 

87.7 
24.4 
9.8 
32.9 
18.8 
14.0 
22.1 
16.7 
32.2 
26.2 
18.3 
12.9 

89.2 
86.3 
37.8 
37.8 
31.6 
40.6 
35.0 
45.3 
89.9 
87.6 
39.7 
86.5 

63.7 
49.0 
44.8 
60.6 
46.8 

51.0 
51.3 
68.0 
52.7 
61.8 
44.5 

19.9 
16.6 
8.7 
17.7 
16.2 

itTs 

10.6 
17.3 
18.0 
12.2 

10.7 

88.8 
32.5 
86.1 
82.9 
29.6 

88.7 
40.7 
85.7 
34.7 
89.1 
88.8 

i 

23.2 

10.7 

j      2.8 

i    20.1 

4.6 

7.7 

6.0 

11.0 

!    19.0 

11.0 

1.6 

8.9 

17.8 
7.9 
1.1 

15.2 
2.6 
8.6 
4.7 
6.1 

14.9 
8.8 
1.1 
2.2 

5.4 
2.8 
1.2 
4.9 
2.8 
4.1 
1.8 
4.9 
4.1 
2.7 
0.9 
1.7 
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The  Stability  of  Effluents  of  Contact  and  Intermittent  Continuous 

Filters. 

In  the  report  of  the  Board  for  1901  there  was  an  article  on  this  subject, 
and  the  statement  was  made  that  "  the  effluents  produced,  either  by  inter- 
mittent continuous  or  by  the  best  contact  filters,  show  little  tendency  to 
change  when  maintained  at  a  summer  temperature  for  a  considerable 
period  with  the  exclusion  of  air.  When  mixed  with  water  containing 
oxygen,  they  invariably  improve  in  quality."  Experimental  work  and  in- 
cubation tests  to  study  this  subject  further  have  been  continued  during 
1902.  Beginning  in  June,  weekly  samples  of  the  effluents  of  contact  Fil- 
ters Nob.  108, 187, 175  and  176  have  been  incubated,  and  also  the  effluents 
of  intermittent  continuous  Filters  Nos.  185,  136  and  189.  Duplicate  sam- 
ples of  approximately  250  cubic  centimeters  of  each  of  the  effluents  of 
these  various  filters  have  been  collected  at  the  outlet.  In  one  of  these 
samples  determinations  of  turbidity,  sediment,  odor,  oxygen  consumed  and 
dissolved  oxygen  have  been  made  immediately ;  while  the  other  has  been 
placed,  tightly  stoppered,  in  an  incubator,  maintained  at  a  temperature  of 
80°  F.,  and  allowed  to  remain  there  for  five  days,  at  the  end  of  which  time 
the  same  determinations  have  been  made. 

Of  the  nineteen  samples  of  the  effluent  of  contact  Filter  No.  103  tested 
in  this  way,  three  increased  in  odor  and  two  in  oxygen  consumed ;  that  is, 
in  only  three  of  the  nineteen  samples  did  anaerobic  or  putrefactive  action 
occur,  even  when  undergoing  this  severe  test.  In  nearly  all  of  them  the 
dissolved  oxygen  present  when  they  were  placed  in  the  incubator  had  dis- 
appeared at  the  end  of  the  period  of  incubation.  This  filter  is  constructed 
of  broken  coke  and  receives  septic  sewage,  and,  as  stated  previously  in 
this  report,  has  given  the  best  effluent  of  any  contact  filter  in  operation  at 
the  station. 

Contact  Filter  No.  187,  constructed  of  broken  stone  of  the  same  depth  as 
Filter  No.  108,  was  operated  at  practically  the  same  rate,  but  received  un- 
treated sewage.  Nitrification  was  generally  feeble  in  this  filter,  and  its 
effluent,  on  incubation,  increased  in  odor,  showing  anaerobic  changes  eleven 
times  out  of  fourteen  tests  made.  The  oxygen  consumed  was  increased  at 
the  end  of  the  period  of  incubation  six  times  in  the  fourteen  tests  made. 
The  dissolved  oxygen  present  at  first  had  invariably  disappeared  at  the  end 
of  the  period. 

Filter  No.  175,  constructed  of  coke,  and  receiving  sewage  which  had 
first  been  passed  through  a  coal  strainer,  gave  an  effluent  of  which  only  one 
sample  of  twelve  increased  in  odor.  In  none  of  these  samples  was  the 
oxygen  consumed  increased.  In  most  of  them  the  dissolved  oxygen  pres- 
ent at  the  beginning  of  the  period  of  incubation  had  disappeared  at  its 
end. 

The  effluent  of  contact  Filter  No.  176,  constructed  of  coke,  and  receiv- 
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ing  untreated  sewage  of  the  same  character  as  that  applied  to  Filter  No.  137, 
just  mentioned,  showed  upon  incubation  an  increase  in  odor  of  four  of  the 
twelve  samples  incubated.  In  three  of  the  samples  the  oxygen  consumed 
had  increased  and  in  all  of  them  the  dissolved  oxygen  had  disappeared  at 
the  end  of  the  period  of  incubation. 

Summarizing,  it  can  be  said  that,  while  the  effluents  of  contact  Filters 
Nob.  108,  175  and  176,  of  rough  material,  were  of  such  a  character  that 
anaerobic  changes  occurred  in  a  few  samples,  still  these  changes  were  not 
very  marked,  and  the  increase  in  oxygen  consumed  was  but  slight.  The 
effluent  of  contact  Filter  No.  137,  constructed  of  broken  stone,  however, 
was  of  so  poor  a  quality  that  generally,  when  a  change  occurred  during 
incubation,  hydrogen  sulphide  was  developed,  and  the  increase  in  oxygen 
consumed  was  very  marked. 

The  effluents  of  intermittent  continuous  Filters  Nos.  135,  136  and  189 
were  submitted  to  the  same  tests. 

Of  the  twenty  samples  of  the  effluent  of  Filter  No.  135,  receiving  sewage 
which  has  passed  through  a  coal  strainer,  which  were  incubated,  not  one 
showed  an  increase  of  odor  at  the  end  of  the  period,  and  only  one  an 
increase  in  oxygen  consumed.  In  a  number  of  these  samples  dissolved 
oxygen  was  present  at  the  end  of  the  period. 

Of  the  twenty  samples  of  effluent  of  Filter  No.  136,  receiving  septic 
sewage,  incubated  from  the  beginning  of  June  to  the  end  of  December, 
only  one  showed  an  increase  in  odor  during  incubation,  and  only  one  an 
increase  in  oxygen  consumed.  In  a  number  of  these  samples  dissolved 
oxygen  was  present  at  the  end  of  the  period. 

The  effluent  of  intermittent  continuous  Filter  No.  189  was  also  tested  in 
this  way.  This  filter  received  untreated  sewage,  in  distinction  from  Filters 
Nos.  135  and  136,  which  received  strained  and  septic  sewage,  respectively, 
and  is  constructed  of  coarse  material.  With  Filter  No.  189,  eleven  of  the 
nineteen  samples  of  effluent  incubated  showed  an  increase  in  odor  at  the 
end  of  the  period,  this  odor  sometimes  being  offensive,  and  five  showed  an 
increase  in  oxygen  consumed.  In  only  two  instances  was  dissolved  oxygen 
present  in  the  sample  at  the  end  of  the  period. 

Nitrogen  in  Applied  Sewage  and  in  Effluents. 

The  determination  of  nitrogen  in  the  various  forms  in  which  it  occurs  in 
sewage  and  in  the  effluents  of  the  filters  affords  a  ready  means  of  tracing 
the  changes  which  the  organic  matter  undergoes  in  passing  through  the 
filters.  There  may  be  also  considerable  organic  matter  stored  within  a 
filter,  even  when  the  filter  is  in  good  working  condition.  This,  when  not 
due  to  overworking  a  filter,  is  probably  the  portion  least  susceptible  to 
bacterial  action.  Much  work  has  been  carried  out  and  many  calculations 
made  upon  this  subject  of  storage  of  nitrogen,  and  tables  have  been  given 
in  various  reports  showing  the  proportion  of  total  nitrogen  in  the  sew- 
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age  applied  not  appearing  in  the  effluents  and  not  remaining  stored  in  the 
filters. 

In  the  extended  series  of  investigations  which  were  made  to  trace  the 
nitrogen  of  the  sewage  as  it  passes  through  the  filter  in  intermittent  sand 
filtration  it  was  discovered  that  a  varying  percentage  of  the  nitrogen  was 
unaccounted  for,  not  being  found  in  the  effluent  and  not  being  stored  in 
the  filter.  The  inference  was  either  that  the  nitrogen  escaped  as  such  into 
the  air,  or  was  in  such  a  form  that  it  eluded  our  processes  of  analysis. 
Subsequent  investigations  point  directly  to  its  loss  in  the  gaseous  state. 
Later  experience  has  also  shown  that  the  proportion  of  nitrogen  unac- 
counted for  varies  with  different  kinds  of  filters  and  with  differently  con- 
structed or  operated  filters  of  the  same  kind. 

The  following  tables  present  some  interesting  data  on  this  subject 
obtained  during  the  last  two  years.  Filters  Nos.  1,  2,  6  and  9A  are  the 
oldest  intermittent  sand  filters  at  the  station,  and  No.  5B  is  an  intermittent 
ash  and  cinder  filter.  For  the  period  shown  in  the  tables,  the  percentage 
of  nitrogen  in  the  applied  sewage  not  appearing  in  the  effluents  from  these 
filters  amounted  to  12,  16,  4,  9  and  13  per  cent.,  respectively.  Filters 
Nos.  135  and  136  are  intermittent  continuous  filters,  and  from  the  tables 
given  on  page  212  it  will  be  seen  that  only  2  and  3  per  cent.,  respectively, 
of  the  nitrogen  applied  to  them  is  unaccounted  for.  With  Filter  No.  176 
(see  page  211),  a  contact  filter,  more  than  50  per  cent,  is  unaccounted  for; 
and  with  Filter  No.  175,  also  a  contact  filter,  33  per  cent,  is  unaccounted 
for.  Filter  No.  100,  an  intermittent  sand  filter  receiving  septic  sewage, 
shows  a  loss  of  15  per  cent. 

The  results  of  these  determinations  and  calculations  may  not,  when 
applied  to  contact  filters,  be  as  accurate  as  those  obtained  from  intermit- 
tent and  intermittent  continuous  filters,  owing  to  the  greater  difficulty  in 
sampling  the  effluents ;  but  there  is  no  doubt  of  the  fact  tbat  the  nitrogen 
unaccounted  for  in  the  operation  of  contact  filters  is  very  mucb  larger  than 
from  the  other  filters.  Characteristic  of  the  operation  of  contact  filters  is 
the  large  reduction  of  the  free  ammonia  of  the  sewage  without  equivalent 
increase  in  nitrates  and  nitrites  in  the  effluent. 

The  fact  that  all  the  nitrogen  is  accounted  for  in  those  filters  of  coarse 
material  in  which  we  are  sure  that  oxidizing  conditions  exist  throughout, 
—  Filters  Nos.  135  and  136,  —  and  the  fact  that  the  formation  of  hydro- 
carbons and  free  nitrogen  is  characteristic  of  the  action  of  the  septic  tank, 
lead  to  the  inference  that  when  a  loss  of  nitrogen  occurs  it  is  the  result  of 
anaerobic  action  in  a  filter.  In  the  experiments  on  the  nitrification  of  a 
soluble  salt  of  ammonia  and  of  a  soluble  nitrogenous  substance,  —  petone 
(described  in  the  special  report  of  1890),  —  it  was  found  that  all  of  the 
nitrogen  was  accounted  for  in  the  effluents.  In  these  experiments  no  solid 
matter  was  applied  to  the  filter,  and  it  is  reasonable  to  suppose  that  oxidiz- 
ing conditions  existed  throughout  the  whole  body  of  the  sand. 
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Average  of  Total  Nitrogen  in  Sewage  applied  to  and  in  Effluents  of  Sewage  Fillers, 

July,  1901,  to  June,  1902,  inclusive. 

[Parte  per  100,000.] 


mi. 


Average  Sewage  > 

for  Kilters 

Nos.  1  and  2. 


Effluent  of 
Filter  No.  L 


Effluent  of 
Filter  No.  2. 


July, . 
August,  . 
September, 
October,  . 
November, 
December, 


January,  . 

February, 

March, 

April, 

May, .       . 

June, 

Average, 


I***, 


8.0009 
4.4810 
6.2700 
4.7687 
0.7468 
4.8017 


4.6466* 

4.8006 
8.0301 
4.4666 
6.1237 
6.1064 


4.8864 


6.8874 
8.8000 
4.8600 
2.0468 
2.0406 
8.8710 

8.6048 
8.6672 
8.0900 
6.0708 
7.0642 
4.6286 


4.2666 


4.6061 
4.0172 
6.1418 
4.0664 
2.4188 
1.2878 

2.7061 
8.7600 
8.6360 
4.2440 
6.6017 
6.1044 


4.0616 


*  Average  towage  for  Nos.  1,  6  and  0A  all  the  same  after  Jan.  1, 1002. 


July,. 
August,  . 
September, 
October,  . 
November, 
December, 


January,  • 

February, 

March, 

April, 

May, .       . 

June, 

Average, 


1901. 


IMS. 


Average  Sewage 

for  Filters 
Nos.  6B  and  6. 


3.0130 
4.0741 
4.6062 
6.6426 
7.0882 
4.6624 


4.6466* 

4.8006 
8.9201 
4.4666 
6.1227 
6.1864 


4.8988 


Effluent  of 
Filter  No.  6B. 


6.0682 
8.7806 
4.7638 
4.2648 
4.2664 
3.6608 

4.7114 
4.1060 
8.7861 
4.2098 
8.8640 
4.6676 


4.2488 


Effluent  of 
Filter  No.  6. 


6.2064 
4.0668 
4.8106 
8.6470 
2.8168 
2.8021 

2.9026 
4.1127 
8.7807 
4.8982 
9.8426 
6.6416 


4.6187 


*  Average  sewage  for  Nos.  1,  6  and  9A  all  the  same  after  Jan.  1, 1902. 
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1H1. 


Average  Sewage 

for 

Filter  No.  9A. 


Effluent  of 
Filter  No.  9A. 


Joly,      . 
August, 
September,   . 
October, 
November,    . 
December,    . 

January, 
February, 
Karen,  .       . 
April,    . 
May,      .       . 
June,     . 
Average, 


190ft. 


4.1918 
4.0121 
4.7862 
5.1062 
7.64M 
4.0210 


4.6460* 

4.8096 

8.9201 

4.4660 

5.1227 

6.1984 


4.9092 


7.0018 
4.6784 
4.1706 
2.8208 
8.0910 
4.2041 

8.4500 
8.4117 
8.9807 
4.8719 
7.9080 
4.440S 


4.6619 


*  Average  eewage  for  Noa.  1,  0  and  9A  all  the  aame  after  Jan.  1, 1902. 

The  following  table  shows  the  small  percentage  of  nitrogen  of  the  applied 
sewage  present  in  the  effluents  of  the  contact  filters,  and  illustrates  the  loss 
of  nitrogen  of  the  free  ammonia,  as  discussed  on  page  218  :  — 

Averages  of  Total  Nitrogen  in  Sewage  applied  to  and  Effluents  from  Contact  Fil- 
ters Nos.  175  and  176,  from  July  I, 1901,  to  June  30, 1902. 

[Parte  per  100,000.] 


1901. 


8ewage  applied 
to  Filter  No.  175. 

(Effluent  of 
Coal  Strainer.) 


Effluent  of 
Filter  No.  176. 


Regular  Sewage 

applied  to 
Filter  No.  170. 


I 


Effluent  of 
Filter  No.  176. 


July,      . 
August, 
September,   . 
October, 
November,    , 
December,    . 

January, 
February, 
March,  .       . 
April,    . 
M»y,      .       . 
Jane,     . 
Avenge, 


1*0*. 


4.82 
4.00 
4.01 
4.51 
8.18 

4.60 
4.02 
8.28 
4.88 
6.02 
6.08 
4.48 


2.8686 
2.8762 
1.0080 
8.4860 
4.2842 
2.8740 

2.7680 
8.1604 
2.6677 
8.0604 
8.6646 
8.6806 
2.0020 


8.7028 
4.7820 
6.8604 
5.1808 
6.8617 
8.8627 

4.6086 
4.6184 
8.8046 
4.6807 
4.7108 
6.0284 
4.7646 


2.4084 
2.1806 
1.7878 
8.0641 
1.6687 
2.0620 

2.8411 
2.6728 
1.6022 
1.8100 
2.6868 
1.8670 
2.2072 
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Averages  of  Toted  Nitrogen  in  Sewage  applied  to  and  Effluents  from  Intermittent 
Continuous  Filters  Nos.  136  and  136,  from  July  1, 1901,  to  June  30, 1902. 

[Parti  per  100,000.] 


19fl. 


Sewage  applied 
to  Filter  No.  185. 


Effluent  of 
Filter  No.  186. 


Sewage  applied 
to  Filter  No.  186. 


Effluent  of 
Filter  No.  186. 


July,      . 
August, 
September,   . 
October, 
November,    . 
December,    . 

January, 
February, 
March,  • 
April,  . 
May,  .  . 
Jane,  . 
Average, 


INI. 


4.8184 
6.2674 
6.6600 
7.6243 
7.0420 
8.8800 


4.6878 
4.8183 
6.0284 
8.8380 
6.8381 
6.4601 


6.8884 


4.4281 
6.4140 
6.2660 
7.2668 
7.1087 
8.0644 

4.4476 
4.6610 
4.6807 
2.0663 
6.2968 
6.0861 


5.2862 


4.4036 
6.0200 
6.6708 
6.0200 
6.4401 
8.0767 

6.1808 
6.7819 
6.6012 
4.6050 
6.4982 
6.2346 


6.5274 


4.2602 
6.0666 
4.9666 
6.4101 
6.6188 
8.6876 

4.6962 
5.8815 
6.3298 
3.4871 
6.2603 
6.2164 


6.3386 


Averages  of  Total  Nitrogen  in  Septic  Sewage  applied  to  and  Effluents  of  Filters 
Nos.  100  (Sand)  and  103  (Contact),  from  July  1, 1901,  to  June  30, 1902. 

[Parte  per  100,000.] 


1901. 


Sewage  applied 

to  Filters 
Nos.  100  and  103. 


Effluent  of 
Filter  No.  100. 


Effluent  of 
Filter  No.  108. 


July 

August 

September,       .... 

October, 

November 

December,        .... 

100*. 

January 

February 

March 

April 

May, 

June, 

Average 


8.58 
4.80 
4.60 
4.63 
4.98 
3.62 

4.27 
3.92 
3.90 
4.89 
4.49 
4.82 


4.26 


3.6788 
8.7227 
4.4781 
8.7995 
4.0688 
2.6010 

2.8889 
3.4647 
2.8786 
2.3762 
4.7075 
6.8632 


8.6232 


8.8896 
8.4288 
4.1189 
4.1186 
4.9788 
2.4484 

8.4070 
2.4169 
2.2462 
3.6790 
2.6688 
2.5270 


3.2726 
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Loss  of  Nitrogen  in  Contact  Filtration,  compared  with  the  Loss  in 

Intermittent  Continuous  Filtration. 

On  previous  pages  tables  have  been  given,  showing  the  percentage  of  the 
nitrogen  in  the  sewage  applied  to  certain  filters  that  appears  in  their  efflu- 
ents. It  was  noted  in  discussing  these  tables  that  there  appeared  to  be  a 
great  loss  of  nitrogen  in  contact  filtration.  It  was  also  stated  that  this 
might  be  partly  due  to  the  impossibility  of  obtaining  as  representative 
samples  from  these  filters  as  from  intermittent  sand  and  intermittent  con- 
tinuous filters ;  but  this  would  only  give  misleading  figures  in  regard  to  the 
nitrogen  determined  as  albuminoid  ammonia.  This  loss  is  largely,  how- 
ever, of  the  nitrogen  found  as  free  ammonia  in  the  sewage  and  not  appear- 
ing as  free  ammonia  or  in  the  form  of  nitrates  or  nitrites  in  the  effluent  of 
these  filters ;  that  is,  a  much  larger  percentage  of  the  nitrogen  of  the  free 
ammonia  of  the  sewage  must  pass  into  the  air  from  contact  filters  than  is 
the  case  in  the  operation  of  other  filters.     The  following  figures  prove  this. 

Taking  contact  Filters  Nos.  103,  175  and  176,  and  the  Andover  contact 
filter,  all  constructed  of  coke,  and  comparing  the  analyses  of  the  applied 
sewage  and  effluents  during  1902,  we  find  that  their  effluents  contained 
respectively  69,  71,  68  and  49  per  cent,  less  free  ammonia  than  the  sewage 
applied  to  them.  We  find  also  that  the  amount  of  nitrogen  as  free  ammonia 
nitrates  and  nitrites  in  their  effluents  amounted  to  only  62,  74, 50  and  50  per 
cent.,  respectively,  of  the  nitrogen  as  free  ammonia  in  the  sewage  applied ; 
that  is  to  say,  with  these  filters  3d,  26,  50  and  50  per  cent.,  respectively,  of 
the  nitrogen  applied  as  free  ammonia  has  been  lost  into  the  air,  even  assum- 
ing that  all  the  nitrogen  found  as  nitrates  and  nitrites  in  these  effluents 
came  from  the  free  ammonia  of  the  applied  sewage.  The  only  nitrogen  of 
the  sewage  stored  in  the  filter  is  that  applied  in  the  organic  matter  repre- 
sented in  the  analyses  as  albuminoid  ammonia.  With  intermittent  con- 
tinuous Filters  Nos.  135  and  136  a  similar  comparison  of  effluent  and 
sewage  analyses  shows  that  in  each  instance  98.6  and  98.9  per  cent,  of  the 
nitrogen  as  free  ammonia  appeared  in  the  form  of  free  ammonia,  nitrates 
or  nitrites  in  their  effluents,  or  a  disappearance  of  only  about  1  per  cent. 
The  reduction  of  free  ammonia  by  filtration  was  about  the  same  as  with 
the  contact  filters,  namely,  67  and  58  per  cent.,  respectively. 

These  figures,  taken  in  connection  with  the  regular  analyses  and  incuba- 
tion tests  of  contact  filter  effluents,  tend  to  show  that  high  nitrification  is 
not  absolutely  necessary  in  obtaining  good  effluents  from  this  class  of  filters. 
Anaerobic  action  occurring  during  each  daily  period  of  rest  is  probably  ac- 
countable for  this  loss  of  nitrogen ;  and  the  nature  of  the  filtering  material 
also  plays  a  part,  a  greater  loss  occurring  from  contact  filters  of  rough 
and  porous  material  than  from  contact  filters  of  broken  stone.  In  the 
intermittent  continuous  filters,  where  aerobic  action  always  prevails,  there 
apparently  is  no  loss  of  nitrogen. 
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Operation  of  the   Large  Intermittent  Filters,  ^j-  of  an  Aore  in 

Area. 

The  effluents  of  most  of  these  large  filters  have  during  portions  of  the  past 
two  years  been  of  a  comparatively  poor  quality.  The  poor  results  during 
the  winter  of  1900-1901  were  largely  due  to  a  break  in  the  sewer  pipe,  pre- 
venting the  application  of  sewage  for  three  weeks  in  December.  This 
caused  nitrification  to  cease,  and  it  was  not  re-established  until  warm 
weather.  During  the  winter  of  1901-1902  nitrification  in  these  filters  was 
again  very  feeble.  Notwithstanding  this,  their  effluents,  instead  of  becom- 
ing turbid  and  being  subject  to  putrefaction,  were  clear,  comparatively  low 
in  albuminoid  ammonia,  and  would  remain  without  change,  even  when  in- 
cubated at  80°  F.  for  five  days.  The  cause  of  this  poor  nitrification  and  its 
slow  establishment  in  spring,  with  the  consequent  high  free  ammonia  in  the 
effluents  of  these  filters,  has  not  been  definitely  determined.  The  filters  were 
apparently  in  good  physical  condition  during  this  period,  and  the  applied 
sewage  disappeared  as  readily  as  during  previous  years.  It  is  possible 
that  spading  these  filters  over  many  times  to  the  same  depth  has  caused  a 
condition  similar  to  stratification,  and  that  in  the  winter,  when  organic 
matter  accumulates  at  this  depth,  a  reducing  action  occurs  in  the  lower 
portion  of  the  filter.  That  this  is  true  to  some  extent  would  be  inferred 
from  the  considerable  amounts  of  iron  present  in  these  filters  at  times  dur- 
ing the  past  two  winters. 

Early  investigations  at  the  station  showed  that  a  regular  stratification  of 
filtering  materials,  either  with  the  coarse  layer  above  the  fine,  or  vice  versa, 
prevented  the  free  passage  of  air  in  the  filter.  (See  Filters  Nos.  8A  and 
5A,  reports  of  1891  and  1892,  in  which  the  materials  were  purposely  strati- 
fied.) It  seems  probable,  however,  that  even  in  filters  of  such  materials 
as  those  in  Filters  Nos.  1  and  9A,  natural  stratification,  or  at  least  a  surface 
accumulation  of  fine  mineral  matter,  will  sometimes  occur  to  a  certain 
extent  after  a  considerable  period  of  operation.  For  instance,  Filter  No.  1 
contained  originally  5  feet  in  depth  of  coarse  sand,  having  an  effective  size 
of  0.48  millimeter,  and  the  9  inches  of  new  sand  placed  in  it  during  1893, 
in  place  of  the  clogged  sand  removed,  was  of  practically  the  same  grade. 
At  the  end  of  1902  the  upper  6  inches  of  sand  in  this  filter  had  an  average 
size  of  0.30  millimeter, — a  reduction  in  size  of  88  per  cent.  Below  9 
inches  in  depth  the  sand  was  of  the  original  grade.  While  this  may  not 
affect  materially  the  summer  results,  in  winter,  when  partially  frozen,  an 
effect  may  be  produced  similar  to  that  caused  by  placing  a  layer  of  fine 
sand  above  coarse  sand  in  a  filter.  It  can  probably  be  obviated  by  spad- 
ing to  a  greater  depth. 

During  the  winter  of  1902-1903,  when  Filter  No.  9A  had  ceased  to 
nitrify,  an  examination  of  the  sand  revealed  that,  while  the  upper  layers 
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were  free  from  frost,  at  a  depth  of  6  inches  there  was  a  frozen  layer  9 
inches  in  thickness.  Careful  removal  of  different  layers  and  analysis 
showed  that,  while  the  upper  6  inches  of  sand  contained  an  average  of  86 
parts  of  nitrogen  per  100,000,  the  sand  immediately  above  the  frozen  layer 
contained  97  parts  per  100,000.  Three  inches  below  this  there  were  only 
19  parts  of  nitrogen  per  100,000.  This  sand  at  the  frost  line  was,  more- 
over, noticeably  darker  colored  than  the  sand  above.  Stratification  in  this 
instance  was  thus  shown  to  be  due  to  the  accumulation  of  organic  matter 
on  the  top  of  the  tightly  frozen  layer. 

The  operation  of  these  filters  during  the  year  1902  was  as  follows :  — 

Filter  No.  1. 

Filter  No.  1  contains  60  inches  in  depth  of  coarse  sand  of  an  effective 
size  of  0.48  millimeter,  and  is  2^  of  an  acre  in  area.  The  surface  of  this 
filter  has  been  raked  1  inch  deep  each  week,  and  spaded  over  to  a  depth  of 
6  inches  upon  April  1,  August  7  and  October  4.  During  January,  8  inches 
of  snow  and  3£  inches  of  ice  were  removed  from  the  surface ;  during  Feb- 
ruary, 2l£  inches  of  snow  and  3J  inches  of  ice ;  during  March,  6}  inches 
of  snow ;  during  December,  34£  inches  of  snow  and  $  inch  of  ice.  The 
filter  was  allowed  to  rest  from  April  1  to  April  6,  from  May  15  to  May  19, 
from  August  5  to  August  12,  and  from  September  24  to  November  10,  in- 
clusive.    March  1  to  March  9  the  experiment  was  interrupted  by  a  freshet. 

Filter  No.  2. 

This  filter  is  -^j-  of  an  acre  in  area,  and  contains  60  inches  in  depth  of 
fine  sand  of  an  effective  size  of  0.08  millimeter,  with  two  circular  trenches 
1  foot  wide  and  2  feet  deep,  of  medium  sand  of  an  effective  size  of  0.19 
millimeter,  the  surface  of  these  trenches  being  below  the  surface  of  the 
remainder  of  the  filter,  and  the  sewage  being  applied  to  them.  The  surface 
of  the  trenches  has  been  raked  1  inch  deep  each  week,  and  was  spaded  to 
a  depth  of  6  inches  on  April  1,  August  7  and  October  4.  During  January, 
8  inches  of  snow  and  2 J  inches  of  ice  were  removed  from  the  surface  of  the 
filter ;  during  February,  10£  inches  of  snow  and  2£  inches  of  ice ;  during 
March,  7  inches  of  snow;  and  during  December,  31 J  inches  of  snow 
and  1|  inches  of  ice  were  removed.  The  filter  was  allowed  to  rest  from 
April  1  to  April  6,  from  May  15  to  May  19,  from  August  5  to  August  13, 
and  from  September  24  to  November  10,  inclusive.  March  1  to  March  9 
the  experiment  was  interrupted  by  a  freshet. 

Filter  No.  4. 

This  filter  is  -^  of  an  acre  in  area,  and  contains  60  inches  in  depth  of 
fine  river  silt  of  an  effective  size  of  0.04  millimeter,  with  two  circular 
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trenches  about  14  inches  wide  and  12  inches  deep,  of  coarse  sand  of  an 
effective  size  of  0.48  millimeter.  The  surface  of  these  trenches  is  below 
the  surface  of  the  remainder  of  the  filter,  and  to  them  the  sewage  is  applied. 
They  have  been  raked  1  inch  deep  each  week,  and  spaded  to  a  depth  of  6 
inches  on  March  31,  August  7  and  October  4.  During  January,  11  inches 
of  snow  and  4  inches  of  ice  were  removed  from  the  filter ;  during  February, 
15£  inches  of  snow  and  4 J  inches  of  ice  ;  during  March,  8  inches  of  snow ; 
and  during  December,  17£  inches  of  snow.  The  filter  was  allowed  to  rest 
from  March  81  to  April  6,  from  May  15  to  May  19,  from  August  5  to 
August  18,  and  from  September  24  to  October  8,  inclusive.  March  1  to 
March  9  the  experiment  was  interrupted  by  a  freshet. 

Filter  No.  5B. 

This  filter  is  -^  of  an  acre  in  area,  and  contains  60  inches  in  depth  of  a 
mixture  of  cinders  and  ashes  from  the  combustion  of  soft  coal.  It  was 
first  put  into  operation  March  5,  1898.  Owing  to  the  coarseness  of  the 
material  in  this  filter,  the  sewage  enters  it  more  readily  than  it  does  any  of 
the  other  large  filters,  and  this  is  a  condition  especially  favorable  for  good 
work  during  cold  winter  weather.  The  surface  of  the  filter  has  been  raked 
1  inch  deep  each  week.  During  January,  13  inches  of  snow  and  1  inch  of 
ice  were  removed  from  the  surface  of  the  filter;  during  February,  20£ 
inches  of  snow  and  \  inch  of  ice ;  during  March,  9  inches  of  snow ;  and 
during  December,  80  inches  of  snow  and  \  inch  of  ice.  The  filter  was 
allowed  to  rest  from  March  31  to  April  6,  from  May  15  to  May  19,  from 
August  5  to  August  12,  and  from  September  24  to  October  8,  inclusive. 
March  2  to  March  5  the  experiment  was  interrupted  by  a  freshet. 

Filter  No.  6. 

This  filter  is  -^  of  an  acre  in  area,  and  contains  44  inches  in  depth  of 
mixed  coarse  and  fine  sand  of  an  effective  size  of  0.35  millimeter.  The 
surface  of  the  filter  has  been  raked  to  a  depth  of  1  inch  each  week,  and 
spaded  to  a  depth  of  6  inches  on  March  31,  August  7,  and  October  4. 
During  January,  12 J  inches  of  snow  and  5|  inches  of  ice  were  removed 
from  the  surface  of  the  filter;  during  February,  17£  inches  of  snow  and  If 
inches  of  ice ;  during  March,  8£  inches  of  snow ;  and  during  December, 
37|  inches  of  snow  and  §  inch  of  ice.  The  filter  was  allowed  to  rest  from 
March  31  to  April  6,  from  May  15  to  May  19,  from  August  4  to  August 
12,  and  from  September  24  to  October  7,  inclusive.  March  1  to  March  9 
the  experiment  was  interrupted  by  a  freshet. 
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Filter  No.  9  A. 

This  filter  is  ?fo  of  an  acre  in  area,  and  contains  5  feet  in  depth  of  sand 
of  an  effective  size  of  0.17  millimeter.  From  January  1  to  March  31  the 
sewage  was  applied  to  2  flat-bottomed  trenches,  each  7  inches  deep,  5  feet 
wide  and  11  feet  long.  The  surface  of  these  trenches  was  raked  1  inch 
deep  each  week.     On  April  1  the  surface  of  the  trenches  was  spaded  over 

6  inches  deep.  The  remainder  of  the  surface  was  spaded  a  little  deeper 
than  the  surface  of  the  trenches,  and  the  surface  of  the  whole  filter  was 
levelled.  Following  this,  the  surface  of  the  filter  has  been  raked  an  inch 
deep  each  week,  and  has. been  spaded  over  to  a  depth  of  6  inches  on  August 

7  and  October  4.  During  January,  1 1£  inches  of  snow  and  2£  inches  of  ice 
were  removed  from  the  surface  of  the  filter ;  during  February  18  J  inches  of 
snow  and  £  inch  of  ice ;  during  March,  6£  inches  of  snow ;  and  during 
December,  34  inches  of  snow.  The  filter  was  allowed  to  rest  from  March 
31  to  April  6,  from  May  15  to  May  19,  from  August  4  to  August  12,  and 
from  September  24  to  October  7,  inclusive.  March  1  to  March  9,  March 
14  to  March  15,  and  March  18  to  March  20,  the  experiment  was  interrupted 
by  a  freshet. 

Filter  No.  10. 

This  filter  is  yfo  of  an  acre  in  area,  and  contains  5  feet  in  depth  of  mixed 
coarse  and  fine  sand  of  an  effective  size  of  0.35  millimeter.  No  under- 
drains  are  beneath  the  sand  except  directly  above  and  around  the  outlet 
pipe.  A  partition  extending  3  feet  below  the  surface  separates  the  quarter 
of  the  surface  farthest  from  the  underdrains  from  the  remainder  of  the 
surface.  To  this  quarter  of  the  surface  the  sewage  is  applied,  and  over 
the  remainder  of  the  surface  is  a  layer  of  loam  8  inches  in  depth,  this  keep- 
ing the  body  of  the  filter  freer  from  frost  than  is  the  case  with  most  of  the 
other  filters,  and  hence  allowing  better  nitrification,  as  a  general  thing,  in 
the  winter  weather,  this  being  aided  also  by  the  small  surface,  to  which  a 
comparatively  large  volume  of  sewage  is  applied.  The  surface  of  the  filter 
has  been  raked  1  inch  deep  each  week,  and  spaded  to  a  depth  of  6  inches 
on  March  31,  August  7  and  October  4.  During  January,  12£  inches  of 
snow  and  j  inch  of  ice  were  removed  from  the  surface  of  the  filter ;  during 
February,  28}  inches  of  snow  and  \  inch  of  ice ;  during  March,  1\  inches 
of  snow ;  and  during  December,  41  £  inches  of  snow.  The  filter  was  rested 
from  March  31  to  April  6,  from  May  15  to  May  19,  from  August  5  to 
August  12,  and  from  September  24  to  October  7,  inclusive.  March  2  to 
March  9,  March  14  to  March  15,  and  March  18  to  March  20,  the  experi- 
ment was  interrupted  by  a  freshet. 
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Effluent  of  Filler  No.  1. 

[Farta  per  100,000.] 
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Effluent  of  Filter  No.  2. 
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Effluent  of  Filter  No.  4. 
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Effluent  of  Filter  No.  SB. 
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66 
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Effluent  of  Filter  No.  6. 
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Effluent  of  Filter  No.  9 A. 
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Effluent  of  Filter  No.  10. 
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67 
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Storage  of  Nitrogen  in  Sand  Filters. 

The  following  tables  present  the  results  of  analyses  from  time  to  time  of 
the  sand  at  different  depths  in  Filters  Nos.  1  and  9 A.  These  analyses  show 
that  there  has  been  a  slow  increase  of  nitrogen  in  these  filters. 
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Filter  No.  1.  —  Table  showing  the  Amount  of  Nitrogen  stored  in  the  Sand 
at  Different  Depths,  calculated  from  Albuminoid  Ammonia  Determina- 
tions, and  deducting  the  1  Part  of  Nitrogen  contained  in  the  Original  Sand. 

[Parte  per  100,000  by  weight  of  dry  aand.] 
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Filler  No.  9  A.  —  Table  shoioing  the  Amount  of  Nitrogen  stored  in  the  Sand  at 
Different  Depths,  calculated  from  Albuminoid  Ammonia  Determinations,  and 
deducting  the  1.33  Parts  of  Nitrogen  contained  in  the  Original  Sand. 

[Part*  per  100,000  by  weight  of  dry  aaod.] 
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The  following  tables  present  the  actual  volume  of  sewage  applied  to 
Filters  Nos.  1  and  9 A  since  their  construction,  together  with  data  with 
regard  to  nitrogen  applied  in  the  sewage,  —  that  found  in  the  effluent,  that 
removed  by  scraping  ten  or  more  years  ago,  and  the  amount  now  stored  in 
the  sand  of  the  filter.  In  these  calculations  it  has  been  assumed  that  in 
all  analytical  work  upon  Lawrence  sewage  and  sand  50  per  cent,  of  the 
total  organic  nitrogen  present  is  obtained  by  the  albuminoid  ammonia 
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process.  Recent  investigations  have  shown  that  this  factor  is  not  as 
accurate  as  formerly  supposed,  but  its  variation  is  difficult  to  determine. 
Whatever  factor  for  albuminoid  ammonia  value  is  used,  however,  the  com- 
parative results  will  be  but  slightly  affected. 


Filter  No.  1,  Jan.  10, 1888,  to  Nov.  10, 1902. 

Gallons  of  sewage  applied  since  start,  . 
Pounds  of  nitrogen  applied  in  the  sewage,  . 
Pounds  of  nitrogen  in  effluent,      .... 
Pounds  of  nitrogen  removed  by  scraping,     . 
Pounds  of  nitrogen  stored  in  sand,  Nov.  10, 1902, 
Pounds  of  nitrogen  unaccounted  for,    . 
Per  cent,  of  nitrogen  unaccounted  for, . 


Filter  No.  9  A,  Nov.  18, 1890,  to  Jan.  23 

Gallons  of  sewage  applied  since  start, . 
Pounds  of  nitrogen  applied  in  the  sewage,   . 
Pounds  of  nitrogen  in  effluent,      .... 
Pounds  of  nitrogen  removed  by  scraping,    . 
Pounds  of  nitrogen  stored  in  sand,  Jan.  28, 1903, 
Pounds  of  nitrogen  unaccounted  for,     . 
Per  cent,  of  nitrogen  unaccounted  for, . 


1,674,582.00 

513.62 

385.50 

19.23 

21.65 

114.24 

22.24 


1903. 


1,467,267.00 
462.59 
346.79 
14.61 
17.45 
83.74 
18.10 


The  following  table  shows  the  amount  of  nitrogen  stored  in  Filter  No. 
100  at  the  end  of  1902.  This  is  a  sand  filter  that  has  been  in  operation 
five  years,  and  has  always  had  septic  sewage  applied  to  it. 

NUrogen  stored  in  Filter  No.  100. 

[Parts  per  100,000.] 

Average  first  6  inches, 82.78 

Average  first  12  inches, 28.78 

Average  first  18  inches, 16.37 

Average  first  24  inches, 13.07 

Average  first  36  inches, 8.69 

Average  first  48  inches, 11.78 

Average  first  foot, 57.28 

Average  second  foot, 18.65 

Average  third  foot, 10.88 

Average  fourth  foot, 10.24 

Nitrogen  stored  in  Filter  No.  100  from  Jan.  1, 1898,  to  March  23, 1903. 

Gallons  of  sewage  applied, 19,973.00 

Pounds  of  nitrogen  applied, 6.74 

Pounds  of  nitrogen  in  effluent, 6.14 

Pounds  of  nitrogen  removed  by  scraping, 0.26 


Pounds  of  nitrogen  stored  in  the  sand, 


0.20 


Pounds  of  nitrogen  unaccounted  for, 0.14 


Per  cent,  of  nitrogen  unaccounted  for, . 


2.10 
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Effect  of  Germicides  in  Sand  Filtration. 

In  connection  with  an  application  to  the  State  Board  of  Health  in  regard 
to  the  purification  of  hospital  sewage  containing  disinfectants,  three  sand 
filters  have  been  operated  with  sewage  containing  phenol,  mercuric  chloride 
and  formalin,  respectively.  These  filters  are  each  4£  feet  in  depth,  and 
contain  sand  of  an  effective  size  of  0.23  millimeter.  They  are  numbered 
182,  183  and  184,  and  have  been  operated  at  rates  of  about  50,000  gallons 
per  acre  daily.  Following  tables  show  the  amount  of  the  germicides 
added  at  different  times,  and  the  action  of  the  filters  under  these  conditions. 
Each  filter  was  allowed  to  reach  a  condition  of  good  nitrification  before  the 
germicides  were  added. 

Phenol  was  first  applied  to  Filter  No.  182  on  Dec.  16,  1901,  and  in  the 
proportion  of  1  part  to  200  parts  of  sewage.  Nitrification  was  quickly 
destroyed,  and  the  effluent  of  the  filter  became  sterile.  The  proportion  of 
phenol  was  reduced  from  time  to  time,  but  not  until  the  amount  added  was 
as  low  as  1  part  to  2,667  parts  of  sewage  did  nitrification  become  re-estab- 
lished. Following  this,  the  amount  of  phenol  was  increased  from  time  to 
time.  Daring  this  increase  nitrification  was  destroyed  at  one  time,  but 
began  again  without  decreasing  the  proportion  of  phenol  in  the  applied 
sewage.  At  the  present  time,  as  shown  by  the  table,  an  amount  of  phenol 
is  being  added  to  the  filter,  without  ill  effects,  that,  in  the  early  days  of  its 
operation,  prevented  nitrification. 

The  amount  of  mercuric  chloride  in  the  sewage  applied  to  Filter  No.  183 
reached  1  part  in  500  before  nitrification  ceased. 

Filter  No.  184  is  now  receiving  formalin  in  the  proportion  of  1  part  to 
250  parts  of  sewage,  and  maintaining  good  nitrification.  All  of  the  germi- 
cides were  found  in  the  effluents. 

Similar  results  were  obtained  early  in  the  operation  of  the  station,  when 
common  salt  was  added  in  large  quantities  to  a  filter  in  which  experiments 
on  the  nitrification  of  ammonium  chloride  were  being  made.  Nitrification 
was  almost  entirely  checked  when  the  applied  liquid  contained  1,200  parts 
of  chlorine  per  100,000  as  common  salt.  But  when  the  amount  of  salt  was 
increased  gradually,  a  nearly  saturated  solution  did  not  entirely  prevent 
nitrification.  These  experiments  were  made  to  determine  the  effect  of  sea 
water  (which  contains  about  1,800  parts  of  chlorine  per  100,000)  on  nitri- 
fication in  sewage  filters. 

Another  instance  of  the  gradual  adaptation  of  bacteria  to  new  conditions 
is  found  in  the  experiments  on  the  nitrification  of  ammonium  chloride. 
After  each  increase  in  amount  of  this  ammonium  salt  the  effluent  contained 
free  ammonia,  which  in  a  few  days  disappeared,  and  nitrification  became 
complete. 
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Effluent  of  Filter  No.  182. 

[Part*  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 

per  Acre 

Dally 

for  Bix 

Days  In  a 

Week. 

Tkxpkra- 

TUKK. 

Deo.  F. 

Appbabanob. 

AXXONIA. 

NlTBOGBV 

AS 

Bacteria  per  Cable 
Centimeter. 

Date. 

i 

■ 

c 

0 

e 

• 

s 

0 

u 

O 

• 

1 

• 

2 
o 

a 

a 

3 

• 

S 
t 

a 

9 

s 

Proportion  of 
Phenol. 

1901. 

November, 
December, 

1909. 

January,  . 

February, 

March, 

April, 

May, 

June,        . 

July, 

August,    . 

September, 

October,   . 

November, 

December, 

190S. 

January,  . 

February, 

March, 

49,500 
49,500 

47,700 
49,600 
84,800 
49,600 
46,900 
49,500 
49,600 
47,800 
38,100 
88,600 
49,600 
47,700 

49,560 
60,000 
47,600 

48 
61 

52 
52 
47 
61 
68 
66 
68 
69 
65 
56 
49 
60 

45 
47 
48 

62 
50 

52 
52 
56 
56 
66 
70 
78 
72 
65 
68 
61 
61 

66 
67 
65 

None. 
None. 

None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
V.  Blight. 
V.  slight. 
V.  Blight 
V.  Blight. 

V.  Blight. 
V.  Blight. 
V.  Blight. 

.10 
.07 

.13 
.19 
.11 
.17 
.07 
.22 
.67 
.87 

.83 
.31 
.48 

8.1750 
8.4800 

2.0660 
2.9750 
2.7600 
3.4675 
2.1600 
1.3050 
0.1192 
0.0800 
0.0420 
0.0290 
0.1166 
0.9200 

0.1136 
0.2436 
. 0.3005 

.0210 
.0360 

.2446 

.2100 
.1720 
.1600 
.0648 
.0400 
.0244 
.0180 
.0167 
.0585 
.0305 
.0880 

.0216 
.0215 
.0195 

0.25 
2.84 

0.18 
0.02 
0.01 
0.01 
0.03 
4.22 
1.44 
1.46 
1.99 
2.60 
0.04 
2.28 

2.68 
1.62 
2.29 

.0585 
.0028 

.0036 
.0085 
.0035 
.0014 
.0862 
.1498 
.0074 
.0100 
.0104 
.0009 
.0011 
.0107 

.0040 
.0038 
.0066 

274,200 
800 

8 

0 

28 

107 

8,740 

6,806 

6,140 

300 

380 

1,198 

8,855 

2,122 

295 
968 
886 

Dec.  16. 1:200 

Jan.  27,1:267 
Feb.  24, 1 :  400 
Mar.  81, 1 :  667 
Apr.  21, 1:1,833 
May  12, 1:2,667 
June  24, 1:2,000 
July  16,1:1,838 

Sept.  10, 1:1,000 

Not.  21, 1:2,000 

Jan.  7,  1 : 1,500 
Mar.  20, 1:1,000 

Effluent  of  Filter  No.  183. 

[Parte  per  100,000.] 


Quan- 
tity 
Applied. 

Tkmpbra- 

TUBK. 

APPBABANGB. 

AMMOKIA. 

Nitrogen 
ab 

9 

z 

9 

Dbg.  F. 

a.  tl 

Datb. 

Gallons 

■ 

• 

2 

8,3 

**• 

Proportion 
of  Mercorlc 

per  Acre 

Dally 

for  Six 

• 

to 

m 

e 

4> 

2 

* 

* 

o 

c 

a 

• 

• 

• 

• 

eria 
ntim 

Chloride. 

Days  in  a 
week. 

9 

S 

JO 

a 

© 

En 

9 

— * 

< 

s 

5 

£ 

s 

25 

PQ 

1901. 

November, 

49,600 

48 

62 

None. 

.13 

1.8000 

.0210 

0.18 

.0225 

104,100 

—            - 

December, 

49,500 

51 

60 

None. 

.11 

3.2200 

.0420 

1.65 

.0183 

200 

Dec.  16, 1:10,000 

190ft. 

January,  . 

47,700 

62 

52 

None. 

- 

1.1800 

.0220 

1.65 

.0101 

706 

-            - 

February,         . 

49,600 

62 

62 

None. 

- 

0.25501.0100 

3.23 

.0115 

826 

Feb.  24,1:7,600 

March, 

84,300 

47 

56 

None. 

- 

0.0150  .0100 

1.85 

.0005 

138 

Mar.  31, 1 : 6,000 

April, 

49,600 

51 

66 

None. 

- 

0.0160 

.0100 

3.30 

.00051 

51 

Apr.  21, 1:2,500 

May, 

45,900 

58 

66 

1  None. 

.11 

0.0132 

.0084 

2.87 

.0009 

738 

May  12, 1 : 1.000 

June, 

49,500 

66 

70 

1  None. 

.17 

0.5616 

.0845 

1.93 

.0070 

160 

(June  2,1:750 
jjune  24, 1:600 

July, 

49,600 

68 

73 

V.  slight. 

.60 

2.1040 

.0734 

0.09 

.0067 

0 

-            - 

August,    . 

47,800 

69 

72 

V.  slight. 

.22 

1.9200 

.0200 

0.19 

.0040 

0 

mm                                 m* 

September, 

88,100 

65 

65 

V.  Blight. 

.24 

1.6633 

.0480 

0.14 

.0022! 

2 

Sept.  16, 1:760 

October,  . 

88,600 

55 

58 

V.  Blight. 

.83 

1.9775.0405 

0.18  .0047 

2 

Oct.  30, 1 : 1,000 

November, 

49,500 

49 

61 

IV.  Blight. 

.38 

1.7625 

.0510 

0.13 

.0057 

1 

Nov.  21, 1:1,260 

December, 

47,700 

50 

61 

IV.  slight. 

.87 

2.2325 

.0720 

0.21 

.0093 

2 

-            - 

1908. 

January,  . 

49,660 

45 

66 

V.  Blight. 

.31 

1.7060 

.0544 

0.85 

.0083 

88 

Jan.    7,1:2,000 

February, 

60,000 

47 

67 

V.  Blight. 

.33 

1.3900 

.0860 

0.58 

.0060 

1,280 

m»                                    mm 

March, 

47,600 

48 

66 

jV.  Blight. 

.38 

1.8675 

.0200 

1.85 

.0150 

252 

Mar.  20, 1 : 1,600 
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Effluent  of  Fitter  No.  184. 

[P«rU  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 

per  Acre 

Dally 

for  She 

Days  In  a 

week. 

Temfbea- 

TUEE. 

Deo.  F. 

Affeaeamce. 

AMMOVIA. 

NlTBOOEX 
AS 

Bacteria  per  Cable 
Centimeter. 

Date. 

• 

i 

<2 

a 
• 
a 

6 
w 

• 

z 

& 

3 

• 

! 

• 

"9 
a 

i 

< 

I 

• 

5 

Proportion  of 
Formalin. 

November, 

49,600 

48 

62 

V.  slight. 

0.61 

1.6060 

.0260 

0.88 

.0185 

4,200 

•            . 

December, 

49,600 

61 

60 

Blight. 

0.61 

2.9100 

.0480 

2.75 

.0092 

800 

Dee.  16, 1 :  2,000 

194M8* 
January,    . 

47,700 

62 

62 

y.  slight. 

- 

2.0613 

.0276 

0.77 

.0123 

2,492 

- 

February,  . 

40,000 

62 

62 

V.  slight. 

i 

- 

1.2826 

.0260 

2.85 

.0210 

245 

Feb.  24,1:1,600 

March, 

84,800 

47 

66 

V.  slight. 

- 

0.8060 

.0110 

2.49 

.0160 

124 

Mar.  81, 1 : 1,000 

April, 

40,600 

61 

66 

V.  slight. 

- 

0.1280 

.0160 

2.14 

.0075 

146 

Apr.  21, 1 :  760 

May,  •       • 

48,000 

68 

66 

:  V.  slight. 

- 

0.1892 

.0162 

2.20 

.0084 

228 

May  12, 1 :  600 

Jane,  . 

40,600 

66 

70 

<  Slight. 

0.60 

1.8000 

.0700 

0.65 

.0405 

3,978 

\  Jane   2, 1 :  260 
/Jane  24, 1 :  160 

July,  . 

40,000 

68 

73 

V.  slight. 

0.37 

2.2960 

.0910 

0.06 

.0373 

4,317 

- 

Aagast, 

47,800 

60 

72 

Slight. 

0.60 

1.4400 

.0600 

0.02 

.0010 

6,700 

- 

September, 

88,100 

66 

66 

Slight. 

0.61 

1.6667 

.0760 

0.05 

.0049 

11,600 

Sept.  16, 1:250 

October,     .       • 

88,000 

66 

68 

Decided. 

2.38 

3.6976 

.1460 

0.98 

.0455 

11,700 

- 

November,        . 

40,600 

40 

61 

Slight. 

1.68 

1.&060 

.0660 

0.87 

.0868 

5,660 

Not.  21, 1 :  500 

December, 

47,700 

60 

61 

Slight. 

i 

2.06 

2.6600 

.0860 

2.41 

.0400 

2,725 

- 

IMS. 

January,    . 

40,660 

46 

66 

V.  slight. 

1.04 

0.6984 

.0416 

1.99 

.0080 

1,840 

Jan.    7, 1 :  860 

February,  . 

60,000 

47 

67 

Slight. 

1.01 

0.3470 

.0265 

1.96'.  0048 

1 

1,500  Feb.  24, 1 :  260 

March, 

47,600 

48 

i 
66 

Slight. 

8.46 

0.6676 

.0615 

0.76.0016 

63,800 
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FILTKATION  OF  WATER. 


During  1901-1902  five  water  filters  were  in  operation  at  the  station 
receiving  Merrimack  River  water ;  one  of  these  filters,  No.  3B,  for  a  short 
time  only,  but  the  remaining  filters  throughout  the  entire  period.  The 
filters  were  constructed  of  the  same  grade  of  sand  but  were  of  different 
depths,  and  were  used  largely  in  comparative  work  to  learn  the  efficiency 
of  each  in  removing  the  total  number  of  bacteria  and  B.  coli  in  the  river 
water  when  operating  at  approximately  equal  rates.  The  rates  of  filtration 
were  varied  from  time  to  time,  and  tests  for  B.  coli  were  made  in  both  1 
and  100  cubic  centimeters  of  the  effluent  from  each  filter.  Bacterial  and 
chemical  examinations  of  samples  of  the  effluent  of  the  Lawrence  city 
filter,  collected  from  different  points  on  the  supply  system,  and  of  river  and 
canal  water  were  also  made.  During  the  larger  part  of  the  past  four  years 
the  turbidity  of  the  river  water  has  been  observed  daily,  and  tables  are 
presented  showing  this  turbidity  and  also  its  effect  upon  the  length  of  the 
period  of  operation  of  the  experimental  filters  between  scrapings.  These 
tables  give  the  number  of  days  of  each  period,  the  rate  of  filtration  of  each 
filter,  the  total  volume  of  water  filtered,  presented  in  terms  of  gallons  per 
acre  of  filter  surface,  and  the  average  turbidity  of  the  river  water  during 
each  period. 

One  of  the  filters,  No.  172,  operated  during  1901  and  1902,  contained 
approximately  13  feet  in  depth  of  sand,  and  figures  are  presented  in  this 
report  showing  the  efficiency  of  this  filter  at  different  depths,  as  well  as 
tables  comparing  its  efficiency  with  that  of  much  shallower  filters.  The 
filters,  the  results  from  which  are  summarized  in  this  report,  are  as 
follows :  — 

Filter  No.  8A,  t^u  of  an  acre  in  area,  first  put  in  operation  during 
1893,  contained  during  1901  27  inches  in  depth  of  sand  of  an  effective 
size  of  0.23  millimeter,  and  during  1902  approximately  20  inches  in  depth 
of  sand. 

Filters  Nos.  142  and  143  are  each  roftoo  of  an  acre  in  area,  and  were 
first  put  in  operation  in  June,  1900.  Each  filter  was  constructed  of  sand 
of  an  effective  size  of  0.23  millimeter,  and  when  started  Filter  No.  142 
contained  2  feet  in  depth  of  sand  and  Filter  No.  143  5  feet  in  depth  of 
sand.  During  1901  the  average  depth  of  sand  in  Filter  No.  142  was  18 
inches,  and  during  1902,  14  inches.  The  average  depth  of  sand  in  Filter 
No.  143  during  1901  was  55  inches  and  during  1902,  50  inches. 

The  average  analyses  of  the  effluents  of  all  these  filters  for  1900  has 
been  presented  in  the  report  for  that  year. 
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The  following  tables  present  the  analyses  of  the  applied  water  and 
effluents  of  these  filters  daring  1901  and  1902  :  — 

Average  Analyses  of  River  Water  and  Effluents  of  Filters  Nos.  8A%  142, 143  and 

172.    1901. 

Canal  Water  (Merrimack  River). 

[Parta  per  100,000.] 


Rate. 
Gallon! 

Color. 

Ammonia. 

Chlorine. 

Niteooe*  Aa     | 

Oxygon 
Consumed. 

Dlaaolred 
Oxygen 

(Per  Cent, 
of  Satu- 
ration). 

Bacteria 

per  Cubic 

Centimeter. 

Peb  Acee 
Daily. 

Free 

Albu- 
minoid. 

Kltratea. 

Nitrites.  1 

i 

- 

.48 

.0090 

1 

.0108 

.24 

.017 

.0002    ' 

i 

.61 

70.2 

5,071 

Filter  No.  8A. 

8.0 

.28 

.  .0090 

.0080 

.24 

.030 

.0000 

.88 

42.5 

17 

Filter  No.  142. 

8.5 

1 

t 

.0060 

.OUT 

.24 

.028 

.0007 

.41 

41.6 

75 

Filter  No.  143. 

8.4 

.88 

.0044 

.0114 

.24 

.027 

.0002 

.88 

47.8 

16 

Filter  No.  172. 

1.8 

i 
.13 

.0010 

.0067 

.22 

.022 

.0003 

.18 

14.5 
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Average  Analyses  of  River  Water  and  Effluents  of  Filters  Nos.  8 A,  142, 143  and 

172.    1902. 

Canal  Water  (Merrimack  River). 


.48 


.0002 


.0167 


.280 


.013 


.0002 


.51 


84.5 


Filter  No.  8A. 


4.2 


.38 


.0015 


.0103 


.241 


.020 


.0000 


.48 


61.3 


Filter  No.  142. 


4.3 


.38 


.0020 


.0112 


.241  I 


.021 


.0000 


.44 


67.8 


Filter  No.  143. 


4.8 


.38 


.0014 


.0006 


.240 


.022 


.0000 


.41 


63.6 


Filter  No.  112. 


8.7 


.81 


.0000 


.0072 


.230 


.022 


.0000 


.81 


61.4 
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COHPABATIYB   BACTERIAL   AND    B.   COLI   EFFICIENCY   OF   FILTERS   NOS.    142, 

143    AND    172. 

For  the  past  three  years  studies  of  the  bacterial  and  B.  coli  efficiency  of 
these  three  filters,  constructed  of  different  depths  of  sand  of  the  same 
grade,  have  been  made.  The  rates  of  operation  of  each  filter  during 
different  portions  of  this  period  have  varied  from  1,000,000  gallons  to 
5,000,000  gallons  per  acre  daily,  all  three  filters  being  operated  as  nearly 
as  possible  at  equal  rates.  In  each  instance  the  filters  were  operated 
when  first  started  at  the  lower  rate,  bat  the  figures  of  efficiency  at  this  rate 
given  in  the  table  are  somewhat  misleading  when  compared  with  the 
efficiencies  at  higher  rates,  as  the  filters  were  then  new  and  had  not  at- 
tained their  normal  condition. 

The  following  table  shows  the  results  daring  different  periods.  It  will  be 
seen  from  this  table  that  the  deepest  filter,  No.  172,  containing  during  1902 
twelve  or  thirteen  times  as  great  a  depth  of  sand  as  the  shallower  filter,  was 
by  far  the  most  efficient  in  regard  to  the  removal  of  B.  coli  at  each  rate  tried, 
and  most  efficient  at  the  two  lower  rates  in  regard  to  the  removal  of  all 
bacteria.  During  the  period  when  operated  at  the  highest  rate  its  ap- 
parent bacterial  efficiency  fell  below  that  of  the  shallower  filters,  but  this 
was  not  due  to  the  passage  of  bacteria  through  the  filter,  but  to  the  in- 
crease of  one  species  in  the  lower  layers  of  sand  in  the  filter.  Similar 
results  in  regard  to  growths  in  the  lower  layers  of  filters  have  been  noted 
in  earlier  reports  of  the  Board. 

The  figures  in  the  table  show  that  Filter  No.  142,  containing  from  Sept. 
19,  1900,  to  June  30,  1901,  only  about  21  inches  in  depth  of  sand,  gave  as 
good  average  results  when  operating  at  a  rate  of  2,500,000  gallons  per  acre 
daily  as  Filter  No.  143,  containing  during  this  period  57.5  inches  in  depth 
of  sand  and  operating  at  the  same  rate.  With  an  increase  in  rate  and  a 
decrease  in  depth  of  sand  in  each  filter,  and  when  operating  at  a  rate  of 
5,000,000  gallons  per  acre  daily  from  July  1,  1901,  to  Dec.  23,  1902,  the 
deeper  filter  gave  much  the  best  bacterial  and  B.  coli  efficiency.  The  efflu- 
ent of  the  shallower  filter  during  this  period  of  eighteen  months  containing 
six  times  as  many  bacteria  as  the  effluent  of  the  deeper  filter  and  B.  coli 
were  found  in  16  per  cent,  of  the  samples  as  against  6  per  cent,  of  the  sam- 
ples of  the  effluent  of  Filter  No.  143. 
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Table  showing  the  Relative  Efficiency  of  Shallow  and  Deep  Filters  when  operated 

at  Equal  RaUt. 


FlLTSB. 


142, 


148, 


172, 


.« 


.< 


Period. 


June 

Sept. 

Sept. 

Jane 

Jnly 

Deo. 

Jane 

Bept. 

Sept. 

June 

Jnly 

Deo. 

May 

June 

July 

May 

May 

Not. 


12, 1900, 
18, 1900, 

19. 1900, 

80. 1901, 
1, 1901, 

28,1902, 
12, 1900, 
18. 1900, 

19. 1900, 

80. 1901, 
1, 1901, 

28,1902, 
25, 1901, 

80. 1901, 
1, 1901, 

14,1902, 

15. 1902, 
80,1902, 


■c 


95 


202 


482 


95 


264 


442 


84 


120 


158 


Qdahtitt  ov 
Watbr  passbd 

(MlLLIOK  QALLOXa 
Pkb  ACBB). 

DAILY. 

• 

3 

Rate  In- 
tended. 

Actual 
Rate. 

94 

1.0 

0.99 

608 

2.5 

2.81 

1,897 

5.0 

4.40 

96 

1.0 

1.02 

685 

2.5 

2.81 

1,912 

5.0 

4.82 

85 

1.0 

1.08 

277 

2.5 

2.81 

648 

5.0 

4.10 

J 

a" 


z&    $ 


s 


• 

•a 

i 

s 

_© 

• 

•a 
a 

I 

i 

1 

able  Oei 

it 

m 

a 
3 

BO 

CQ 

v. 

e 

«1 

°8 

s 
$ 

u. 

&>   ss 

a 

uZ 

«* 

9 

Sf«s 

5 

a 

0 

• 

B 

Z3B 

t 

8 

P 

< 

£ 

* 

H 

23.5 


21.0 


12.8 


59.5 


57.5 


50.5 


165.0 


165.0 


163.6 


3 

581 

88.4 

78 

8 

11 

84 

99.0 

150 

16 

40 

248 

97.2 

256 

41 

2 

624 

85.1 

73 

8 

6 

45 

98.8 

152 

15 

26 

41 

98.9 

254 

16 

0 

180 

93.8 

28 

0 

0 

18 

99.6 

91 

8 

7 

891 

95.6 

136 

9 

* 

1* 

ii 
t 


10 


10 


16 


10 


10 


Bacteria  and  B.  Coli  in  Samples  from  Different  Depths  of  Filter 

No.  172. 

Daring  1901  samples  were  collected  from  different  depths  of  Filter  No. 
172,  containing  at  that  time  13  feet  in  depth  of  sand  and  operating  at  a 
rate  of  2,500,000  gallons  per  acre  daily.  These  samples  were  collected 
from  petcocks  upon  the  side  of  the  filter,  from  which  pipes  extended  into 
the  filter.  Samples  were  collected  daily  from  July  22  to  September  7, 
inclusive,  at  depths  of  55  inches,  110  inches  and  156  inches.  The  average 
number  of  bacteria  at  these  depths  was  12,  7  and  6  per  cubic  centimeter, 
respectively.  Four  of  the  samples  collected  at  a  depth  of  55  inches  gave 
positive  tests  for  B.  coli,  none  of  those  collected  at  the  depth  of  110  inches, 
and  1  collected  at  the  depth  of  156  inches. 
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Effect  of  scraping  Filters  of  Different  Depths  upon  Bacterial  and 

B.  Coli  Efficiency. 

A  large  amount  of  data  has  been  gathered  daring  the  past  three  years  in 
regard  to  the  efficiency  of  shallow  and  deep  filters  before  and  after  scraping, 
and  this  is  presented  in  following  tables.  These  tables  give  the  average 
bacterial  and  B.  coli  efficiency  of  filters  Nos.  142,  143  and  172  for  periods 
of  seven  days  before  and  seven  days  after  scraping.  Filter  No.  142,  at 
the  beginning  of  the  period  reviewed  (July,  1900),  contained  24  inches  in 
depth  of  sand,  Filter  No.  143,  60  inches  in  depth,  and  Filter  No.  172,  165 
inches  in  depth.  At  the  end  of  the  period  the  depths  were  as  follows : 
Filter  No.  142,  12  inches,  Filter  No.  143,  50  inches,  and  Filter  No.  172, 
163  inches. 

An  examination  of  the  tables  shows  that  filters  Nos.  142  and  143  each 
gave  very  similar  results  daring  the  first  six  months  of  this  three-year 
period,  the  shallow  filter  being  as  efficient  as  the  deeper  one.  During  1901, 
Filter  No.  143,  the  deeper  filter,  gave  much  better  bacterial  efficiency,  both 
just  before  and  just  after  scraping.  The  depths  at  this  time  averaged  21 
and  57  inches,  respectively.  During  1902  this  difference  was  still  more 
marked,  the  bacterial  efficiency  of  Filter  No.  143  never  falling  below  98 
per  cent,  during  these  periods,  while  an  efficiency  below  90  per  cent,  was 
often  given  by  Filter  No.  142.  The  approximate  depth  of  each  filter  daring 
this  period  was  13  and  51  inches,  respectively.  During  1902,  Filter  No. 
172,  165  inches  in  depth,  apparently  gave  low  bacterial  efficiency,  bat  the 
bacteria  found  in  its  effluent  were  growths  in  the  filter,  and  not  bacteria 
that  had  passed  through  the  filter.  The  B.  coli  efficiency  of  this  filter  was 
excellent. 


Table  showing  Effect  of  Scraping  on  BacUrial  and  B.  Coli  Results. 

Filter  No.  142. 


Pebiod  or  Seven  Days  pbkcedinq  Scraping. 

Period  or  Seven  Date  followimo 
Sceapino. 

Rate. 

MJIUon 

Galloni 

per  Acre 

Dally. 

Date 
■craped. 

Average 

Number  of 

Bacteria 

per  Cable 

Centimeter. 

Per 

Cent. 

removed. 

Times 
B.  Coli 

wai 
found. 

Per  Cent, 
of 

Sample* 
containing 

B.  Coli. 

Average 

Number  of 

Bacteria 

per  Cubic 

Centimeter. 

Per 

Cent, 
removed. 

Timet 

B.  Coli 

was 

found. 

Per  Cent 
of 

Samples 
containing 

B  Coli. 

1.0 
1.0 
2.5 
2.6 
2.5 
2.5 
2.6 

1900. 

July    26 
Aug.   21 
Oct.       1 
Oct.     16 
Nov.     6 
Nov.    23 
Dec.    18 

2,600 
123 
10 
82 
60 
10 
206 

50.4 
06.8 
00.6 
00.7 
08.8 
00.7 
01.7 

0 
1 
0 
0 
0 

1 

2 

0 

17 

0 

0 

0 

17 

83 

660 
202 
86 
64 
81 
78 
124 

87.1 
04.6 
00.4 
00.0 
00.6 
08.5 
08.1 

0 
0 
0 
0 
0 
4 
2 

0 
0 
0 
0 
0 
80 
40 
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Table  showing  Effect  of  Scraping  on  Bacterial  and  B.  Coli  Results  —  Concluded. 

Fitttr  No.  142— Concluded. 


1 
Period  or  Shvxn  Days  pbbcbdimg  Scsapiko.               | 

I 

Pkriod 

OF  SKVKM  DATS  FOLLOWIMO 
SCEAPINO. 

Rate. 

Million 
Gallons 
per  Acre 

Dally 

Date 
scraped. 

Average 
Number  of 

Bacteria 

per  Cubic 

Centimeter. 

Per 

Cent. 

removed. 

Times 

B.  Coli 

was 

found. 

Per  Cent, 
of 

Samples 

containing 

B.  Coli. 

Average 
Number  of 

Bacteria 

per  Cubic 

Centimeter. 

Per 

Cent 
removed. 

Times 

B.  Coli 

was 

found. 

Per  Cent. 

of 

Samples 

containing 

B.  Coli. 

mi. 

. 

2.5 

Jan.      6 

88 

98.4 

0 

0 

62 

98.1 

0 

0 

3.5 

Jan.     26 

16 

99.0 

- 

- 

64 

97.8 

- 

- 

2.5 

Feb.    14 

47 

98.9 

- 

- 

23 

98.9 

- 

- 

2.5 

Mar.      8 

56 

98.9 

- 

- 

52 

98.9 

- 

- 

2.5 

Apr.     8 

27 

98.2 

- 

- 

84 

97.7 

- 

- 

5.0 

July      6 

14 

99.5 

0 

0 

16 

99.2 

1 

20 

5.0 

July    12 

15 

99.1 

1 

20 

12 

99.5 

0 

0 

5.0 

July    28 

0 

99.4 

0 

0 

16 

98.2 

1 

17 

5.0 

Aug.     7 

16 

99.6 

0 

0 

64 

98.8 

0 

0 

5.0 

Aug.    16 

20 

99.8 

0 

0 

104 

98.5 

1 

17 

5.0 

Sept.     8 

20 

99.1 

0 

0 

17 

99.2 

1 

17 

5.0 

Sept.   17 

20 

99.7 

0 

0 

49 

98.9 

0 

0 

5.0 

Oct.      2 

60 

99.1 

0 

0 

49 

99.9 

0 

0 

5.0 

Oot.     17 

42 

99.8 

0 

0 

26 

VOeO 

0 

0 

5.0 

Nov.     1 

4 

96.0 

0 

0 

18 

98.2 

0 

0 

5.0 

Nov.    15 

11 

98.2 

0 

0 

141 

92.7 

0 

0 

5.0 

Nov.    27 

188 

88.9 

0 

0 

37 

87.7 

0 

0 

5.0 

Pee.      7 

87 

87.7 

0 

0 

12 

98.9 

0 

0 

5.0 

Dee.    14 
100*. 

12 

98.9 

0 

0 

36 

98.7 

0 

0 

5.0 

Jan.     16 

29 

98.8 

- 

- 

289 

93.6 

- 

- 

5.0 

Feb       8 

254 

94.8 

- 

- 

!        115 

97.9 

- 

- 

6.0 

Apr.    24 

158 

92.7 

0 

0 

21 

99.6 

0 

0 

5.0 

May     14 

30 

98.7 

0 

0 

67 

98.8 

0 

0 

5.0 

May    28 

48 

98.8 

1 

17 

29 

99.2 

2 

40 

6.0 

June   80 

188 

98.5 

2 

88 

181 

99.0 

1 

25 

5.0 

July    15 

83 

99.8 

1 

17 

22 

99.7 

0 

0 

5.0 

Jaly    25 

19 

99.9 

0 

0 

60 

99.9 

0 

0 

6.0 

Aug.     2 

60 

99.9 

0 

0 

21 

99.4 

0 

0 

6.0 

Aug.     0 

21 

99.4 

0 

0 

126 

99.1 

1 

17 

6.0 

Aug.   10 

121 

99.1 

1 

17 

852 

97.7 

1 

20 

5.0 

Sep*.     2 

139 

98.6 

0 

0 

99 

98.7 

1 

17 

5.0 

Bept.  12 

85 

99.6 

2 

83 

105 

99.2 

1 

17 

6.0 

Oct.     22 

211 

96.4 

0 

0 

842 

89.6 

3 

60 

5.0 

Nov.  12. 

1,070 

84.7 

0 

0 

468 

88.3 

2 

33 

0 

Nov.    25 

75 

97.1 

8 

60 

817 

96.6 

8 

76 

5.0 

Dec.      1 

194 

94.6 

2 

50 

646 

94.1 

1 

17 

5.0 

Dee.      9 

646 

94.1 

1 

17 

494 

i 

94.0 

4 

80 
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Table  showing  Effect  of  Scraping  on  Bacterial  and  B.  Coli  Results. 

Filter  No.  143. 


Period  or  Sevkm  Days  peeckdiso  Sobapdtg. 


Rate. 

Million 

G»llon§ 

per  Acre 

Daily. 


Date 
scraped. 


Average 
Number  of 

Bacteria 
per  Cubic 
Centimeter. 


Per 

Cent. 

removed. 


1.0 
2.6 
2.5 

2.6 
2.6 
2.6 
5.0 
5.0 
6.0 
5.0 
5.0 

5.0 
6.0 
6.0 
5.0 
6.0 
6.0 
6.0 
6.0 
o'.O 
6.0 
5.0 
6.0 


1900. 

Aug.  81, 

Oct.  20, 
Nov.  28, 

1001. 

Jan.     1, 

Feb.  18, 
April  0, 
July  28, 
Oct.  17, 
Nov.  1, 
Nov.  10, 
Dec.  14, 

100*. 

Jan.     8, 

Jan.  18, 
May  28, 

Jane  80, 
July  80, 
Aug.  21, 
Sept.  0, 
Oct.  29, 
Nov.  14, 
Nov.  26, 
Dee.  4, 
Dec.  11, 


027 
71 
62 

25 

07 
28 
17 
16 
6 
2 
11 

25 
48 
16 
27 
72 
11 
11 
14 
17 
12 
52 
50 


74.2 
00.1 
09.2 

99.1 
98.8 
98.1 
98.9 
99.9 
99.8 
99.7 
99.0 

99.7 
98.8 
99.7 
99.8 
99.9 
99.9 
99.9 
99.8 
99.7 
99.8 
98.6 
99.8 


Times 

B.  Coli 

was 

found. 


Per  Cent, 
of 

Samples 

containing 

B.  CoU. 


0 
0 
2 


0 
0 
0 
0 
0 


0 

0 

88 


0 
0 
1 
0 
0 
2 
0 
0 
0 
2 
1 


0 
0 
0 
0 
0 


0 
0 

17 
0 
0 

88 
0 
0 
0 

40 

17 


Period  or  Sxvax  Days  vollowiko 
Sciapikq. 


Average 
Number  of 

Bacteria 

per  Cubic 

Centimeter. 


Per 

Cent. 

removed. 


Times 

B.  CoU 

was 

found. 


Per  Cent, 
of 

Samples 
containing 

3.  CoU. 


568 

29 
99 

82 
47 
59 
12 

41 

4 

81 

22 

48 

88 
16 
26 
82 
50 
19 

100 
61 
62 
57 

148 


68.8 
99.2 
98.1 

96.7 
98.0 
98.7 
98.6 
98.1 
99.6 
94.6 
99.2 

98.8 
99.8 
99.7 
99.9 
99.8 
99.8 
99.8 
99.6 
98.8 
98.6 
99.6 
98.1 


2 
0 
2 


2 
0 
0 
0 
0 


0 
0 
1 

0 

1 
1 

3 
1 
2 
1 
0 


40 

0 

60 

17 


88 

0 
0 
0 
0 


0 

0 
26 

0 
17 
17 
88 
17 
40 
20 

0 


Filter  No.  172. 


5.0 

la>09. 

June  10, 

34 

99.6 

0 

0 

16 

99.9 

0 

0 

6.0 

July  23, 

800 

88.4 

0 

0 

398 

99.2 

0 

0 

6.0 

Aug.  27, 

2,813 

98.7 

0 

0 

246 

96.0 

0 

0 

5.0 

Sept.    8, 

246 

95.0 

0 

0 

818 

97.0 

0 

0 

5.0 

Sept.  18, 

798 

93.8 

2 

88 

867 

98.8 

0 

0 

5.0 

Oct.    28, 

88 

99.6 

0 

0 

97 

98.7 

1 

17 

6.0 

Nov.  19, 

21 

99.6 

0 

0 

29 

98.6 

1 

17 
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Turbidity  of  Merrimack  Riyer  Water.* 

For  several  years  determinations  of  the  turbidity  of  the  river  water  by 
the  platinum  wire  method  have  been  made.  These  turbidity  observations 
have,  during  portions  of  the  period  shown  in  the  following  tables,  been 
made  in  the  river  opposite  the  experiment  station  and  below  the  city,  and 
daring  portions  of  the  period  in  the  canal,  as  it  is  the  river  water  that 
comes  to  the  station  through  the  Essex  Company's  canal  that  passes  to  the 
experimental  filters.  The  water  in  this  canal  is  taken  from  the  river  above 
the  city. 

River  readings  have  been  generally  slightly  higher  than  the  canal  read- 
ings, but  all  readings  are  included  in  the  averages. 

The  first  table  following  gives  the  average  turbidity  by  months  of  all 
readings  from  Jan.  1,  1899,  to  Dec.  81,  1902,  inclusive;  a  second  table 
gives  series  of  daily  observations  during  months  of  maximum  and  minimum 
turbidity  of  the  river,  and  a  third  table,  during  months  of  maximum  and 
minimum  flow. 

These  records  are  not  as  complete  as  could  be  wished,  owing  to  the  fact 
that  on  several  occasions  the  readings  have  been  omitted  for  a  number 
of  days  at  a  time  owing  to  various  reasons,  and  at  times  these  omissions 
have  been  made  when  the  turbidities  have  been  high. 


Monthly  Averages  of  Turbidity  of  the  Merrimack  River  at  Lawrence. 


MOHTH. 


ISM. 


1000. 


1M1. 


1909. 


January, . 
February, 
March,  . 
April,       . 

M*y,       • 

Jane,  • 
July, 
August,  . 
September, 
October,  . 
November, 
December, 
Arerage, 


.0682 
.0428 
.0492 
.0530 
.0647 
.0828 
.0704 
.0831 
.0827 
.0978 
.1046 
.1122 


.0766 


.1092 
.1042 
.0601 
.0884 
.0489 
.0764 
.0966 
.0843 
.0617 
.0860 
.0666 
.0472 


.0720 


.0600 
.0436 
.0626 
.0476 
.0436 
.0367 
.0370 
.0367 
.0367 
.0417 
.0476 
.0588 


.0466 


.0714 
.0400 

.0476 
.0466 
.0417 
.0400 
.0386 
.0886 
.0465 
.0385 
.0417 


.0464 


*  Turbidity  determined  by  reading  the  number  of  inohea  below  the  surface  of  the  water  that  a 
platinum  wire,  1  millimeter  in  diameter,  can  be  teen  and  recording  the  reciprocal  of  thle  number. 
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Daily  Turbidity  of  Merrimack  River  at  Lawrence  during  Months  of  Maximum 

and  Minimum  Average  Turbidity. 


1999. 

1909. 

1901. 

1999* 

DAT  OF  THE  lfOVTH. 

J 
Is 

IS 
a* 

i 

13 

B 

e 
~-* 

X 

• 

S3 
3 

• 

d 
U 

s 

■ 

a'* 

I* 
8 

* 

■M 

m 

iM 

c 

B2   ga 

1*  1  Eg-- 

1 

.0641 

.0490 

- 

.0385 

.0476 

.0370 

.0769 

.0870 

2,  .   . 

.1042 

.0490 

- 

- 

.0500 

.0294 

.0455 

- 

3,  . 

- 

- 

- 

.0345 

- 

.0294 

.0456 

- 

4,  .   . 

.0463 

.0556 

- 

- 

.0476 

- 

.0456 

- 

6,  . 

.1042 

- 

.1042 

.0769 

.0500 

.0286 

- 

.0666 

6,  . 

.1042 

.0556 

.1190 

.0714 

.0626 

.0870 

- 

.0626 

7,  .    , 

.1677 

- 

- 

.0625 

.0526 

.0400 

-. 

- 

8,  . 

.1677 

.0556 

.0694 

- 

.0666 

.0400 

.0625 

.0417 

».  . 

.1389 

.04*) 

.1042 

- 

.0626 

.0385 

.0625 

- 

10,  . 

- 

.0417 

.1190 

.0476 

- 

.0476 

.0714 

.0476 

11,  .    . 

.0521 

.0621 

.1389 

.0500 

- 

- 

- 

.0600 

12,  . 

.1042 

- 

.1190 

.0556 

.0833 

.0386 

- 

.0476 

IS,  . 

.0833 

.0490 

.1667 

.0417 

.0909 

.0338 

.0455 

.0476 

14,  .    , 

.1667 

.0521 

- 

.0476 

.  uvuv 

.0400 

.0626 

- 

15,  . 

.1667 

.0556 

.0833 

.0476 

.0714 

.0400 

.0455 

- 

16,  . 

.1667 

.0490 

.1190 

- 

.0588 

.0455 

i   ™ 

.0323 

17,  .   . 

- 

.0463 

.1389 

.0455 

- 

.0476 

i   . 
I 

.0323 

18,  . 

.0694 

.0521 

.0926 

.0455 

- 

- 

.0417 

.0370 

19,  . 

.1667 

- 

.1190 

.0400 

.0476 

.0318 

- 

- 

20,  . 

.1667 

.0439 

.1389 

- 

.0526 

.0303 

- 

.0323 

21,  . 

.1667 

.0521 

- 

.0455 

- 

.0313 

- 

- 

22,  . 

.1190 

.0490 

.1042 

.0417 

.0667 

.0323 

- 

.0357 

23,  . 

.1389 

- 

.0926 

.0526 

.1000 

.0318 

.0436 

.6313 

24,  .   . 

.0694 

.0556 

.1190 

.0885 

- 

.0323 

.0833 

- 

25,  . 

- 

.0463 

.0926 

- 

.0626 

- 

.0769 

.0383 

20,  . 

.1042 

- 

.0833 

.0417 

.0588 

- 

- 

.0813 

27,  . 

.1042 

.0439 

.0926 

.0885 

.0909 

.0867 

.0626 

- 

28,  . 

- 

.0521 

- 

- 

.0909 

.0838 

.0566 

-  * 

29,  .    , 

- 

.0489 

.0883 

.0870 

.0769 

- 

- 

.0333 

80,  . 

- 

.0417 

.0926 

- 

.0883 

.0370 

- 

31,  . 

- 

.0417 

.1190 

.0870 

- 

.0303 

.0886 

- 

Avert 

ige, 

.1122 

.0492 

.1092 

.0472 

.0625 

.0357 

.0714 

.0386 
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Daily  Turbidity  of  Merrimack  River  at  Lawrence  during  Months  of  Maxi- 
mum and  Minimum  Flow. 


■ 

1899. 

1900. 

1901. 

Day  of  thk  Month. 

• 

i: 

a 

Jg 

1*  ! 

n 

3 

a- 

a 
3 

3 

a 

S 

j 

• 

a 

• 

a 

s 

1. 

.  . 

.0417 

- 

.1042 

.1000 

.0476 

.0476 

2, 

- 

.0656 

.1042 

.1000 

.0845 

.0714 

8. 

.0688 

.0694 

.1042 

.1111 

.0769 

- 

4, 

.0298 

.0833 

- 

- 

.0688 

.0714 

5, 

.0883 

.0926 

.1667 

.1429 

.0667 

- 

6, 

.0362 

.1190 

.1190 

.1260 

.1000 

.0417 

7, 

.0302 

.0883 

.1042 

.1260 

- 

.0400 

•V 

.0417 

.0490 

.0926 

- 

- 

.0476 

0, 

- 

.0926 

.0926 

.1000 

- 

- 

10, 

.0660 

.1042 

.1389 

.0769 

- 

- 

11, 

.0417 

.1190 

- 

.1111 

- 

- 

12, 

, 

.0417 

.1889 

.0838 

.1111 

- 

.0476 

18, 

« 

.0621 

.1667 

.1889 

.0909 

- 

.0769 

M, 

.0417 

- 

- 

.0769 

- 

.0400 

1*, 

.0400 

.0621 

- 

t 

.066ft 

16, 

- 

.0833  ' 

- 

i 

.1111 

- 

.0526 

17, 

0833 

.1667 

- 

.0838 

.0476 

- 

18, 

.0694 

•1190 

i 

.0769  I 

.0400 

.0400 

». 

• 

• 

- 

.0694 

- 

.0833 

.0294 

.0346 

20, 

.0641 

.0641 

.0694 

.0909 

.0385 

.0385 

21, 

.0695 

_  i 

.0833 

.0909 

- 

.0417 

22. 

.0621 

.0926 

.1389 

- 

.0455 

.0400 

28, 

- 

.0926 

.1042 

.0833 

.0385 

'.0417 

24, 

.0694 

.1667 

.0641 

.0888 

.0833 

- 

26, 

.0695 

.1667  1 

- 

.0833 

.1260 

.0886 

26, 

.0833 

.1667 

.1042 

.0769 

.0688 

- 

27, 

.0758 

i 

.0888  | 

.0838 

.0888 

.0500 

.0400 

28, 

.0838 

- 

.0833 

.0909 

- 

- 

29, 

.0694 

.0521 

- 

- 

.0345 

- 

80, 

- 

.0926 

- 

.0909 

.0345 

- 

31,   •  . 

- 

~  i 

- 

.0883 

- 

- 

Avei 

rage, 

.0639   .0978 

.1042 

.0956 

.0476   .0436 
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The   Effect  of  the  Varying  Turbidity  of  River  Water  upon  the 
Period  of  Operation  of  Filters  between  Scrapings. 

A  study  has  been  made  of  the  experimental  filters  to  learn  whether  or  no 
the  varying  turbidity  of  the  river  water  has  any  particular  influence  upon 
the  length  of  the  period  of  operation  of  these  filters  between  scrapings. 
These  studies  have  shown  that  the  river  generally  has  so  low  a  turbidity 
that  the  slight  variations  have  little  influence  in  determining  the  length  of 
this  period  ;  other  factors,  such  as  amount  of  organic  matter  in  the  water, 
slight  variations  in  the  depth  of  sand  removed  at  times  of  scraping,  etc., 
having  a  much  greater  influence.  For  example,  the  following  table  shows 
the  relation  between  average  turbidity  and  the  period  of  operation  of  Filter 
No.  143  between  scrapings  during  the  past  two  and  one-half  years,  Filter 
No.  143  containing  at  the  beginning  of  the  period  5  feet  in  depth  of  sand, 
with  an  effective  size  of  0.23  millimeter,  and  at  the  end  of  1902  about  4 
feet  in  depth.     The  rates  of  operation  are  given  in  the  table. 


Filter  No.  143. 


«0 

Quantity 

OV  WATKB  PA88BD.    ! 

** 

. 

Milliok  Gallons  pkb  Acre,    j 

•5S 

Pkbio'd. 

1 

I 

1 
DAILY.                  [ 

°5 

ToUL 

Intended 

Actual 

Kate. 

Rate. 

►  ° 

3 

< 

June 

10  to  Aug.   81,  1900, 

1    « 

73 

1.0 

1.10 

1 

.088 

Sept. 

1  to  Oct.     20, 1000,     . 

50 

02 

2.8 

1.85 

.040 

Oct. 

21  to  Nov.    28,  1000,     . 

88 

75 

2.5 

2.26 

.042 

Nov. 

24  to  Jan.       1,1001,     . 

37 

88 

2.6 

2.32 

.046 

Jan. 

2  to  Feb.     18, 1001,     . 

48 

115 

2.5 

2.10 

.048 

Feb. 

10  to  April     6,1001,     . 

46 

116 

2.5 

2.81 

.066 

April 

7  to  April   16,  1001,     . 

1 

2 

2.5 

1.94 

- 

April 

17  to  July     23, 1001,     . 

87 

246 

3.0 

2.72 

1       .040 

July 

24  to  Oct.       1,  1001,     . 

62 

278 

5.0 

4.60 

i       .036 

Oct. 

2  to  Oct.     17,  1001,     . 

13 

62 

5.0 

4.00 

.040 

Oct. 

18  to  Nov.      1,1001, 

18 

52 

5.0 

3.00 

.048 

Nov. 

2  to  Nov.    10,  1001,     . 

15 

50 

6.0 

8.02 

.043 

Nov. 

20  to  Deo.      8,1001, 

12 

46 

6.0 

3.86 

.068 

Dec. 

4  to  Dec.     14,  1901,     . 

10 

48 

6.0 

4.76      1 

1       .063 

Dec. 

15  to  Dec.     10,  1001, 

4 

10 

6.0 

4.66      ' 

.148 

Dec. 

20  to  Dec     26,1001,     . 

6 

28 

5.0 

4.70 

.069 

Dec. 

27  to  Jan.       3,  1002, 

7 

31 

5.0 

4.47 

•063 

Jan. 

4  to  Jan.     16,1902, 

12 

68 

6.0 

4.81 

.063 

Jan. 

17  to  Jan.     31,1902, 

14 

60 

6.0 

4.05 

.063 

Feb. 

1  to  Feb.     24,  1902, 

22 

110 

6.0 

6.00 

.042 

Feb. 

26  to  March  7,  1902, 

4 

20 

6.0 

4.08 

1       .043 

March 

:    8  to  April     4,  190*2, 

17 

73 

5.0 

4.30 

.067 

April 

5  to  May     23,  1902, 

40 

177 

6.0 

4.42 

.043 

May 

24  to  June  30,  190*2, 

, . 

31 

128 

5.0 

4.13 

.042 

July 

1  to  July    30, 190-2, 

24 

104 

5.0 

4.84 

.042 

July 

31  to  Aug.  21,  1902, 

17 

74 

5.0 

4.34 

.037 

Auk. 

22  to  Hep t.    9,  1902, 

16 

62 

5.0 

4.16 

.042 

Sept. 

10  to  Oct.       2,  1902, 

12 

46 

6.0 

8.76 

.037 

Oct. 

3  to  Oct-     29,  1902, 

23 

06 

6.0 

4.15 

.045 

Oct. 

80  to  Nov.    14,  1902, 

14 

68 

5.0 

4.18 

.038 

Nov. 

15  to  Nov.    26,  1902, 

10 

40 

5.0 

3.08 

.088 

Nov. 

27  to  Dec.      4,  1902, 

8 

37 

5.0 

4.70 

.042 

Deo. 

5  to  Dec.    11,1902, 

6 

24 

6.0 

4.06 

*  .048 
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Lawrence  City  Filter. 

The  Lawrence  city  filter  is  2.5  acres  in  area  and  was  constructed  during 
1893.  Each  year  since  its  operation  tables  showing  the  average  analyses 
of  the  Merrimack  River  water  applied  to  this  filter,  and  of  the  filtered 
water  at  different  points  upon  the  supply  system,  have  been  given  in  these 
reports.  The  following  tables  give  the  results  of  chemical  analyses  during 
1902,  and  bactefial  results  are  given  on  subsequent  pages  in  tables  pre- 
senting bacterial  and  B.  coli  efficiency  :  — 


Merrimack  Biver  Water  as  it  flows  upon  the  Lawrence  City  Filter. 

[Parts  per  100,000.] 


190a. 


Tempera- 
ture. 

Deg.  F. 


January,  . 

February 

March, 

April, 

May 

June,  .       .       • 

Jojy 

August, 

September,     .       .       .       . 

October, 

November 

December, 

Average,  • 


88 
84 
80 
48 
54 
67 
68 
68 
68 
58 
44 
85 


60 


o 


.44 
.88 
.41 
.87 
.50 
.47 
.42 
.57 
.46 
.62 
.58 
.42 


.47 


Ammonia. 


ALBUMINOID. 

« 

■ 

p-« 

A 

• 

8 

& 

•  0 

h 

H 

CO 

.0057 
.0078 
.0028 
.0086 
.0038 
.0087 
.0158 
.0124 
.0162 
.0110 
.0044 
.0060 


.0081 


.0200 
.0101 
.0184 
.0106 
.0186 
.0108 
.0184 
.0240 
.0250 
.0204 
.0108 
.0157 


.0200 


.0180 
.0140 
.0162 
.0166 
.0156 
.0161 
.0156 
.0202 
.0206 
.0167 
.0182 
.0180 


.0160 


a 

I 

3 


.26 
.20 
.17 
.18 
.22 
.22 
.24 
.80 
.84 
.26 
.28 
.28 


.24 


NITBOOIVA8 

8 

i 

5 

.010 

.0000 

.018 

.0001 

.012 

.0000 

.012 

.0000 

.012 

.0000 

.010 

.0001 

.000 

.0002 

.011 

.0004 

.011 

.0003 

.010 

.0001 

.010 

.0000 

.016 

.0000 

.018 

.0001 

I 

K 

o 


3 

a 

a 


.58 
.52 
.45 
.48 

.45 
.60 
.46 
.60 
.56 
.70 
.66 
.52 

.54 


Effluent  of  the  Lawrence  City  Filter, 


January, . 
February, 
March,     . 
April,      . 
May,        . 
June, 
July, 
August,  . 
September, 
October,  . 
November, 
December, 

Average, 


35 

.56 

.0108 

.0100 

.0088 

.27 

86 

.61 

.0124 

.0085 

.0080 

.80 

41 

.44 

.0007 

.0083 

.0079 

.17 

40 

.48 

.0007 

.0007 

.0085 

.19 

56 

.52 

.0046 

.0124 

.0098 

.24 

66 

.88 

.0076 

.0000 

.0078 

.25 

72 

.40 

.0074 

.0078 

.0078 

.30 

68 

.52 

j.0074 

.0104 

.0004 

.32 

67 

.48 

1.0126 

.0089 

.0088 

.32 

58 

.54 

.0070 

.0084 

.0080 

.28 

45 

.54 

.0088 

.0097 

.0085 

.24 

80 

.58 

.0107 

.0095 

.0091 

.27 

53 

.40 

.0001 

.0005 

.0085 

.26 

.039 
.088 
.081 
.032 
.025 
.019 


.024 
.088 

.028 


.0000 
.0000 
.0000 
.0000 
.0002 
.0001 


.006  ,.0000 
.035  .0000 
.014  .0001 
.029  .0000 


.0000 
.0000 

.0000 


.41 
.34 
.31 
.29 
.32 
.88 
.84 
.43 
.84 
.46 
.62 
.40 

.38 
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Water  from  the  Outlet  of  the  Distributing  Reservoir. 

[Part,  per  100,000.] 


Tempera- 
ture. 

Deg.  F. 

• 

hi 
o 

"3 
o 

.48 

AMMONIA. 

a 
"E 
o 

Nitrogen  as' 

ALBUMINOID. 

« 
« 

2 

• 

• 
as 

a 

9 
« 

1009. 

• 

3 

o 
H 

Soluble. 

Oxygen 

Coi 

85 

.0082 

.0100 

.0005 

.27  ! 

i 

.040 

.0000 

.30 

86 

.44 

.0084 

.0007 

.0086 

.29 

.037 

.0000 

.32 

40 

.42 

.0084 

.0081 

.0070 

.17 

.080 

.0000 

.28 

48 

.35 

.0053 

.0100 

.0088 

.19 

.030 

.0000 

.80 

May 

50 

.44 

.0018 

.0090 

.0080 

.22 

.042 

.0000 

.80 

05 

.35 

.0010 

.0085 

.0078 

.20 

.080 

.0001 

.29 

71 

.20 

.0020 

.0078 

.0078 

.80 

.080 

.0004 

.20 

08 

.30 

.0040 

.0082 

.0072 

.80 

.087 

.0004 

.25 

08 

.40 

.0025 

.0081 

.0081 

.80 

.033 

.0001 

.31 

59 

.80 

.0028 " 

.0088 

.0077 

.80 

.081 

.0000 

.87 

47 

.50 

.0042 

.0110 

.0105 

.26 

.028 

.0000 

.44 

88 

.41 

.0000 

.0103 

.0006 

.27 

.034 

.0000 
.0001 

.80 

58 

M 

.0047 

.0002 

.0086 

.20 

.035 

|  .32 

Water  from  a  Tap  at  Lawrence  City  Hall. 

[Part*  per  100,000.] 


!»©». 


Tempera- 
ture. 

Deg.  P. 


January ,    . 
February,  . 
March, 
April, 
May,  .       . 
June,  . 
July,  . 
August, .     . 
September, 
Oetober,     . 
November, 
December, . 
Average, 


37 
37 
40 
48 
66 
63 
70 
06 
07 
63 
51 
40 


o 
© 


53 


.51 
.43 
.43 
.36 
.41 
.38 
.38 
.38 
.40 
.45 
.55 
.40 


Ammonia. 


0) 


s 

o 
e 

a 

o 

£i 
< 


.42 


.0070 
.0075 
.0078 
.0044 
.0014 
.0014 
.0008 
.0012 
.0016 
.0008 
.0026 
.0046 


.0035 


.0104 

.0080 

.0080 

.0101 

.0000 

.0006 

.0074 

.0086 

.0000 

.0001 

.0104 

.0101 

.0003 


a 

r 

XX 

o 


.27 
.28 
.17 
.20 
.22 
.24 
.80 
.80 
.30 
.20 
.20 
.28 


NlTROGKN  AS 


s 


1 

s 

s 

m 

e 

.3 


i  §> 

i  2? 

o 


.20 


.040 
.025 
.080 
.030 
.042 
.030 
.030 
.040 
.032 
.035 
.029 
.034 


.034 


.0000 
.0000 
.0000 
.0000 
.0000 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


.0000 


.38 
.31 
.27 
.28 
.27 
.20 
.24 
.23 
.31 
.86 
.42 
.34 
.31 
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Water  from  a  Tap  at  Lawrence  Experiment  Station. 

[Part*  per  100,000.] 


1909. 


Tempera- 
ture. 

Deg.  F. 


Jannary,    . 
February,  . 
March, 
April, 
May,  . 
June, . 
July,  . 
August, 
September, 
October,     . 
November, 
December, 
Average, 


44 

43 
48 
48 
61 
68 
62 
65 
67 
68 
63 
46 


64 


s 


.48 
.43 
.89 
.86 
.88 
.26 

& 
.22 

.84 

.86 

.47 

.38 


.86 


Ammonia. 

1  Mtrookx  as 

« 

© 

M 

e 

a 

a 
< 

« 

c 

1 

i 

■ 

8 

55 

i 

.0088 

.0096 

.27 

.045 

.0000 

.0029 

.0086 

.28 

.036 

.0000 

1.0021 

i 

.0069 

.17 

.036 

.0000 

.0014 

.0080 

.19 

.031 

.0000 

.0026 

.0096 

.28 

.089 

.0000 

.0013 

.0071 

.24 

.084 

.0000 

.0006 

.0066 

.27 

.040 

.0000 

.0010 

.0062 

.80 

.087 

.0004 

.0008 

.0076 

.80 

.082 

.0000 

.0007 

.0080 

.29 

.084 

.0002 

.0016 

.0098 

.27 

.082 

.0000 

.0029 

.0081 

.27 

.084 

.0000 

.0018 

.0079 

.26 

.036 

.0001 

s 

& 

O 


a 

D 

B 
O 

O 


.86 
.29 
.26 
.27 
.26 
.26 
.20 
.17 
.38 
.86 
.40 
.81 


Bacterial  Examinations  and  Results. 

Throughout  the  year  1902,  besides  the  daily  determinations  of  the  num- 
ber of  bacteria  in  the  river  water  at  several  points  and  in  the  effluents  of 
the  experimental  Alters  and  samples  of  Lawrence  city  Alter  water  collected 
at  several  points  of  the  supply  system,  many  hundred  tests  for  B.  coli  in 
unfiltered  and  filtered  water  have  been  made. 

The  following  tables  present  the  results  of  this  bacterial  work.  These 
tables  show  the  number  of  bacteria  in  the  river  water  and  in  the  effluents 
of  the  various  filters,  the  efficiency  of  these  filters  figured  in  percentages  of 
total  bacteria  removed,  the  number  of  D.  coli  in  the  river  and  canal  water, 
and  the  result  of  tests  for  D.  coli  in  the  filter  effluents. 

In  this  D.  coli  work  tests  for  the  germ  in  1  and  100  cubic  centimeters  of 
each  effluent  have  been  made,  and  the  comparative  results  are  given. 

At  the  end  is  a  table  comparing  the  yearly  averages  of  each  filter.  It  will 
be  noticed  that  the  city  filter,  operating  at  the  lowest  rate,  and  Filter  No. 
8 A,  the  largest  and  oldest  experimental  filter  at  the  station,  gave  the  best 
bacterial  efficiency,  and  that  the  city  filter  gave  the  best  B.  coli  efficiency. 
The  efficiency  of  the  city  filter  would  undoubtedly  have  been  even  more 
satisfactory  except  for  the  disturbance  of  the  sand  when  constructing  divid- 
ing walls  in  August.  None  of  the  23  samples  collected  from  the  outlet  of 
the  city  reservoir  during  this  month,  however,  showed  the  presence  of 
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B.  coliy  either  when  testing  1  or  100  cubic  centimeters,  and  the  total 
number  of  bacteria  present  in  these  samples  was  only  75  per  cubic  centi- 
meter, while  the  filter  effluent,  as  pumped  to  the  reservoir,  contained  B,  coli 
in  14  per  cent,  of  the  one  cubic  centimeter  samples  examined  and  also  con- 
tained 324  bacteria  per  cubic  centimeter.  Filter  No.  142,  containing  only 
about  1.5  feet  in  depth  of  sand  during  the  year,  gave,  as  would  be  ex- 
pected, a  much  poorer  bacterial  and  B.  coli  efficiency  than  Filter  Np.  143, 
containing  about  4  feet  of  the  same  grade  of  sand ;  the  bacterial  efficiency 
of  these  two  filters  being  96.4  and  99.5,  respectively.  Twenty-one  per 
cent,  of  the  samples  of  Filter  No.  142  showed  B.  coli  when  testing  1  cubic 
centimeter  and  32  per  cent,  when  testing  100  cubic  centimeters.  With 
Filter  No.  143,  however,  the  figures  were  8  and  18  per  cent.,  respectively; 
that  is  to  say,  with  only  a  difference  of  3  per  cent,  in  total  bacterial  effi- 
ciency the  deeper  filter  gave  a  B.  coli  efficiency  fully  twice  as  good  as  the 
shallower  filter. 

Canal  Water  (Merrimack  River  Water  applied  to  Experimental  Filters). 

[Average  of  Bacterial  Analyse!.] 


1009. 


Average 

Number  of 

Bacteria 

per  c.c. 


Number  of 
Samples 

tested  for 
B.  Coll. 


Number  of 

Times 

B.  Coll  was 

found. 


Average 

Number  of 

B.  Coli 

per  c.c. 


Per  Cent,  of 
Samples 

containing 
B.  Coli. 


January,     . 
February,  . 
"March, 
April, . 
May,   . 
June,  . 
July,  . 
August, 
September, 
October, 
November, 
December, . 


,4,400 

6 

6 

23 

6,000 

8 

3 

42 

0,600 

1 

1 

13 

2,100 

1 

1 

30 

4,000 

26 

26 

55 

11,100 

24 

24 

67 

22,800 

24 

24 

08 

17,700 

20 

20 

343 

13,300 

10 

10 

120 

8,800     ■ 

23 

23 

80 

4,000 

23 

23 

48 

10,000 

26 

26 

66 

0,600 

104 

104 

84 

100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 


100 


Filter  No.  8A. 

[Average  of  Bacterial  Analyses.] 
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t 

1  C.C. 

100  c.c. 

i 
1  c.c.   |  lOOc.c. 

1  c.c. 

lOOcc. 

January,  ^ 

February, 

March, 

April, 

May, 

June, 

July, 

August,    . 

September, 

Ociober,   . 

November, 

December, 

35 

124 

20 

16 

34 

130 

42 

65 

14 

71 

82 

226 

00.2 
08.2 
00.7 
00.2 
00.1 
08.8 
08.8 
00.6 
00.0 
00.2 
08.8 
07.7 

5 

2 

1 
1 

23 
22 
22 
10 
17 
21 
21 
20 

6 

2 

1 

1     . 
23 
22 
22 
10 
17 
21 
21 
20 

\ 

0 
0 
0 
0 
0 
0 
0 
0 

1 

6 

\ 

0 
0 
2 
3 
2 
0 
4 
1 
1 
0 

20 
50 
0 
0 
0 
0 
0 
0 
0 
0 
6 
30 

20 

50 
0 
0 
0 

14 
0 
0 

24 
6 
5 

46 

72 

00.3 

174 

174 

9      |      24 

6 

14 
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Filler  No.  142. 

[Avenge  of  Bacterial  Analyse*.] 


100S. 
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clency.) 

1 
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WAS  POUND. 

Per  Cemt.  op 
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1 

i 

100  cc' 

i 

1  cc   '  100  cc 

1 

'    1  cc. 

100  cc 

January,  . 

February, 

March, 

April, 

May,         .        . 

June, 

July, 

August,    . 

September, 

October,  . 

November, 

December, 

206 
479 

82 
153 

45 
120 

64 
311 

81 

1,268 

1        688 

597 

95.2 
93.1 
99.1 
92.7 
98.9 
98.9 
99.7 
98.2 

99.4  I 

85.5  ' 
86.9       1 
94.0      1 

5 
8 

1 

1 

23 

j      23 
1      22 
18 
17 
24 
23 
17 

177 

i 

i 

23 
23 
22 
18 
17 
24 
23 
17 

167 

1 
0 
0 
0 

1      * 

1        7 
2 
2 

4 
4 
8 
6 

7 

14 
4 
2 

8 
9 

4 
5 

20 

0 

0 

0 

13 

80 

Q 

1     11 

24 
17 
86 
35 

- 

80 
61 
18 

47 
37 
17 
29 

841 

96.4 

37 

53 

1      21      |      32 

Filter  No.  143. 


January,  . 

36 

99.1 

i 

4 

1 
i 

-      | 

0 

. 

0 

. 

February, 

86 

98.9 

!     3 

1 

- 

33 

- 

March, 

23 

99.8 

1     i 

- 

0 

- 

o 

- 

April, 

12 

99.4 

i 

- 

0 

- 

!     o 

- 

May, 

16 

99.6 

28 

23 

0 

1 

1     ° 

4 

June, 

17 

99.8 

23 

23      ' 

7 

4 

80 

July, 

81 

99.9 

22 

22      , 

2 

6 

9 

August,    . 

27 

99.8 

17 

17 

1 

6 

6 

September, 

13 

99.9 

i      " 

17 

8 

18 

47 

October,  . 

216 

97.5 

22 

22 

6 

6 

28 

November, 

88 

99.2 

22 

28 

3 

18 

13 

December, 

66 

99.8 

16 

16 

2 

4 

13 

25 

49 

99.5 

171 

163 

14 

81 

8 

Merrimack  River  Water  as  it  flows  upon  the  Lawrence  City  Filter. 

[Average  of  Bacterial  Analyses.] 
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7,400 

4,500 
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20,900 

15,800 
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4,300 

7,000 


10,300 


25 
23 
16 
23 
8 
5 
15 
23 
14 
12 
12 
25 
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25 
22 
15 
22 
8 
6 
16 
28 
14 
12 
12 
25 

193 


21 

46 

20 

16 

28 

65 
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219 

104 

53 

83 

72 

73 


100 

96 

94 

96 

100 

100 

100 

100 

100 

100 

100 

100 

99 
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Effluent  of  the  Lawrence  City  Filter. 

[Average  of  Bacterial  Analyse*.] 
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47 

00.4 

27 

27 

1 

4 

* 
4 

15 

February, 

44 

00.4 

28 

28 

1 

4 

4 

17 

March,    |. 

61 

08.6 

16 

16 

1 

1 

6 

6 

April,      . 

76 

08.2 

24 

24 

0 

0 

0 

0 

May,        .       . 

80 

00.1 

8 

8 

0 

0 

0 

0 

June, 

82 

08.8 

6 

6 

0 

0 

0 

0 

July, 

86 

00.0 

16 
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0 

0 

0 

0 
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824 

08.4 

21 

21 

8 

2 

14 

10* 

September, 

28 

00.8 

15 

16 

0 

1 

0 

7 
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08.0 

12 

12 

0 

0 

0 

0 

November, 

26 

00.3 

12 

12 

0 

0 

0 

0 
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08.4 

25 

26 

2 

4 

8 

16 

76 

00.8 

100 

100 

8 

16 

4 

8 

*  Constructing  dividing  walla. 


Water  from  the  Outlet  of  the  Lawrence  Reservoir. 


January,. . 

61 

00.2 

27 

27 

0 

4 

0 

16 
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66 

00.1 

28 

28 

0 

1 

0 

4 
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86 

08.1 

16 

16 

1 

1 

6 

6 
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71 

08.8 

24 

24 

0 

0 

0 

0 
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27 

00.2 

8 

8 

0 

0 

0 

0 
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40 

08.6 

6 

6 

0 

0 

0 
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58 

00.8 

16 

16 

0 

0 

0 
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00.7 

28 

28 

0 

0 

0 
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38 

00.8 

14 

14 

0 

0 

0 
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40 

00.6 

12 

12 

0 

0 

0 

0 
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43 
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12 

12 

0 

0 

0 

0 
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05.0 

28 

28 

0 

3 

0 

18 

74 
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1 

0 

1 

6 
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Water  Jrom  a  Tap  at  Lawrence  City  Sail. 

[Avtrag*  of  Baetertal  Analyra.] 
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0 
0 
8 

16 
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0 
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0 
16 

72 
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Lawrence  City  Water  from  a 

Tap  at 

the  Experiment  Station. 
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99.8 

27 
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24 

99.8 
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9 
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99.7 

28 

28 
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99.4 

26 
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06 
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48 

98.9 

24 

24 
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1 

4 
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07 

99.0 

26 
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61 

99.0 

288 

7 

10 

2 
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On  the  Value  of  Tests  for  Bacteria  of  Specific 

Types  as  an  Index  of  Pollution, 


TOOSTHBB  WITH 


EXPERIMENTS  UPON  THE  RELATIVE  VIABILITY  OF  B.  COLI  AND  B.  TYPHOSUS. 


By  H.  W.  Clark  and  Stephen  DeM.  Gage. 


In  recent  years  increased  attention  has  been  given  by  those  interested 
in  sanitary  problems,  and  especially  water  supply  and  water  purification, 
to  methods  for  the  determination  of  fecal  bacteria  in  water,  and  to  the 
significance  of  their  presence  as  a  determining  factor  in  judging  the  degree 
of  parity  of  a  water. 

During  the  past  eight  years  the  work  at  the  experiment  station  along  this 
line  has  covered  a  wide  field,  and  has  included  examinations  of  over  18,000 
samples,  including  4,700  samples  of  polluted  river  water,  9,100  samples  of 
filtered  waters,  2,200  samples  of  other  potable  waters,  including  samples 
from  springs,  curb  wells,  tubular  wells,  domestic  wells,  ponds  and  other 
surface  supplies,  etc.,  and  2,100  miscellaneous  samples,  including  shell- 
fish, sea  water,  ice,  milk,  dust,  excrement  from  men  and  animals,  grains, 
food  stuffs,  etc.  Investigations  have  also  been  made  upon  the  seasonal 
distribution  of  B.  coli,  the  elimination  of  B.  coli  from  water  by  storage,  as 
in  reservoirs,  and  studies  upon  the  similarity  between  the  length  of  life  of 
B.  coli  and  B.  typhosus  under  a  variety  of  conditions. 

The  principal  types  of  bacteria  used  as  indices  of  the  pollution  of  water 
are  the  colon  type,  the  sewage  streptococcus  type,  the  sporogenes  type  and 
occasionally  the  two  so-called  paracolon  types ;  that  is,  the  aerogenes,  or 
enteritidis,  Gartner,  type,  and  the  chologenes  type.  The  colon  type  is  the 
most  numerous  of  these  in  normal  sewage,  and  is,  accordingly,  considered 
of  the  most  value  as  a  specific  indication  of  pollution. 

A  number  of  investigators  have  published  results  seeming  to  show  the 
presence  of  bacteria  of  the  colon  type  in  samples  from  sources  apparently 
removed  from  pollution,  and  these  results  tend  to  discredit  the  value  of 
tests  for  organisms  of  this  type  as  an  indication  of  sewage  pollution. 
Nevertheless,  the  colon  tests,  correctly  interpreted,  are,  undoubtedly  a 
valuable  aid  in  the  analyses  of  certain  classes  of  water  where  the  determina- 
tion of  suspected  pollution  becomes  necessary.  That  B.  coli  are  widely 
distributed  is  not  to  be  disputed  when  we  consider  that  this  organism  is 
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found  in  the  fecal  discharges  of  men  and  the  major  animals  widely  used  as 
a  dressing  for  arable  soil,  and  in  the  intestinal  contents  of  many  of  the 
smaller  animals,  both  domestic  and  wild,  and  in  the  evacuations  from  fowls 
and  some  of  the  migratory  birds.  Flies  and  other  insects  may  also  act  as 
carriers  of  these  germs,  depositing  them  in  places  where  we  would  least 
expect  to  find  them.  Examinations  of  48  flies  at  the  experiment  station 
resulted  in  the  finding  of  B.  coli  in  or  on  nine  of  these,  and  bacteria  of  the 

r 

strepto  type  in  or  on  three  others.  No  relation  could  be  traced  between 
the  locality  where  these  flies  were  caught  and  the  finding  of  the  test 
organism.  Flies  caught  about  the  filter  house  at  the  station  where  sewage 
is  constantly  present  frequently  failing  to  show  the  test  organism,  while 
others,  obtained  from  localities  removed  from  sewers,  privy  vaults,  stables 
or  any  of  the  usual  sources  of  contamination,  gave  positive  reactions. 

The  work  of  many  of  the  critics  of  the  value  of  the  colon  tests  is  open  to 
the  objection  that  their  findings  are  not  supported  by  sufficient  data,  or  that 
their  cultural  methods  are  inadequate  when  viewed  from  our  own  stand- 
point. The  fact  that  Klein  and  Houston1  found  organisms  similar  to  B. 
coli  in  commercial  food  stuffs,  and  have  been  supported  in  their  find- 
ings by  a  number  of  other  investigators,  has  been  the  basis  of  an  attempt 
to  show  that  the  colon  bacillus  is  merely  a  member  of  a  larger  group  of 
saphrophytes  of  the'  so-called  lactic  acid  group.  These  critics,  however, 
fail  to  note  the  fact  that  Klein  and  Houston  also  found  in  these  same 
samples  of  cereals  bacteria  of  the  sewage  streptococcus  type  and  of  the 
B.  sporogenes  type,  both  of  which  types  are  offered  by  them  as  indicating 
sewage  pollution.  In  other  words,  if  we  accept  the  fact  that  these  observers 
found  B.  coli,  we  must  also  accept  the  fact  that,  as  shown  by  other  bac- 
terial tests  made  by  them,  the  grains  which  they  tested  had  at  some  time 
been  exposed  to  pollution.  This  is  not  to  be  wondered  at  considering  that 
B.  coli  is  frequently  found  in  the  excrement  from  mice  and  rats,  which 
overrun  grain  elevators  and  grain  ships,  and  also  the  possible  chance  of 
contamination  during  the  processes  of  harvesting,  threshing  and  milling 
the  grain.  At  the  experiment  station  a  number  of  samples  of  grains  have 
been  examined  for  B.  coli,  all  of  these  samples,  however,  being  carefully 
collected  directly  from  the  fields  where  they  were  growing,  and  in  no  case 
has  any  organism  been  found  which  would  have  been  in  any  way  con- 
founded with  the  colon  type,  notwithstanding  the  fact  that  25  samples  of 
corn  were  examined  which  came  from  a  municipal  sewage  filtration  area  to 
which  sewage  was  being  applied  daily. 

For  several  years  the  B.  coli  work  at  Lawrence  was  almost  entirely  con- 
fined to  determinations  of  the  numbers  of  the  organism  present  in  the  Mer- 
rimack River  water  and  in  the  effluents  of  the  filters  receiving  this  water. 
In  these  studies  many  thousand  tests  were  made  and  the  work  of  the  Law- 
rence  city  filter  and  of  the  different  experimental  filters,  operated  under  a 
variety  of  conditions  and  at  varying  rates,  have  been  observed.     Much  of 
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this  work  has  been  summarized  in  the  reports  of  the  Board  since  1896, 
in  the  chapters  upon  "  Filtration  of  Water." 

Attention  has  been  drawn  in  these  reports  to  the  lower  B.  coli  efficiency 
of  sand  filters  in  winter  than  in  surhmer,  and  to  the  fact  that  during  a 
disturbance  of  the  city  filter,  severe  enough  to  cause  numerous  cases  of 
typhoid  fever  in  Lawrence,  the  poor  quality  of  the  filtered  water  was  more 
plainly  indicated  by  the  decreased  B.  coli  efficiency  of  this  filter  than  by 
decreased  bacterial  efficiency,  i.  e.,  removal  of  the  total  number  of  bacteria 
in  the  river  water. 

The  fact  that  water  as  polluted  as  that  in  the  Merrimack  River  shows 
occasional  coli  after  filtration  has  been  commented  upon,  and  the  state- 
ment made  that  the  removal  by  a  filter  of  all  B.  coli  in  a  raw  water  is 
probably  an  unnecessary  degree  of  bacterial  refinement,  when  the  water  to 
be  filtered  is  as  polluted  as  that  flowing  in  the  Merrimack  River  at  Law- 
rence. The  truth  of  this  statement  can  be  shown  in  a  number  of  ways, 
but  most  strongly  by  the  very  low  typhoid  death-rate  of  Lawrence  since 
the  construction  of  the  city  filter ;  in  fact,  one  of  the  lowest  death-rates . 
from  this  cause  of  any  of  the  cities  of  the  State,  notwithstanding  the  fact 
that  B.  coli  are  found  with  more  or  less  frequency  in  the  filtered  city  water 
when  examining  1  cubic  centimeter  of  this  water. 

In  Table  No.  1  are  shown  the  results,  by  years,  of  examinations  of  the 
water  of  the  Merrimack  River  from  three  different  locations  at  Lawrence : 
1,  the  water  as  it  flows  upon  the  city  filter ;  2,  the  water  from  the  canal  as 
it  flows  upon  the  filters  at  the  experiment  station ;  and  8,  the  water  from 
the  river  near  the  station  after  it  has  received  a  large  proportion  of  the 
sewage  from  the  city.  The  results  of  examinations  of  the  effluents  of  the 
Lawrence  city  filter,  operating  at  a  rate  of  1,500,000  to  2,500,000  gallons 
per  acre  daily,  and  of  experimental  Filter  No.  8 A,  operating  at  rates  of 
2,500,000  to  5,000,000  gallons  per  acre,  are  also  shown. 

Table  No.  1. —  8howing  the  Yearly  and  Total  Averages  of  the  Presence  of  B.  Coli 
in  the  Merrimack  River  and  in  the  Effluents  of  the  Lawrence  City  Filler 
and  Filter  No.  8  A. 

Merrimack  River  at  Intake  of  the  Lawrence  City  Filter. 


Year. 


1  Cubic  Ckotimrtkr. 


Number  of 

Samples 

tested  for 

B.  Coli. 


Average 
Number  of 
B.  Coli  per 

Cubic 
Centimeter. 


Per  Cent,    i 
of  Simples 
containing 
B.  Coll. 


1898 

1899, 

1900,    

1901,    

1902, < 

1908,* 

Total 


163 

49 

180 

47 

199 

87 

144 

40 

198 

73 

136 

68 

1,018 

68 

98.2 
99.4 
99.6 
97.9 
99.0 
98.6 


98.7 


100  Cubic  Ckxtiii iters. 


Number  of 

Samples 

tested  for 

B.Coli. 


Per  Cent 

of  Samples 

containing 

B.  Coll. 


*  To  July  1,  1903. 
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Table  No.  1 .  —  Showing  the  Yearly  and  Total  Averages  of  the  Presence  of  B.  Colt 
in  the  Merrimack  River  and  in  the  Effluents  of  the  Lawrence  City  Filler  and 
Filter  No.  8  A.  —  Concluded. 

Merrimack  River  from  Essex  Company's  Canal. 


Tkak. 


1  Ccbic  Ckntimktbr. 


^oSSJi'o?  '  NnrabSof 
Samples 


tested  for 
B.  Coli. 


B.  Coli  per 

Cubic 
Centimeter. 


Per  Cent. 

of  Samples 

containing 

B  Coll. 


1808, 
1899, 
1900, 
1901, 
1902, 
1903,* 


Total, 


288 
297 
288 
218 
194 
148 


1,428 


53 
40 
49 
27 
84 
88 


48 


99.7 

99.6 
100.0 

82.9 
100.0 

97.8 


97.9 


100  Cubic  Cbktim ktkrs. 


Number  of  ,    Per  Cent. 
8amples     !  of  Samples 
tested  for    I  containing 
B.  Coli.  B.  Coll. 

■ 

I 


Merrimack  River  at  the  Experiment  Station. 


1898, 
1899, 
1900, 
1901, 
1902, 
1908* 


Total, 


114 
62 

154 
12 


842 


103 

170 

68 

67 


102 


100.0 

100.0 

92.9 

100.0 


96.8 


Filtered  Water  from  Lawrence  City  Filter. 


1898, 
1899, 
1900, 
1901, 
1902, 
1903,* 


Total, 


170 
189 
204 
148 
199 
186 


1,046 


18.8 

23.8 

18.1 

6.8 

4.0 

3.7 


13.1 


189 
187 
199 
136 


611 


38.1 

28.5 

8.0 

14.7 


20.9 


Filtered 

Water  from  Filter  No 

.8A. 

268 

12.7 

. 

247 

— 

14.2 

— 

- 

1900 

275 

— 

5.1 

191 

17.3 

170 

— 

10.0 

148 

27.9 

174 

-. 

5.0 

174 

14.0 

116 

- 

9.5 

116 

24.1 

i 

1,250 

- 

9.6 

624 

20.0 

♦To  July  1,1903. 


Seasonal  Distribution  of  B.  Coli. 

The  results  of  tests  for  B.  coli  shown  in  Table  No.  1  have  been  fetabu- 
lated,  showing  the  relative  findings  of  B.  coli  during  the  five  winter  months 
ending  March  31  and  the  seven  summer  months  ending  October  81.  B. 
coli  has  been  present  in  practically  all  the  samples  of  the  Merrimack  River 
water  from  the  three  stations  shown  in  the  tables.     In  the  water  at  the 


No.  34.]  BACTERIAL  TESTS.  249 

intake  of  the  Lawrence  city  filter  and  in  the  water  as  it  flows  to  the  filters 
at  the  experiment  station,  higher  numbers  of  B.  coli  per  cubic  centimeter 
have  been  found  during  the  summer  months  than  during  the  winter  months 
in  four  out  of  six  years,  and  in  the  same  water,  after  receiving  the  sewage 
of  the  city  of  Lawrence,  the  numbers  of  B.  coli  have  been  higher  in  the 
summer  season  in  two  out  of  three  years.  The  average  number  for  five 
and  one-half  years  at  both  of  the  first  two  locations  is  also  higher  for  the 
summer  season. 

A  number  of  factors  enter  into  the  seasonal  distribution  of  B.  coli  in 
the  river  water ;  we  may  assume  that  the  polluting  sewage  from  the  cities 
on  the  water-shed  of  this  river  is  practically  a  constant  during  the  two 
seasons,  increasing  slowly  and  regularly  as  the  population  increases,  and 
the  total  amount  of  solid  excrement  turned  into  the  river  in  the  form  of 
sewage  also  increases  slowly  and  regularly,  but  this  increase  may  be 
neglected  in  the  comparison  since  it  applies  equally  to  both  seasons.  The 
volume  of  sewage  from  a  given  population  fluctuates,  of  course,  through 
wide  limits,  but  the  amount  of  solid  excrement  in  the  total  volume  of  the 
sewage  is  probably  increasing  very  slowly.  The  first  factor,  then,  assum- 
ing that  this  solid  matter  is  a  constant,  is  the  dilution.  A  study  of  the 
weekly  flow  of  the  river  and  of  the  averages  of  the  weekly  analyses  for  B. 
coli  show  us  that  as  the  flow  of  the  river  increases  the  numbers  of  B.  coli 
diminish ;  in  other  words,  the  greater  the  dilution,  the  less  the  numbers  of 
B.  coli,  and  the  periods  of  flood  in  the  Merrimack  River,  as  contrasted 
with  the  periods  of  low  water,  have  almost  uniformly  occurred  during  the 
winter  months.  Another  factor  is  the  temperature.  Owing  to  the  low 
temperature  of  the  water  in  winter,  bacterial  life  within  it  is  dormant,  and 
the  solid  particles  entering  the  river  in  the  sewage  and  settling  out  before 
the  flow  of  the  river  carries  them  to  Lawrence  are  not  decomposed  quickly 
by  bacterial  action,  and  enclosed  bacteria  liberated,  as  is  the  case  in  sum- 
mer. Moreover,  cold  is  itself  inimical  to  the  life  of  B.  coli,  as  will  be 
shown  later.  The  factor  of  dilution  is,  of  course,  important  also  in  the 
filtration  of  this  water.  The  more  bacteria  of  a  certain  type  in  the  raw 
water  the  more  often  we  would  expect,  other  conditions  being  equal,  to  find 
that  type  present  in  the  effluent  from  a  sand  filter  to  which  that  water  was 
being  applied.  To  offset  the  generally  lower  numbers  in  the  river  water  in 
winter  on  account  of  dilution  and  low  temperature,  however,  the  high 
temperature  of  summer  operates  strongly  as  favoring  the  reduction  in  num- 
bers of  B.  coli  by  the  filter  during  this  season.  That  is,  in  the  winter  the 
water  is  cold  and  the  biological  processes,  which  are  largely  responsible  for 
the  purification  of  the  water  and  the  death  of  organisms  of  the  fecal  type 
while  passing  through  the  filter,  are  sluggish,  and  the  efficiency  of  the  filter 
is  leas  than  during  the  summer  season,  when  all  biological  processes  are 
active.  Samples  from  ponds  and  lakes  which  have  been  tested  regularly 
for  B.  coli  during  the  preceding  three  years  show  that  B.  coli  is  more  f re- 
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quently  found  in  summer  than  in  winter  in  seven  of  the  eight  sources. 
About  three  times  as  many  samples  have  been  collected  from  these  supplies, 
however,  in  summer  as  in  winter,  which  would,  in  a  measure,  influence  the 
result,  and  the  shores  of  a  number  of  these  lakes  are  used  as  pleasure 
resorts  during  the  summer. 

The  yearly  results  of  the  analyses  of  the  river  water  are  shown  in  Table 
No.  2,  and  the  results  of  the  analyses  of  the  filtered  waters  are  shown  in 
Table  No.  3.  The  results  of  tests  in  both  1  and  100  cubic  centimeters 
are  shown  for  the  filtered  waters.  The  significance  of  tests  in  these  two 
volumes  will  be  discussed  further  on  in  this  paper. 

Table  No.  2.  —  Showing  Relative  Distribution  of  B.  Coli  in  Merrimack  River 
during  Five  Months  ending  March  31  and  Seven  Months  ending  October  31.— 
1898  1903  inclusive. 

At  Intake  of  Lawrence  City  Filter, 


Winter  Season. 

Summer  Seasov. 

Year. 

Nnmber  of 

samples 

tested  for 

B.  CoU. 

Average 
B.  Coll  per 

Cubic 
Centimeter. 

Per  Cent  of 
Samples 

containing 
B.  Coil. 

Number  of 
Samples 

tested  lor 
B.  Coll. 

Average 
B.  Coli  per 

Cubic 
Centimeter. 

Per  Cent,  of 

Samples 

oontalnlng 

B.CoU. 

1898 

1899 

1900,  .... 

1901,  .       . 

1902,  . 

1908 

68 
120 
121 
107 
111 
111 

80 
25 
76 
102 
42 
60 

100.0 
97.5 
99.1 
99.0 
96.5 
98.2 

68 
67 
80 
33 
96 
62 

67 
35 
98 
16 
91 
74 

08.0 

06.6 

100.0 

100.0  ' 

09.0 

100.0 

Total,     . 

633 

64 

98.2 

880 

61 

98.9 

FromiEssex  Company's  Canal. 


1898 

78 

27 

98.6 

164 

69 

100.0 

1899,      

127 

28 

97.5 

171 

41 

96.0 

1900,      

121 

49 

100.0 

168 

46 

100.0 

1901 

111 

68 

99.1 

143 

16 

90.2 

1902,      

17 

18 

100.0 

136 

116 

100.0 

1903 

128 

86 

98.3 

74  . 

45 

97.3 

Total,     .... 

572 

88 

98.8 

856 

55 

96.9 

Opposite  Experiment  Station 

» 

1899 

- 

- 

- 

64 

84 

100.0 

1900,      .        .  *     . 

87 

119 

100.0 

11 

198 

100.0 

1901,      

23 

101 

100.0 

136 

32 

93.8 

1902,      

19 

80 

89.6 

8 

112 

100.0 

1903 

- 

- 

- 

- 

- 

- 

Total,     .... 

129 

118 

98.4 

218 

105 

96.7 
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Table  No.  8.  —  Showing  Relative  Distribution  of  B.  Coli  in  the  Effluent  from  the 

Lawrence  City  Filter  and  in  the  Effluent  from  Filter  No.  8  A  during  Five 

Months  ending  March  31  and  Seven  Months  ending  October  31.  — 1898- 

1903  inclusive. 

Effluent  of  Filter  No.  8 A. 


Winter  Ska  so  v. 

Summbb  Season. 

1  CUBIC 
CBNTIMJCTBK. 

100  CUBIC 
OEBTIMBTEBS. 

1  CUBIC 

oemtimktbk. 

100  CUBIC 
CBMTIXBTBR8. 

Ybab. 

Nnmber  of 

Samples 

tested  for 

B.  Coll. 

Per  Cent. 

Samples 

containing 

B.  Coll. 

Nnmber  of 

Samples 

tested  for 

B.  Coll. 

Per  Cent. 

Samples 

containing ' 

B.  Coll. 

Nnmber  of 
Samples 
tested  for 
B.  Coll. 

Per  Cent. 

Samples 

containing 

B.  Coll. 

1 

Number  of  |  Per  Cent. 

Samples  1  Samples 
tested  for  containing 

B.  Coll.       B.  Coll. 

1808,  . 

1809,  . 

1900,  . 

1901,  . 

1902,  . 
1908,     . 

60 

111 

102 

113 

16 

94 

18.7 
16.2 
28.6 
16.0 
v18.7 
13.8 

28 
96 
16 
94 

68.0 
28.2 
18.7 
19.2 

106 
138 
170 

99 
126 

63 

10.0 
6.1 
1.7 
3.0 

i 

0.0 
8.0 

128 
82 

126 
68 

4.1 
26.3 

9.6 
32.0 

Total,   , 

496 

17.8 

288 

28.7 

766 

4.6 

398 

14.7 

Effluent  of  Lawrence  City  Filter. 


1898,     . 

68 

10.4    * 

- 

- 

64 

5.6 

- 

- 

1899,     . 

121 

4.2 

- 

- 

66 

7.8 

- 

- 

1900,     . 

122 

25.2 

82 

78.1 

91 

16.6 

78 

26.6 

1901,     . 

116 

18.1 

96 

39.6 

33 

3.0 

88 

83.2 

1902,     . 

114 

2.7 

114 

10.6 

96 

3.1 

96 

8.1 

1903,     . 

111     i 

4.5 

111 

8.1 

62 

3.2 

68 

8.0 

Total,    . 

662 

17.3 

363 

28.8 

402 

7.2 

270 

14.4 

B.  Coli  in  Spring  Water. 

Daring  an  investigation  of  spring  waters  upon  the  market  in  Massa- 
chusetts, made  by  the  Board  daring  1900,  an  account  of  which,  with 
analyses  of  the  waters,  was  published  in  the  report  of  the  Board  for  that 
year,2  282  samples  from  ninety-six  sources  were  examined.  Fourteen  of 
these  samples,  or  less  than  5  per  cent.,  were  found  to  contain  B.  coli, 
these  14  samples  being  from  thirteen  different  sources.  In  only  one  in- 
stance was  B.  coli  found  to  be  present  in  more  than  one  sample  from  the 
same  source.  Of  the  14  samples  in  which  the  germ  was  found,  6  were 
collected  from  springs  by  employees  of  the  Board,  the  remaining  8  being 
samples  taken  from  original  packages  of  the  water  as  shipped  by  the  spring 
water  people  to  their  consumers  or  sold  upon  the  market,  and  the  B.  coli 
present  in  these  last  samples  could  very,  probably  be  traced  to  carelessness 
and  uncleanliness  in  bottling  or  handling  the  waters. 
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Of  the  6  samples  collected  directly  from  the  springs,  in  which  B.  coli 
was  found,  1  was  from  a  source  which  inspection  and  chemical  analysis 
showed  to  be  unpolluted ;  1  was  from  a  source  surrounded  by  cultivated 
fields,  but  without  buildings  in  the  immediate  vicinity  (the  chlorine  in  this 
sample  was  about  normal  for  the  region,  however)  ;  the  other  4  samples 
were  from  locations  with  either  buildings,  barn-yards,  vaults,  etc.,  in  the 
immediate  vicinity,  and  in  which  the  chlorine  was  above  the  normal  in  each 
case ;  in  other  words,  in  an  examination  of  282  samples  of  spring  waters, 
B.  coli  was  found  in  less  than  5  per  cent,  of  the  samples,  and  in  most  of 
those  samples  collected  by  employees  of  the  Board  in  which  it  was  present, 
evidence  of  probable  pollution  was  shown  by  inspection  of  the  surround- 
ings as  well  as  by  chemical  analysis. 

Samples  from  Public  Tubular  and  Curb  Wells. 

During  the  past  two  or  three  years  170  samples  from  twenty-five  sets  of 
tubular  wells  and  nineteen  curb  wells,  used  as  sources  of  public  water 
supply,  have  been  examined  for  B.  coli.  Of  the  128  samples  from  tubular 
wells  which  have  been  examined,  only  1  has  given  a  positive  test  for  B. 
coli,  and  that  when  testing  100  cubic  centimeters  of  the  water.  Of  the 
42  samples  from  curb  wells,  1  has  given  a  positive  test  for  B.  coli  when 
testing  1  cubic  centimeter,  and  3  when  testing  100  cubic  centimeters.  The 
waters  in  these  wells  are,  however,  as  shown  by  chemical  analysis  and  the 
health  of  the  people  using  them,  probably  of  a  good  and  safe  quality.  In 
the  curb  wells,  many  feet  in  diameter,  there  is,  perhaps,  a  chance  for 
accidental  contamination  by  B.  coli  to  which  the  tubular  or  driven  wells 
are  not  subject.  In  the  one  instance  where  a  positive  test  was  obtained  in 
a  sample  of  water  from  a  tubular  well,  this  water  had  been  shown  to  be 
suspicious  by  many  chemical  analyses,  and  these  wells  are  near  one  of  the 
most  polluted  rivers  in  the  State. 

Besides  the  samples  from  tubular  wells,  already  enumerated,  positive 
tests  were  given  fori  B.  coli  in  several  samples  of  water  from  a  supply 
system  drawn  from  tubular  wells,  this  water  having  become  accidentally 
contaminated  by  the  introduction  of  polluted  surface  water  at  this  time, 
chemical  analysis  and  determination  of  numbers  of  bacteria  failing  to  detect 
this  pollution. 

Samples  from  Domestic  or  Private  Wells. 

Five  hundred  and  fifteen  samples  of  water  from  one  hundred  and  eighty- 
six  private  or  domestic  wells  have  been  collected  and  examined  during  the 
past  two  years.  Of  these,  14,  or  2.7  per  cent.,  have  given  a  positive  test 
for  B.  coli  when  taking  1  cubic  centimeter,  and  17,  or  3.8  per  cent.,  when 
taking  100  cubic  centimeters  of  the  water. 

Studying  the  chemical  analyses  of  the  water  from  these  wells,  and  the 
determinations  of  numbers  of  bacteria  present,  we  find' that  many  of  the 
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most  polluted  wells  in  respect  to  high  chlorine,  unoxidized  nitrogen  in  the 
form  of  free  ammonia,  and  oxidized  or  partially  oxidized  nitrogen  in  the 
form  of  nitrates  and  nitrites,  did  not  show  B.  coli  in  the  examinations 
made,  in  the  volume  of  water  tested  for  this  germ. 

In  studying  the  complete  chemical  and  bacterial  analyses  of  all  these 
samples,  it  is  evident  that  gross  previous  or  present  pollution  of  the  water 
and  positive  tests  for  B.  coli  in  conjunction  was  the  exception  rather  than 
the  rule.  That  is  to  say,  waters  that  at  any  time  might  become  dangerous 
to  those  using  them  were  more  clearly  indicated  by  single  chemical  analyses 
than  by  one  or  two  B.  coli  tests,  and  more  clearly  than  by  determinations 
of  the  number  of  bacteria  present.* 


/ 


Examinations  of  Waters  from  Ponds  and  Lakes. 

During  the  past  three  years  432  samples  from  ponds  and  lakes,  within 
twenty  miles  of  the  experiment  station,  have  been  examined  bacterio- 
logically. 

In  the  B.  coli  work  on  samples  of  these  waters  collected  during  1901  and 
1902,  tests,  when  using  both  1  and  100  cubic  centimeters  of  each  sample, 
were  made,  and  during  1903,  besides  these  tests,  many  others,  when  using 
19000  cubic  centimeters  of  each  sample,  have  been  made. 

Of  these  432  samples,  only  10  gave  positive  tests  for  B.  coli  when  taking 
1  cubic  centimeter  of  the  sample  for  examination.  Out  of  30  samples 
collected  from  the  lake  with  the  greatest  population  per  square  mile  of 
water-shed,  5,  or  13.3  per  cent,  of  the  number  collected,  gave  positive 
tests.  This  lake  is  used  largely  for  boating,  fishing,  etc.,  but  not  as  a 
source  of  public  water  supply. 

Lake  No.  2,  with  the  next  greatest  population  per  square  mile  of  water- 
shed, gave  positive  tests  in  1  out  of  29  1  cubic  centimeter  samples  examined. 
This  lake  is  used  as  a  source  of  water  supply,  but  its  shores  are  more  or 
less  carefully  guarded,  and  little  boating  or  fishing  is  allowed  upon  it. 

Of  the  two  remaining  lakes,  samples  from  which  gave  positive  tests  for 
B.  coli  in  1  cubic  centimeter  of  water,  both  have  a  comparatively  small 
population  per  square  mile  of  water-shed,  but  both  are  used  more  exten- 
sively than  any  of  the  other  lakes  (except,  perhaps,  No.  1)  for  boating  and 
fishing. .  Both,  also,  are  surrounded  by  cultivated  land  and  have  picnic 
grounds  upon  their  shores,  those  upon  Lake  No.  6  being  liberally  patron- 
ized during  the  summer  season,  and  Lake  No.  7  having  a  house  of  a  country 
club,  with  a  considerable  membership,  upon  its  shores.  This  house  is 
used,  more  or  less,  every  pleasant  summer  afternoon,  and  quite  extensively 
upon  Saturdays  and  Sundays.     Much  boating  and  fishing  take  place. 

Studying  the  results  of  tests  for  B.  coli  in  these  waters  when  taking 

*  Ad  article,  presenting  a  thorough  discussion  of  all  the  results  of  Inspection  of  the  wells  and  their 
surroundings,  together  with  chemical  and  bacterial  analyses  of  these  well  waters,  is  to  appear  in  a 
subsequent  report  of  the  Board. 
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larger  volumes  than  1  cubic  centimeter  for  examination,  it  will  be  seen, 
that  with  one  exception,  even  those  lake  waters  not  responding  positively 
to  this  test  when  taking  1  cubic  centimeter  gave  occasional  positive  tests 
when  as  large  a  volume  of  water  as  100  cubic  centimeters  was  taken,  and 
that  when  1  liter  was  taken,  the  percentage  of  positive  tests  again  increased 
in  every  instance  but  one.  The  results  show  with  considerable  clearness 
that  in  the  examination  of  surface  waters  from  inhabited  localities,  the 
question  of  obtaining  positive  tests  for  B.  coli  is  only  one  of  taking  a 
sufficient  volume  of  water  for  the  test.  They  also  indicate  that  the  degree 
of  contamination  of  these  waters  varies  inversely  as  the  volume  required  to 
give  a  positive  test  for  B.  coli. 

A  list  of  these  lakes  by  number,  with  data  in  regard  to  the  area  of  water 
surface  of  each  lake,  area  of  water-shed,  population  per  square  mile  of 
water-shed  and  total  population  upon  the  water-shed,  together  with  the  re- 
sults of  tests  for  B.  coli  in  different  volumes,  and  the  excess  of  chlorine 
above  the  normal,  are  shown  in  Table  No.  4. 
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On  the  Changs  in  the  Numbers  of  B.  Coli  in  Water  during  Storage. 

As  many  examinations  for  B.  coli  have  been  made  of  samples  of  waters 
from  storage  reservoirs  or  impounded  waters,  some  knowledge  of  the 
change  which  takes  place  in  the  number  of  B.  coli  in  waters  of  this  class 
during  the  period  of  storage  has  been  gained.  These  data  have  been  col- 
lected in  four  tables,  as  follows:  1,  the  change  which  takes  place  in  a 
body  of  water  considerably  polluted  and  which  has  a  continuous  but  irreg- 
ular flow  of  water  through  it ;  2,  the  change  which  takes  place  in  a  storage 
reservoir  through  which  there  is  a  nearly  constant  flow  of  water ;  3,  the 
change  which  takes  place  in  a  storage  reservoir  which,  being  once  polluted, 
stands  stagnant  without  further  pollution. 

1.  As  a  type  of  the  first  class  we  have  the  Merrimack  River  above 
Lawrence.  The  distance  from  the  Lowell  sewer  outfalls  to  the  Lawrence 
dam  is  approximately  ten  miles,  and  from  a  point  about  one  and  one-half 
miles  below  the  sewers  to  the  Lawrence  dam  there  is  only  a  slight  fall,  so 
that  during  periods  of  low  water  all  of  the  water  is  held  back  by  flash- 
boards  on  the  dam  and  passes  through  the  Essex  Company's  canals.  A 
number  of  series  of  samples  have  been  taken  at  different  points  along  the 
river  between  Lowell  and  Lawrence,  and  the  analyses  of  these  samples,  as 
far  as- the  data  concern  the  colon  problem,  have  been  collected  in  Table 
No.  5. 

At  each  location  covered  by  the  investigation  a  number  of  samples  were 
taken  from  the  surface,  from  near  the  bottom  and  from  a  depth  midway 
between  the  surface  and  the  bottom,  at  two  or  three  points  directly  across 
the  river.  Analyses  of  all  of  these  samples  were  then  averaged,  and  the 
averages  are  the  figures  that  appear  opposite  the  various  distances  in  the 
table.  In  the  series  numbered  I.  the  numbers  of  B.  coli  are  averages  of 
three  such  samples.  In  each  of  the  other  three  series  quoted  the  numbers 
of  B.  coli  are  averages  of  six  samples  in  each  case.  At  the  times  when 
these  series  were  taken  the  water  in  the  river  was  low  and  there  was  only 
a  slight  current,  caused  by  the  draught  of  water  by  the  mills,  upon  this 
storage  basin. 

The  results  did  not  show  any  regular  difference  between  samples  at  the 
surface  and  at  the  bottom  of  the  river,  or  between  samples  taken  near  the 
shores  or  in  mid-stream.  The  average  results  as  quoted  are  very  erratic, 
and  show  no  regular  decrease  in  numbers  of  B.  coli  in  the  distance  of  nine 
miles  covered  by  the  investigation.  The  numbers  are  slightly  higher  in 
three  out  of  the  four  series  in  samples  collected  at  a  distance  of  three  miles 
below  the  sewers  than  at  one  and  one-half  miles,  and  in  two  out  of  four 
series  the  results  are  higher  at  a  distance  of  five  miles  below  the  sewers 
than  at  the  two  locations  nearer  the  sewers.  In  one  series  the  highest 
results  were  obtained  at  a  point  seven  miles  below  the  sewers.  Series 
number  II.  illustrates  the  effect  of  a  sudden  influx  of  water.    Three  of  the 
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locations  had  been  covered  on  the  date  on  which  it  was  intended  to  take 
this  series.  Before  samples  were  obtained  from  the  two  points  farthest 
from  the  sewer  outfalls,  the  work  was  interrupted  by  a  heavy  rainfall,  and 
the  samples  from  these  two  points  could  not  be  taken  until  some  eighteen 
hours  later.  The  decrease  in  numbers  of  B.  coli  in  these  last  two  results 
over  the  three  preceding  results  is  very  marked.  The  results  of  these 
series  are  shown  in  Table  No.  5  :  — 


Table  No.  5.  —  Showing  Numbers  of  Bacteria  of  the  Colon  Type  in  the  Merri- 
mack River  at  Various  Distances  below  the  Lowell  Sewer  Outfall. 


DlSTAHCB 

■BLOW  SBWBB  OOITALL 
(MlLBfl). 

Avbbaok  Number  or  Baotkbia  of  the  Colo*  Ttpb 
pbb  Cubic  Ceptimbtbb. 

Series  I. 

Sertoli. 

Serlea  III. 

Serlea  IV. 

8,    . 

80 
65 
18 
106 
42 

28 
28 

• 

78 

«•' 

11* 

82 
88 

77 
71 
24 

108 
60 

6 

21 

7 

5 

9 

28 

*  Serlea  interrupted  by  heavy  rain,  continued  on  following  day. 

2.  During  1900  an  experiment  was  made  as  follows :  a  large  tank,  twelve 
feet  in  depth,  was  filled  with  Merrimack  River  water  and  so  arranged  that 
a  small  stream  of  water  could  be  applied  to  the  surface,  and  by  a  pipe 
passing  from  the  bottom  of  the  tank  up  to  the  surface  and  then  out  through 
the  side  of  the  tank  the  inflow  of  water  forced  out  an  equal  amount  from 
the  bottom  of  the  tank.  The  tank  was  so  arranged  that  samples  could  be 
drawn  from  the  inlet,  outlet  and  from  a  number  of  points  at  different  depths 
without  stirring  up  the  water  in  the  tank.  Merrimack  River  water  was  applied 
to  this  tank  continuously  for  twelve  to  eighteen  hours  a  day  in  such  volumes 
that  the  water  in  the  tank  should  have  twenty  days'  storage,  thus  imitating 
as  nearly  as  possible  on  a  small  scale  a  municipal  resorvoir,  with  twenty 
days'  storage  capacity.  %  Here  we  had  an  opportunity  to  study :  first,  the 
change  taking  place  in  the  numbers  of  bacteria  in  the  water,  and  second, 
to  determine  whether  or  not  there  was  any  sedimentation  of  bacteria,  the 
Merrimack  River  water  for  the  experiments  being  practically  free  from  sus- 
pended matter  which  would  tend  to  settle  out,  carrying  some  of  the  bac- 
teria with  it.  During  the  first  five  weeks  of  the  experiment  the  numbers  of 
B.  coli  in  the  water  gradually  diminished,  until  at  the  end  of  this  period 
they  were  not  found  in  1  cubic  centimeter,  the  organisms  being  found  dur- 
ing this  period  in  16  per  cent,  of  the  samples  collected  at  depths  of  six  and 
twelve  feet  below  the  surface.  During  the  eleven  weeks  following,  B.  coli 
were  not  found  in  any  sample  from  either  of  three  depths,  although  the 
average  number  of  B.  coli  in  the  applied  water  was  double  the  number  in 
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the  applied  water  during  the  first  five  weeks.  Beginning  with  the  seven- 
teenth week  of  the  experiment,  a  small  portion  of  sewage  was  mixed  with 
the  Merrimack  River  water  applied  to  the  tank  to  increase  the  numbers  of 
B.  coli,  this  being  continued  during  four  weeks.  The  average  number 
of  B.  coli  in  the  influent  during  this  period  was  615  per  cubic  centimeter, 
but  the  numbers  of  B.  coli  in  the  samples  of  reservoir  water  remained 
very  low  throughout,  and  the  organism  was  found  in  only  10  per  cent,  of 
the  samples  from  each  of  the  three  points,  namely,  surface,  six  feet  deep 
and  twelve  feet  deep.  The  averages  of  results  obtained  during  this  experi- 
ment are  shown  as  follows,  in  Table  No.  6  :  — 


Table  No.  6.  —  Showing  Change  in  the  Number  of  Bacteria  of  the  Colon  Type 
in  a  Storage  Reservoir  having  a  Continuous  Inflow  and  Outflow. 


. 

Period. 

INFLUEHT. 

j          Reservoir. 

Average 

Numt>er 
of 

Bacteria 
of  the 
Colon 

Type  per 
Cable 
Centi- 
meter. 

Per  Cent. 

of 

Samples 

containing 

Baeteria 

of 

the  Colon 

Type. 

,     PER  CKJTT.  OF  SAMPLES 
OOMTAIHIVG  BACTERIA 
OF  THE  COLON  TYPE. 

Character  of  Ihfluemt. 

,  Surface. 

Six 
Feet 
deep. 

Twelve 
Feet 
deep. 

Merrimack  River,     . 
Merrimack  River,     . 
Merrimack  River  and  eewage, 

Five  weeke, 
Eleven  weeks,     . 
Four  weeks,        . 

6 

12 

615 

100 
100 
100 

16 

0 

10 

20 

0 

10 

20 

0 

10 

Other  data  on  the  change  in  the  colon  contents  of  water  in  a  storage 
reservoir  have  been  obtained  by  the  routine  analyses  of  the  effluent  of  the 
Lawrence  city  filter,  and  of  the  same  water  after  passing  through  the  dis- 
tributing reservoir  of  the  city  of  Lawrence.  This  reservoir  has  a  capacity, 
when  full,  of  40,000,000  gallons,  and  the  consumption  of  water  in  the  city 
of  Lawrence  varies  between  3,000,000  and  5,000,000  gallons  per  day, 
giving  an  average  storage  of  about  ten  to  twelve  days  in  the  reservoir. 
Determinations  of  B.  coli  have  been  made  in  one  cubic  centimeter  of  each 
of  these  waters  since  1898,  daily  samples  being  taken  during  the  winter 
mouths  and  usually  not  less  than  one  sample  per  week,  of  each,  during  the 
warmer  months.  During  the  last  three  and  one-half  years,  tests  for  B.  coli 
have  also  been  made  in  100  cubic  centimeters,  and  the  yearly  results  of  the 
analyses  of  both  volumes  are  shown  in  Table  No.  7. 

In  the  1  cubic  centimeter  tests  a  reduction  of  nearly  one-half  in  the  per- 
centage of  samples  containing  the  type  organism  occurred  as  the  water 
passed  through  the  reservoir.  In  only  one  year,  1898,  were  a  greater  per- 
centage of  plus  results  found  in  the  effluent  than  in  the  influent,  and  this 
abnormal  result  may  possibly  be  attributed  to  the  fact  that  the  methods  of 
testing  for  B.  coli  were  at  that  time  not  as  perfect  as  at  present.     As  would 
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be  expected,  a  considerably  greater  number  of  samples  contained  B.  coli 
in  the  larger  volume  than  in  the  smaller  volume,  but  the  ratio  between  the 
influent  and  the  effluent  of  the  reservoir  remained  practically  the  same, 
whichever  volume  was  used  as  a  means  of  comparison.  In  this  instance 
the  water  was  one  from  which  the  normal  bacteria  had  been  largely  re- 
moved by  filtration,  and  one  whose  chemical  contents  had  been  changed  to 
a  considerable  extent  by  biological  processes,  so  that  it  cdntained  much  of 
its  nitrogen  in  a  different  form  from  that  in  Merrimack  River  water,  and 
which  might  be  supposed  to  be  in  a  condition  to  support  a  development  of 
bacterial  life  in  the  storage  reservoir ;  nevertheless,  a  constant  elimination 
of  germs  of  the  colon  type  occurred.  The  yearly  averages  of  analyses  of 
influent  and  effluent  of  this  reservoir  are  shown  as  follows,  in  Table  No.  7 :  — 

Table  No.  7.  —  Showing  Change  in  the  Percentages  of  Bacteria  of  the  Colon  Type 
in  Water  before  and  after  passing  through  the  Lawrence  Storage  Reservoir. 


Year. 


Pkr  Cknt.  of  Samples  containing  Bactkkia  of  the  Colon  Type. 


In  1  Cubic  Centimeter-. 


Effluent  from 
City  Filter. 


Outlet  of 
Reservoir. 


1898 

1899 

1900,     .... 

1901 

1902,      ...        i 
1908  (6  months  only), 
Average, 


19 

23 

18 

7 

4 

4 


13 


20 
13 
9 
8 
1 
1 


In  lOO  Cubic  Centimeters. 


Effluent  from 
Cliy  Filter. 


Outlet  of 
Reservoir. 


88 

28 

8 

15 


21 


23 

20 

5 

3 


11 


3.  An  experiment  in  regard  to  the  change  in  numbers  of  bacteria  of  the 
colon  type  in  a  storage  reservoir  once  polluted  but  allowed  to  stand  stag- 
nant without  further  pollution  was  made  as  follows :  a  large  tank,  twelve 
feet  deep,  fitted  with  pipes,  through  which  samples  for  analyses  could  be 
drawn  from  different  points  in  the  tank  and  at  various  levels,  was  filled 
with  Merrimack  River  water.  Daily  analyses  were  made  of  the  water  from 
the  various  portions  of  the  tank,  this  being  continued  as  long  as  B.  coli 
were  found  to  be  present  in  any  portion  of  the  tank.  The  numbers  of  B. 
coli  per  cubic  centimeter,  one  hour  after  filling  the  tank,  were  32  at  the 
surface,  22  at  a  point  six  feet  deep,  and  9  at  the  bottom  of  the  tank.  After 
twenty-four  hours  the  natural  intermixture  of  the  water  in  the  tank  had 
caused  a  practical  equalization  of  the  numbers,  these  being  18  each  at  the 
surface  and  at  the  bottom,  and  15  at  a  point  midway.  There  was  a  gradual 
diminution  in  numbers  of  B.  coli,  the  results  fluctuating  somewhat  at  the 
various  levels,  this  fluctuation  being  due  probably  more  to  unavoidable 
errors  in  sampling  and  in  bacteriological  methods  than  to  any  material 
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difference  in  the  bacterial  contents  of  water  from  different  portions  of  the 
tank.  After  eleven  days  B.  coli  were  fonnd  in  only  one  sample,  this  being 
collected  near  the  bottom  of  the  tank.  On  the  twelfth  day  and  later  B.  coli 
were  not  found  in  the  water  from  any  portion  of  the  tank,  and  on  emptying 
the  tank  on  the  fifteenth  day,  analyses  of  scrapings  from  the  bottom  of  the 
tank  showed  the  complete  absence  of  the  organism.  The  average  daily 
results  of  analyses  of  water  from  three  levels  in  this  tank  are  shown  as 
follows,  in  Table  No.  8 :  — 

Table  No.  8.  —  Showing  the  Change  in  Numbers  of  Bacteria  of  the  Colon  Type 

at  Various  Depths  in  a  Stagnant  Storage  Reservoir. 
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Examinations  op  Shell-fish. 

Daring  the  past  three  years  considerable  work  has  been  done  at  the 
experiment  station  in  examining  shell-fish,  su6h  as  clams,  oysters  and 
quahaags,  for  evidence  of  pollution.  In  this  work  tests  for  B.  coli  and 
for  the  sewage  streptococcus  in  the  shell-fish  itself  and  in  the  water  in  its 
shell  have  been  made.  Many  samples  of  the  sea  water,  taken  at  the 
localities  in  which  the  shell-fish  have  been  gathered,  have  also  been  examined. 

Enough  study  has  been  made  by  many  investigators  to  show  clearly  that 
B.  coli  is  not  a  normal  inhabitant  of  the  intestines  of  clams  or  oysters,  and 
that  its  presence  in  the  intestines  or  juice  in  the  shell  must  be  due  to  con- 
tamination either  by"  drainage  and  sewage  flowing  over  the  clam  and  oyster 
beds,  or  by  careless  and  uncleanly  handling  of  the  shell-fish  between  the 
time  of  digging  and  placing  upon  the  market.  In  this  work,  therefore,  the 
ability  to  demonstrate  clearly  the  presence  of  a  specific  sewage  organism, 
snch  as  B.  coli,  is  an  invaluable  aid  in  determining  the  question  of  purity 
or  pollution.  In  many  samples  from  polluted  sources  B.  coli  has  not  been 
found  in  either  shell  water  or  intestine.  This  is  not  to  be  wondered  at, 
however,  as  among  the  many  bacteria  normally  present  or  finding  lodgment 
in  the  intestine  or  in  the  shell  water,  the  stronger  and  more  numerous 
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species  may  evidently  destroy  the  B.  coli  before  laboratory  examination  is 
possible. 

A  following  table  shows  the  number  of  samples  of  shell-fish  examined, 
together  with  a  more  or  less  accurate  statement  as  to  the  character  of  the 
source  from  which  these  fish  were  taken. 


Table  No.  9.  —  Showing  Results  of  Tests  for  B.  Coli  in  Shell-fish  and  Sea  Water 

from  Polluted  and  Non-polluted  Sources. 
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In  some  instances  bacteria  of  the  sewage  streptococcus  type  are  known 
to  interfere  with  the  colon  tests  by  overgrowing  and  destroying  fermenting 
organisms  of  the  colon  type  in  the  presumptive  test  after  these  organisms 
have  produced  sufficient  gas  to  give  a  presumptive  test.  This,  however, 
would  not  account  for  the  lower  numbers  of  B.  coli  found  at  points  near 
the  sewer  outlet,  as,  while  this  organism  was  found  frequently  in  samples 
near  the  sewer  outlet,  the  greatest  percentage  of  samples  containing  it 
were  found,  as  stated  previously,  some  one-half  to  three-fourths  of  a  mile 
away  from  the  sewer.  The  surface  of  this  clam  bed,  however,  near  the 
sewer  outlet,  and  extending  perhaps  one-eighth  to  one-fourth  of  a  mile 
away,  was  covered  with  a  layer  of  slime  (sewage  sludge)  in  an  active  state 
of  putrefaction,  and,  as  is  well  known,  the  organisms  of  putrefaction  are 
inimical  to  bacteria  of  the  colon  type. 

In  a  table  following  it  will  be  noticed  that  of  the  samples  of  clams  taken 
at  known  distances  from  a  sewer  outlet,  the  greatest  percentage  giving 
positive  tests  were  collected  one-half  to  three-fourths  of  a  mile  from  this 
outlet.  The  water  samples  collected  from  one-eighth  of  a  mile  to  one  and 
five-eighths  miles  from  the  sewer  outlet  also  gave  a  greater  percentage  of 
positive  tests  for  B.  coli.  Those  collected  at  a  distance  of  one-fourth  to 
one-half  a  mile  also  gave  a  greater  percentage  of  positive  tests  for  B.  coli 
than  did  the  samples  collected  nearer  the  outlet.  These  results  are  further 
evidence  in  regard  to  the  destruction  of  B.  coli  in  polluted  samples  of  water 
and  clams  by  other  bacteria  between  the  time  of  collection  and  tbe  time  of 
laboratory  examination. 
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Table  No.  10.— Showing  Besulls  of  Tests  for  B.  Coliin  Shell-fish  collected  at 

Known  Distances  from  a  Sewer  Outlet. 
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The  so-called  Presumptive  Test  and  its  Significance. 

In  some  laboratories  work  upon  the  determination  of  fecal  bacteria  of  the 
colon  type  is  limited  to  what  is  known  as  the  presumptive  test,  that  is,  the 
formation  of  gas  in  dextrose  broth  inoculated  with  a  sample  of  the  water 
under  examination.  In  other  laboratories  the  procedure  corresponds  with 
that  use.d  at  Lawrence,  except  that  the  test  for  indol  or  that  for  the  reduc- 
tion of  nitrates  is  omitted.  The  use  of  the  presumptive  test  without  fur- 
ther confirmation  may  lead  to  an  erroneous  idea  as  to  the  character  of  the 
sample. 

A  study  of  the  various  compilations  of  bacterial  descriptions  shows  that 
there  are  at  least  58  well-described  species  of  bacteria  of  five  primary  types 
which  would  give  positive  results ;  that  is,  be  designated  as  colon  bacilli, 
if  we  depended  upon  a  presumptive  test  alone. 

Of  these  58  species,  12  would  be  included  in  the  colon  type,  as  it  is  in- 
terpreted at  Lawrence,  these  being  B.  coii,  Escherich,  from  feces ;  culture 
C  (A.  P.  H.  A.  Bact.  Comm.) ;  Bact.  Nos.  108  and  116,  and  B.  Nos.  49, 
50,  51,  58,  67,  86,  107  and  135,  Gage,  from  water. 

Three  species  are  of  the  so-called  paracolon  (B)  or  chologenes  type, 
that  is,  bacteria  identical  with  those  in  the  colon  type,  with  the  exception 
that  nitrous  acid  is  not  formed  in  nitrate  pepton  solution,  these  being  Bact. 
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asthenae,  Dawson ,  from  fowls'   intestines ;  Bx.  ohologenes,  Kruse,  from 
Angio-colitis ;  and  B.  No.  56,  Gage,  from  water. 

Seven  species  belong  to  the  so-called  paracolon  (A)  type,  or  the  aero- 
genes,  or  enteritidis,  Gartner,  groups ;  that  is,  bacteria  identical  with  the 
colon  type  with  the  exception  that  indol  is  not  produced  in  pepton  solutions. 
These  are  Bact.  aerogenes,  Escberich,  B.  coli-immobilis,  Kruse,  B.  No. 
133,  Gage,  from  feces ;  Bx.  enteritidis,  Gartner,  from  decayed  meat ; 
Bact.  fermentation  is,  Chester,  from  soil;  Bact.  paliescens,  Henrici,  from 
cheese. 

Thirteen  species  would  give  positive  reactions  by  the  presumptive  test, 
in  which  the  descriptions  are  not  sufficiently  well  worked  out  to  identify 
them  with  or  exclude  them  from  the  three  preceding  groups.  These  are 
Str.  mesenteroides  (Cienkowski),  Migula,  from  saccharose  solutions ;  Str. 
agalactse,  Adametz,  from  mastitis  of  cows;  Bact.  acidi-formans,  Stern- 
berg, from  yellow  fever  cadaver;  Bact.  emphysematosum,  Kruse,  from 
gaseous  phlegmon;  Bact.  chinense  (Hamilton),  Chester,  from  India  ink; 
Bact.  Wrightii,  Chester,  from  broncho-pneumonia;  Bact.  endometriditis, 
Kruse,  from  abscess  of  the  liver;  Ps.  ambigua,  Wright,  from  water;  B. 
Marsiliensis,  Kruse,  from  swine  plague ;  B.  Wardi,  Chester,  from  milk ; 
B.  muripestifer,  Kruse,  from  mice  plague ;  B.  thermophilis,  Chester. 

Besides  these  there  are  23  species  which  would  show  positive  results  when 
tested  by  the  presumptive  test  alone,  which  would  be  readily  thrown  out  by 
subsequent  tests  and  would  never  be  included  in  either  of  the  first  three 
groups.  These  are  Ps.  monadiformis,  Kruse,  Bx.  icterogenes,  Kruse,  from 
feces  ;  Bx.  aerogenes,  Schow,  from  urine  ;  Ps.  sinuosa,  Wright,  from  water ; 
Bact.  No.  110,  Gage,  from  ground  water,  and  Bact.  No.  117,  Gage,  from 
filtered  water ;  Bx.  muscoides-colorabilis,  Ucke,  from  soil ;  Bact.  sputige- 
num  (Herla) ,  Chester,  from  sputum;  Bact.  pneumoniae,  Zopf,  from  saliva; 
Bact.  ozsense  (Abel) ,  Lehman-Newman,  from  nasal  mucus  ;  Bact.  viscosum, 
Van  Laer,  from  beer,  yeast  and  bread  ;  Bact.  Nos.  62  and  136,  Gage,  from 
shell-fish  ;  Bact.  Bordonii  (Trevisan),  Chester ;  Bx.  loxiacida,  Tartakowsky, 
from  disease  of  birds  ;  Bx.  murium,  Loffler,  Bx.  Poelsii,  Chester,  B.  Silber- 
schmidii,  Chester,  and  B.  Breslaviensis,  Kruse,  from  decayed  meat;  B. 
levans,  Lehman-Wolffin,  from  sour  dough ;  B.  columbarum,  Chester,  from 
pigeon  cholera ;  B.  Salmonii,  Trevisan,  from  hog  cholera;  and  Spirochaeta 
febris,  Chester,  from  recurrent  fever. 

In  the  Lawrence  work,  species  belonging  to  the  first-mentioned  or  colon 
group  only  are  included  under  the  name  "  B.  coli,"  that  is,  only  those  cul- 
tures responding  positively  to  all  the  tests  included  in  the  "Lawrence  B. 
coli  methods,"  first  described  in  the  report  for  1898,  page  533  ;  and  again, 
with  minor  changes  due  to  continued  studies,  in  the  report  for  1901,  page 
397. 

In  studies  previously  reported 3  it  was  shown  that  the  presumptive  test 
had  an  efficiency  of  from  40  to  60  per  cent,  as  an  indication  of  the  presence 
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of  B.  coli.  This  factor  has  varied  greatly  with  the  character  of  the  sample 
and  with  the  degree  of  pollution.  For  filtered  waters  the  presumptive  test, 
followed  by  the  litmus  lactose  agar  plate  and  the  appearance  of  the  growth 
on  the  agar  streak,  would  enable  an  experienced  observer  to  judge  very 
closely  as  to  the  presence  or  absence  of  B.  coli.  For  a  person  without  wide 
experience,  however,  the  error  of  such  judgment  might  be  considerable. 
The  presumptive  test  in  itself,  without  these  confirmations,  would,  even  to 
the  experienced  observer,  be  very  difficult  of  interpretation.  In  the  exam- 
ination of  surface  water  supplies,  as  previously  shown  in  Table  No.  4,  the 
presumptive  test  in  small  volumes  would  appear  to  be  of  little  value.  As 
the  volume  was  increased,  however,  to  100  cubic  centimeters  the  presump- 
tive test  gave  results  which  agreed  very  closely  with  the  probable  pollution 
as  indicated  by  the  population  on  the  water-shed  of  the  various  lakes,  and 
with  liter  samples  this  connection  between  the  probable  pollution  and  the 
presumptive  test  was  even  closer. 

In  an  examination  of  well  waters  of  different  types  the  presumptive  test 
frequently  gave  positive  results  where  the  absence  of  B.  coli,  and  the 
general  character  of  the  samples  from  all  stand-points,  showed  the  samples 
to  be  entirely  above  suspicion.  In  the  examination  of  shell-fish  the  pre- 
sumptive test  alone  would  lead  to  very  erroneous  results.  In  Table  No.  10 
it  is  shown  that  even  with  the  shell-fish  from  sources  known  to  be  grievously 
polluted  a  positive  result  was  obtained  with  the  presumptive  test  in  about 
80  per,  cent,  of  the  samples.  In  Table  No.  9  the  positive  presumptive  test 
with  samples  which  were  known  to  be  remote  from  pollution  were  very  mis- 
leading, 25  per  cent,  of  the  examinations  of  the  intestines  of  shell-fish  from 
such  sources,  and  8  percent,  of  the  samples  of  sea  water  from  those  sources, 
giving  a  positive  presumptive  test,  although  B.  coli  or  other  fecal  bacteria 
were  not  found.  In  the  examination  of  milk  over  14  per  cent,  of  the  sam- 
ples showed  a  positive  presumptive  test,  but  something  less  than  4  per  cent, 
of  the  samples  showed  fecal  bacteria  when  the  tests  were  concluded. 

In  Table  No.  11  we  find  that  5  per  cent,  of  the  samples  of  ice  gave  us  a 
positive  presumptive  test  in  1  cubic  centimeter,  as  compared  with  8  per 
cent,  positive  in  100  cubic  centimeters.  The  findings  of  B.  coli,  however,, 
were  1  per  cent,  in  1  cubic  centimeter  and  2  per  cent,  in  100  cubic  centi- 
meters, probably  nearer  the  true  relation. 

Significance  of  the  Various  Test  Types. 

Of  the  various  forms  of  bacteria  used  as  indices  of  sewage  pollution,  the 
principal  ones  are  B.  coli,  the  sewage  streptococcus  and  B.  sporogenes. 
Of  these,  B.  coli  has  formed  a  basis  for  the  greatest  amount  of  work ; 
nevertheless,  the  other  two  have  considerable  standing  among  various  ob- 
servers in  different  parts  of  the  world.  B.  coli  is  supposed  to  show  present 
or  past  pollution,  usually,  recent  pollution.  The  streptococcus  type,  it  is 
stated,  should  show  only  very  recent  pollution  by  sewage ;  evidence  as  to- 
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this,  however,  has  not  been  forthcoming.  The  Bacillus  sporogehes,  being 
a  spore-forming  organism,  may  show  present  pollution  and  it  may  also 
show  pollution  which  has  occurred  at  some  previous  time,  and  from  which 
the  danger  has  now  entirely  ceased.  The  two  so-called  paracolon  types, 
that  is,  the  aerogenes,  or  enteriditis,  Gartner,  type  and  the  chologenes  type, 
are  introduced  here  merely  because  in  some  laboratories  one  or  the  other 
is  included  under  the  colon  type.  As  to  the  distribution  of  the  colon, 
aerogenes  and  chologenes  types,  there  is  a  large  amount  of  data.  The 
data  concerning  the  streptococcus  type  is  not  as  complete.  Houston4  de- 
scribes twenty-one  cultures,  among  which  there  appear  to  be  at  least  seven 
distinct  species,  while  the  same  number  of  species  have  been  isolated  and 
described  at  the  experiment  station.6  Winslow  and  Hunnewell6  report 
the  finding  of  sewage  streptococci  in  a  variety  of  apparently  unpolluted 
samples.  It  certainly  is  a  fact  that  micrococcus  forms  in  general  are 
abundant  in  the  air  and  in  soil,  and  it  is  probable  that  more  extended  study 
will  show  them  to  be  of  as  wide  variety  as  are  the  other  forms  of  bacterial 
life.  The  data  concerning  B.  sporogenes,  belonging  as  it  does  to  that 
restricted  and  little  studied  group  of  bacteria,  the  pathogenic,  spore-form- 
ing, obligate  anaerobes,  are  very  meagre  indeed,  While  at  present  we  know 
of  only  two  other  species  which  would  be  included  by  the  usual  sporogenes 
test,  more  study  is  required  before  we  accept  this  test  as  final. 

In  examinations  of  water  or  other  substances  for  present  pollution,  tests 
for  the  specific  organism  which  is  believed  to  be  the  best  index  of  pollu- 
tion, which  is  most  numerous  in  sewage  and  for  which  the  tests  are  most 
exact,  will  be  of  the  most  value,  always  assuming  that  this  organism  is 
characteristic  of  sewage  and  is  not  found,  or  at  least  only  occasionally 
found,  in  sources  removed  from  pollution.  Examinations  of  sewage  at  the 
experiment  station  show  that  in  dilutions  of  10ft00  we  may  expect  to  find 
B.  coli  in  95  per  cent,  of  the  samples,  and  that  we  may  identify  the  sewage 
streptococcus  in  67  per  cent,  of  the  samples.  A  dilution  of  sishnj  cuts  tne 
percentage  of  positive  tests  for  B.  coli  to  78  per  cent,  of  the  samples,  and 
the  percentage  of  streptococcus  to  6  per  cent,  of  the  samples.  In  dilutions 
of  100*000  B.  coli  was  found  in  40  per  cent,  of  the  samples,  and  in  a  dilu- 
tion of  iooiooo  B-  C°H  was  ?oaDd  in  6  Per  cent,  of  the  samples.  The 
sewage  streptococcus  could  not  be  identified  in  dilutions  greater  than  &0ioo- 
B.  sporogenes  can  usually  be  detected  in  dilutions  of  ^jhj- 1°  TtfW  but  in 
dilutions  greater  than  this  it  is  only  very  rarely  detected.  In  other  words, 
we  may  expect  to  obtain  a  diagnosis  with  B.  coli  in  such  dilutions  that  the 
presence  of  B.  sporogenes  or  of  the  sewage  streptococcus  could  not  be 
detected. 

During  a  period  of  six  months  in  1902  and  1903,  daily  examinations 
were  made  for  these  three  organisms  in  the  Merrimack  River  water  and  in 
the  effluent  from  the  Lawrence  city  filter.  In  the  polluted  river  water,  and 
when  taking  1  cubic  centimeter,  B.  coli  were  found  in  99  per  cent,  of  the 
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samples  examined,  bacteria  of  the  sewage  streptococcus  type  were  found 
in  45  per  cent,  of  the  samples  and  B.  sporogenes  was  found  in  only  24  per 
cent,  of  the  samples.  In  one  month,  when  B.  coli  were  found  in  100  per 
cent,  of  the  samples  examined,  B.  sporogenes  was  found  in  only  4  percent, 
of  the  samples,  and  in  another  month,  when  B.  coli  was  found  in  96  per 
cent,  of  the  samples,  the  sewage  streptococcus  was  not  found.  In  the 
filtered  water,  B.  coli  was  found  in  5  per  cent,  of  the  1  cubic  centimeter 
samples  and  in  10  per  cent,  of  the  100  cubic  centimeter  samples.  The 
sewage  streptococcus  was  not  found  when  taking  volumes  as  large  as  100 
cubic  centimeters.  B.  sporogenes  was  not  found  in  1  cubic  centimeter, 
but  was  found  in  14  per  cent,  of  the  100  cubic  centimeter  samples.  The 
ratio  between  positive  results  in  1  cubic  centimeter  and  100  cubic  centi- 
meter samples  for  B.  coli  was  as  1  is  to  2,  which  is  approximately  the  ratio 
we  have  found  normally  occurring  with  filtered  waters.  The  ratio  between 
the  1  cubic  centimeter  and  100  cubic  centimeter  tests  for  B.  sporogenes  was 
as  0  to  14. 

Daring  a  period  of  four  months  in  1903,  samples  of  milk  from  Lawrence 
dealers  were  tested  daily  for  fecal  bacteria.  B.  coli  was  found  in  4  per 
cent,  of  these  samples  and  bacteria  of  the  sewage  streptococcus  type  were 
found  in  3  per  cent,  of  the  samples.  Bacteria  of  the  chologenes  type  were 
present  in  1  per  cent,  of  the  samples  and  bacteria  of  the  aerogenes  type 
were  not  found.  Organisms  giving  all  the  characteristics  of  B.  sporogenes 
were  found  in  10  per  cent,  of  the  samples,  these  sporogenes  tests,  however, 
not  being  confirmed  by  animal  inoculation. 

The  relative  distribution  of  these  various  type  forms,  with  the  exception 
of  B.  sporogenes,  in  nearly  3,000  samples  of  eleven  different  kinds  during 
one  year  is  shown  in  Table  No.  11. 
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RELATIVE  VIABILITY  OF  B.  COLI  AND  B.  TYPHOSUS. 

While  we  interpret  our  colon  tests  only  in  the  light  of  their  indication  of 
fecal  pollution,  many  bacteriologists  have  an  underlying  if  not  freely  ex- 
pressed opinion  that  B.  coli  has  a  greater  significance.  That  this  opinion 
is  prevalent  is  indicated  by  the  numerous  articles  in  which  B.  coli  and  B. 
typhosus  are  compared,  especially  by  bacteriologists  working  along  patho- 
logical lines,  many  of  whom  have  sought  to  show  an  interrelation  between 
the  two  species,  with  allied  species  or  races  filling  in  the  gap  between  the 
two,  until  we  have  a  gradation  of  forms  from  one  to  the  other,  and  the 
introduction  of  the  terms  paracolon  and  paratyphoid. 

Furthermore,  it  is  believed  by  many  that  B.  coli  and  some  of  the  so- 
called  paracolon  types  are  in  themselves  the  cause  of  intestinal  and  diges- 
tive disorders,  and  even  of  maladies  closely  approaching  typhoid  fever. 
In  the  recent  epidemic  of  typhoid  at  Ithaca,  N.  Y.,  attending  physicians 
diagnosed  no  less  than  16  cases  as  paracolon  fever,  and  one  death  from 
that  cause  was  given.  Allen7,  in  a  recent  paper,  reviews  at  length  the 
various  supposed  paracolon  infections  in  the  United  States.  Valagressa8 
has  traced  the  cause  of  epidemic  diarrhoea  in  Italy  to  the  toxins  of  B.  coli 
and  allied  types  (paracolon?),  and  has  succeeded  in  producing  a  similar 
infection  in  animals  by  inoculation  with  the  toxins  from  experimental  cul- 
tures of  these  germs.  A  report  from  Russia9  announces  an  epidemic  disease 
of  horses  undoubtedly  caused  by  B.  coli.  Curtice10  reports  an  epidemic 
disease  among  fowls  in  which  the  colon  bacillus  was  constantly  present, 
together  with  another  pathogen  in  the  feces  of  all  cases  examined. '  Other 
reports  have  ascribed  to  B.  coli  as  the  cause  or  accompaniment  of  various 
maladies,  as  spinal  meningitis,  brain  disorders,  etc. 

While  the  position  taken  by  some  writers,  that  B.  coli  and  B.  typhosus 
are  identical,  or  are  strains  or  races  from  the  same  original  stock,  is  unten- 
able in  the  light  of  all  present  knowledge  of  the  subject,  nevertheless,  cer- . 
tain  points  of  similarity  do  exist  in  the  biological  history  of  the  two  species, 
and  especially  in  the  behavior  of  laboratory  cultures  of  these  germs  towards 
certain  adverse  conditions. 

The  following  studies  concerning  the  relative  behavior  of  the  two  species 
have  been  made  at  Lawrence :  as  regards 

1.  Removal  from  water  by  sand  filtration. 

2.  Persistence  in  the  filtering  material  of  a  sand  filter  through  which  a 
current  of  water  is  constantly  passing. 

3.  Their  viability  when  subjected  to  cold  without  freezing. 

4.  Their  elimination  by  the  formation  of  ice  upon  a  body  of  water. 

5.  Their  elimination  by  complete  freezing  of  a  body  of  water. 

6.  Their  viability  in  ice. 

7.  Their  resistance  to  heat. 

8.  Their  resistance  to  sunlight. 
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The  Relative  Behavior  of  B.  Coli  and  B.  Typhosus  in  Water  dur- 
ing Sand  Filtration. 

In  1892,u  the  removal  of  B.  typhosus  by  sand  filters  was  studied  at  Law- 
rence, a  decrease  in  the  numbers  of  these  germs  after  filtration  of  between 

99  and  100  per  cent,  being  noted. 

In  1900,"  two  experimental  filters  were  operated  with  water  enriched  with 
both  B.  coli  and  B.  typhosus,  the  studies  being  so  conducted,  first,  as  to 
show  the  relative  removal  of  the  two  types  by  filters  in  normal  condition, 
when  the  type  organisms  were  continuously  present  in  considerable  numbers 
in  the  applied  water ;  and,  second,  to  determine  how  long  the  test  germs 
would  continue  to  be  present  in  the  effluents  from  the  filters  after  the  infect- 
ing material  ceased  to  exist  in  the  applied  water. 

1.     Relative  Removal  from  Water  by  Sand  Filtration. 

During  the  first  portion  of  the  experiments,  the  average  daily  number  of 
B.  coli  per  cubic  centimeter  in  the  applied  water  was  525  and  the  number  of 
B.  typhosus  was  282.  The  number  of  B.  coli  was  greater  than  we  have  ever 
found  to  be  present  in  the  Merrimack  River,  while  the  number  of  typhoid 
germs  was  undoubtedly  greater  than  would  ever  be  present  in  any  water 
which  was  to  be  purified  for  domestic  use.  For  this  reason  the  tests  of  the 
filters  were  unusually  severe.  During  this  period  the  intermittent  filter  re- 
moved 98.7  per  cent,  of  the  total  bacteria,  99.9  percent,  of  the  B.  coli  and 

100  per  cent,  of  the  B.  typhosus.     B.  coli  was  found  in  26  per  cent,  of  the 
samples  and  B.  typhosus  was  not  found  at  all. 

In  the  contiguous  filter,  98.7  percent,  of  the  total  bacteria  were  removed, 
99.8  per  cent,  of  the  B.  coli  and  99.9  per  cent,  of  the  typhoid  germs,  B. 
coli  being  found  in  22  per  cent,  of  the  samples  and  B.  typhosus  in  4  per 
cent. 

2.     Persistence  of  the  Two  Species  in  the  Filtering  Material. 

In  order  to  determine  the  persistence  of  the  test  germs  in  the  effluents, 
after  the  infection  of  the  applied  water  had  ceased,  immense  numbers  of 
each  were  mixed  with  the  water  for  some  days,  until  the  germs  were  uni- 
formly present  in  the  effluents ;  water  free  from  both  germs  was  then  turned 
on  to  the  filters  and  tests  made  until  the  germs  were  found  not  to  be  present 
in  the  filtered  water.  In  the  case  of  the  intermittent  filter,  B.  coli  was 
found  to  be  present  in  the  effluent  during  twenty- four  to  thirty-six  hours 
after  the  infection  had  ceased,  while  all  of  the  B.  typhosus  were  eliminated 
in  a  few  hours.  With  the  continuous  filter,  B.  coli  persisted  in  the  effluent 
four  to  six  days,  while  the  typhoid  germ  was  not  found  after  the  second  day. 

The  Effect  of  Cold  on  B.  Coli  and  B.  Typhosus. 

Considerable  literature  exists  with  regard  to  the  effect  of  cold  and 
freezing  upon  B.  typhosus,  and  a  few  papers  include  results  of  the  investi- 
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gations  also  with  B.  coli.  Sedge  wick  and  Wioslow"  give  a  very  complete 
bibliography  of  the  subject  up  to  1901 ;  recent  contributions  by  Park14 
and  Brehme,"  and  an  article16  in  the  report  of  the  Board  for  1900,  have 
added  valuable  data  on  the  subject. 

The  studies  of  the  effect  of  cold  on  B.  coli  and  B.  typhosus  at  the 
Lawrence  Experiment  Station  have  been  carried  out  in  three  different 
experiments ;  first,  the  viability  of  the  organisms  in  water  when  kept  at  a 
temperature  just  above  the  freezing  point,  this  being  the  condition  which 
exists  in  our  rivers  in  cold  climates  during  the  winter  season ;  second,  the 
elimination  of  the  germs  by  freezing ;  in  this  case  we  have  the  combined 
effect  of  the  cold,  more  intense  than  is  possible  with  a  water  culture,  and 
the  mechanical  effect  of  freezing,  either  the  mechanical  throwing  out  of 
extraneous  matter  when  the  freezing  occurs  in  the  open,  or  the  crowding 
effect  which  takes  place  when  the  whole  body  of  the  liquid  is  frozen ;  third, 
the  longevity  of  the  germs  in  the  frozen  condition. 

3.     Viability  when  subjected  to  Cold  without  Freezing. 

The  results  illustrating  this  phase  of  the  study  have  been  compiled  from 
two  sources.  In  a  considerable  number  of  our  experiments  on  the  elimi- 
nation of  bacteria  by  freezing,  frequent  analyses  were  made  of  samples  of 
the  water  from  under  the  ice.  The  numbers  of  bacteria  in  this  water  have 
been  subjected  not  only  to  the  effect  of  low  temperature  but  also  to  the 
effect  of  sedimentation,  and  to  a  slight  increase  during  the  elimination  of 
the  bacteria  on  the  surface  layers  in  the  formation  of  ice.  The  effect  of 
sedimentation  in  clear  waters,  such  as  the  ones  used  in  these  experiments, 
is  very  slight,  as  has  been  shown  before.  As  a  control,  however,  experi- 
ments were  also  made  with  water  in  bottles  suspended  in  tanks  at  a  tem- 
perature just  above  freezing.  The  results  obtained  have  varied  among 
themselves  very  considerably. 

With  B.  coli,  in  one  instance  no  living  germs  were  found  on  the  twelfth 
day,  in  another  instance  they  had  disappeared  on  the  fifteenth  day,  while* 
in  another  instance  they  did  not  disappear  until  the  twenty-first  day.  In 
two  experiments  99  per  cent,  of  the  B.  coli  had  disappeared  on  the  fourth 
day,  while  in  another  instance  the  number  of  germs  found  on  the  eighth 
day  was  greater  than  at  the  start. 

With  B.  typhosus,  in  one  experiment  the  germs  had  disappeared  on  the 
fifth  day,  in  another  they  had  disappeared  on  the  eighth  day,  while  in  two 
other  instances  the  germs  were  found  to  be  present  in  small  numbers  on 
the  tenth  and  twelfth  days,  respectively.  The  results  of  these  experiments 
are  shown  in  Table  No.  12.  Experiments  so  few  in  number,  however, 
have  no  great  significance,  and  the  fact  that  B.  coli  and  B.  typhosus  can 
live  for  much  longer  periods  under  more  adverse  circumstances  is  shown  by 
further  experiments. 
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Table  No.  12.  —  Showing  the  Relative  Viability  of  B.  Goli  and  B.  .Typhosus  in 

Water  at  a  Temperature  of  33°  F. 


B.  Coli  peb  Cubic  Ckntimbtbb. 

B.  Typhosus  pbb  Cubic  Cbmtimbtbb. 

TANK  EXPERIMENT. 

BOTTLE 

TAKK 

KXPEBIMEBT. 

BOTTLB 

Numbbb  or  Days. 

8XPEBIMEMT. 

BXPBBIMEMT. 

I. 

II. 

III. 

IV. 

I. 

II. 

V. 

VI. 

VII. 

III. 

SUrf, 

760 

211 

2,400 

25,900 

1,530 

25 

21,700 

71,800 

1,700 

'            1,500 

It     • 

630 

- 

- 

- 

260 

11 

- 

2,100 

- 

l           812 

2. 

- 

- 

- 

- 

898 

3 

- 

- 

99 

:          15 

8,     . 

— 

- 

196 

- 

872 

17 

600 

— 

- 

4 

4, 

- 

478 

21 

74 

226 

1 

500 

- 

- 

1 

5,      . 

- 

- 

- 

- 

68 

1 

- 

285 

6 

0 

6, 

- 

179 

- 

1,886 

- 

- 

- 

- 

— 

0 

7,     . 

- 

- 

- 

- 

15 

12 

- 

106 

— 

0 

8.      . 

- 

328 

- 

1,115 

- 

- 

- 

- 

0 

0 

9.      ■ 

6 

- 

- 

- 

15 

+ 

- 

• 

- 

1               - 

10,      . 

7 

- 

- 

- 

- 

- 

12 

• 

^ 

H. 

- 

61 

- 

47 

15 

+ 

- 

- 

- 

r 

12. 

- 

14 

0 

29 

_• 

21 

- 

- 

i 

18,      . 

— 

- 

0 

— 

— 

— 

• 

— 

— 

i            — 

H,      « 

- 

• 

- 

- 

- 

+ 

- 

- 

- 

i 

»,      . 

• 

1 

— 

0 

- 

- 

- 

- 

— 

16,      , 

- 

- 

- 

- 

- 

+ 

- 

— 

— 

- 

17,      . 

— 

3 

- 

0 

- 

- 

— 

- 

- 

18, 
19, 

M 

_ 

._ 

™ 

™ 

+ 

.. 

_ 

— 

i 

a.    . 

- 

- 

- 

- 

-• 

0 

- 

- 

- 

i        z 

1 

- 

» 

- 

- 

- 

0 

- 

' 

- 

1 

*  Bottle  broken. 

4.     Natural  Freezing. 

Seventeen  experiments  upon  the  elimination  of  B.  coli  and  B.  typhosus  by 
the  formation  of  ice  resulted  as  follows  ;  the  ice 'being  examined  soon  after 
its  formation :  — 

Table  No.  13.  —  Showing  Percentage  Reduction  of  the  Numbers  of  B.  Coli  and 

B.  Typhosus  in  Ice  by  Natural  Freezing. 


B.  Coli. 

B.  Coli. 

B.  Typhosus. 

B.  Typhosus. 

Number  of 

Per  Cent. 

Number  of 

Per  Cent. 

Number  of 

Per  Cent. 

Number  of 

Per  Cent. 

(Onus 

removed  by 

(ierms 

removed  by 

Germs 

removed  by 

Germs 

removed  by 

in  Water. 

Freezing. 

In  Water. 

Freezing. 

In  Water. 

Freezing. 

in  Water. 

Freezing. 

196 

100 

47 

79 

7 

i 
100 

286 

98 

21 

62 

29 

90 

600 

100 

106 

92 

74 

99 

16 

66 

500 

100 

69 

90 

1,885 

30 

- 

- 

21 

95 

6 

18 

1,115 

91 

— 

• 

2,100 

i 

97 

™ 

™ 

5.     Elimination  by  Complete  Freezing. 

When  a  small  body  of  water  is  submitted  to  cold  so  that  all  the  water  is 
frozen  in  the  course  of  a  few  minutes,  the  bacteria  are  subjected,  not  only 
to  the  action  of  the  cold,  but  also  to  considerable  stress  or  compression, 
due  to  the  expansion  of  the  water  in  the  act  of  freezing. 
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About  50  per  cent,  of  the  B.  coli  and  75  per  cent,  of  the  B.  typhosus 
were  removed  by  fifteen  minutes  of  complete  freezing ;  at  the  end  of  one 
hour  about  95  per  cent,  of  the  B.  coli  and  97  per  cent,  of  the  B.  typhosus 
had  disappeared  from  the  ice,  and  in  from  three  to  seven  hours  over  99  per 
cent,  of  both  germs  were  eliminated.  The  complete  results  of  two  experi- 
ments with  each  germ  are  given  in  Table  No.  14. 

Table  No.  14.  —  Showing  Reduction  in  Numbers  of  B.  Coli  and  B.  Typhosus,  in 

Ice  during  the  First  Few  Hours  of  Freezing, 


Time. 


B  Coli. 


I. 


II. 


Average 
Per  Cent. 
Reduction. 


Start, 

15  miontes,  .... 
80  minute*,  .... 
46  minute*,       .... 

1  hour, 

\bi  boars,       .        .       .       . 
1%  hours,        . 

\%  hours,       .... 

2  hours,  < 

2M  hour* 

8  hours, 

4  hours, 

5  hours, 

8  hours 

7  hours, 

24  hours, 


70,800 

61,200 

12,400 

8,200 

8,800 

4,000 

6,000 

5,400 

4,800 

5,800 

785 

800 

4,200 

501 

895 


57,400 

14,200 

6,000 

7,500 

2,600 

8,200 

2,000 

8,500 

2,400 

1,300 

706 

660 

1,800 

166 

288 


40 

85 

88 

06.8 

04.8 

94 

98 

96 

94.8 

99 

99 

96.8 

99.6 

99.6 


B.  Ttprosus. 


I. 


II. 


Average 

Per  Cent. 

Reduction. 


12,900 

8,400 

3,800 

3,800 

684 

722 

89 

887 
2 
8 


11,400 

2,800 

2,900 

822 

122 

146 

40 

6 
1 
2 
2 
2 
2 
8 
1 


77 
75 
86 

97 
98 
99.4 

98.4 
99.9 
W.O 
99.9 
99.9 
99.9 
99.9 
100.0 


6.     Viability  in  Ice. 

While  probably  a  greater  percentage  of  bacteria  are  destroyed  during  the 
first  few  hours  of  freezing  than  would  be  the  case  by  an  exposure  of  the 
fluid  culture  to  a  like  degree  of  cold,  the  fact  remains  that  there  are  a  few 
organisms  which,  having  once  resisted  freezing,  will  live  for  a  considerable 
length  of  time  in  ice.  The  increased  viability  in  ice  over  that  in  water  is 
undoubtedly  due  to  the  fact  that  in  ice  all  germs  are  rendered  torpid, 
whereas  in  water  some  species  of  bacteria  are  able  to  live  and  complete  the 
cycle  of  their  existence  at  very  low  temperatures,  and  these  would,  of  course, 
tend  to  overgrow  and  kill  out  the  typhoid  germs  and  colon  bacilli,  which  are 
unable  to  multiply  under  these  circumstances. 

The  elimination  of  the  few  germs  remaining  after  the  first  twenty-four 
hours  of  freezing  appears  to  be  difficult.  The  results  of  the  experiments 
have  varied  very  considerably.  In  one  case  all  but  a  few  of  the  typhoid 
germs  were  destroyed  by  two  hours'  freezing,  as  shown  in  the  preceding 
table.  In  another  case  this  organism  was  not  found  in  1  cubic  centimeter 
after  the  fourth  day,  while  in  another  case  it  was  found  present  in  small 
numbers  in  that  volume  on  the  twenty-fourth  day.  With  B.  coli  in  one 
case  the  germs  could  not  be  detected  in  1  cubic  centimeter  after  the  fourth 
day,  while  in  another  experiment  it  was  found  when  examining  that  volume 
after  one  hundred  and  thirty-five  days. 
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If  larger  volumes  of  ice  be  examined  the  germs  will  be  found  alive  for 
longer  periods,  B.  typhosus  being  found  alive  in  two  experiments  after  two 
hundred  and  eighty  days'  exposure  in  the  frozen  condition.  After  long  ex- 
posure to  cold  by  retention  in  the  ice  the  morphological  and  cultural  charac- 
teristics of  both  of  these  cultures  of  B.  coli  and  B.  typhosus  became  so 
changed  that  we  should  never  have  recognized  the  organisms  as  the  ones 
with  which  the  experiments  were  started  unless  we  had  known  positively 
that  we  were  dealing  with  pure  cultures.  Both  germs  reverted  to  a  common 
type,  entirely  different  from  the  stock  culture,  and  even  by  the  most  ex- 
tended courses  of  cultivation  on  the  laboratory  media  we  were  unable  to 
bring  these  cultures  back  to  the  original  type.  The  results  of  these  experi- 
ments on  long-continued  storage  of  cultures  in  frozen  condition  is  shown  in 
Table  No.  15. 


Table  No.  15.  —  Showing  Viability  of  B.  Goli  and  B.  Typhosus  in  Ice. 


] 

B.  Coli. 

1 

i 

B.  Typhosus. 

70 

168 

66 

143 

140 

_ 

Data. 

p 

l 

9 

0 

o 

O         1 

V 

o 

o 

• 

• 

6 

• 

o      1 

• 

■ 

• 

• 

6 

• 

• 

s 

6      j 

• 

• 

t 

• 

• 

S 

i 

V 

• 

% 

8tart,     . 

11600 

mm 

I 

6,000 

6,000 

1 

1 

25,700 

43,800 

1. 

4,000 

+ 

4,000  ! 

4,800 

+ 

+  ' 

50 

2,760 

i 

*, 

8 

t 

2,100 

4 

t 

t 

11 

58 

8, 

2 

420 

14 

t 

4  , 

+ 

176 

+ 

4. 

2 

+ 

S86 

13 

4- 

+ 

+ 

204 

+ 

*. 

- 

- 

- 

- 

— 

• 

0 

- 

- 

21 

6, 

0 

t 

+ 

802 

61 

+ 

t 

0 

0 

- 

T,         . 

0 

t 

110 

0 

+ 

0 

2,084 

_ 

8, 

0 

0 

188  , 

1 

+ 

t 

0 

115 

10,         . 

- 

- 

70   ; 

1 

+ 

0 

t 

84 

11.         • 

0 

0 

+ 

58 

- 

0 

7 

_ 

w 

18. 

- 

- 

206  1 

•     2 

0 

78 

14. 

- 

- 

- 

161  ; 

20 

m 

0 

-L 

25 

. 

W.         . 

- 

- 

- 

35  1 

3 

0 

X 

23 

- 

- 

17, 

- 

- 

— 

»  1 

2 

_  i 

0 

_L 

7 

». 

0 

0 

+ 

221  ; 

2 

0 

_j- 

17 

a, 

0 

0 

+ 

68  1 

8 

«■ 

- 

• 

— 

— 

. 

_ 

_ 

«♦, 

- 

- 

- 

- 

6 

- 

- 

0 

+ 

+ 

7 

+ 

+ 

«, 

— 

— 

- 

0 

0 

— 

- 

81, 

0 

0 

+ 

75 

0 

0 

+ 

+ 

0 

+ 

+ 

86, 

- 

— 

— 

841 

0 

• 

_ 

46, 

- 

- 

- 

684  : 

0 

0 

+ 

0 

+ 

+ 

M. 

0 

0 

+ 

504  ■ 

0 

0 

t 

0 

+ 

+ 

•5, 

0 

0 

+ 

45 

0 

0 

_  i 

0 

0 

t 

+ 

75, 

_• 

- 

- 

71 

0 

0 

0 

-h 

0 

+ 

86, 

- 

- 

- 

81 

w, 

- 

- 

- 

282 

- 

- 

. 

0 

+ 

0 

105,     .    . 

- 

- 

- 

10 

• 

_ 

. 

0 

i 

0 

115, 

- 

- 

- 

81 

- 

— 

i 

0 

0 

125, 

- 

- 

- 

4 

_ 

_ 

—  i 

0 

0 

185, 

- 

- 

- 

70 

- 

- 

. 

0 

+ 

0 

150, 

• 

- 

- 

_* 

— 

— 

. 

0 

4- 

0 

. 

- 

165, 

0 

+ 

0 

195, 

0 

+ 

0 

226, 

0 

0 

+ 

0 

0 

245, 

0 

0 

+ 

0 

0 

280, 

0 

0 

+ 

0 

0 

310, 

0 

0 

0 

0 

0 

0 

815, 

• 

0 

0 

0 

0 

0 

0 

*  Experiment  incomplete. 
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7.     Resistance  to  Heat. 

While  the  thermal  death  point  of  both  typhoid  and  B.  coli  have  been 
determined  by  various  observers,  very  little  literature  exists  as  to  the 
diminution  in  numbers  of  the  two  organisms  when  submitted  to  various 
degrees  of  heat  for  short  periods  of  time.  In  our  experiments,  equal 
volumes  of  water  dilutions  of  virulent  broth  cultures  were  placed  in  small 
tubes,  these  being  carefully  selected  for  uniformity  as  to  bore  and  thick- 
ness of  glass.  These  tubes  were  then  submitted,  one  at  a  time,  to  a 
different  temperature  for  a  period  of  five  minutes,  after  which  one  cubic 
centimeter  of  the  water  was  plated  out  immediately,  and  after  incubation 
at  body  temperature  for  twenty-four  hours,  the  number  of  organisms 
present  in  the  sample  were  counted.  The  temperatures  ranged  from  30° 
C.  to  100°  C,  tests  being  made  at  intervals  of  five  degrees.  Thermometer 
readings,  with  the  thermometer  inside  the  tube,  showed  that  the  contents 
of  the  tube  reached  the  temperature  of  the  bath  in  about  one-half  minute,  the 
five-minute  exposure,  however,  being  reckoned  from  the  time  of  immersion. 
The  results  of  the  different  tests  agreed  fairly  well,  both  as  regards  duplicate 
determinations  with  the  same  species  and  as  comparisons  of  the  two  species. 

From  30°  to  45°  C.  both  species  diminish  gradually  in  numbers,  the  per- 
centage reduction  being  greater  for  typhoid  than  for  B.  coli,  about  88  per 
cent,  of  the  former  and  30  per  cent,  of  the  latter  being  eliminated  at  45°. 
At  50°  there  was  only  a  slight  additional  decrease  in  the  numbers  of  typhoid 
germs,  the  B.  coli  being  all  destroyed  with  the  exception  of  a  few  stray 
individuals.  At  55°  all  of  the  typhoid  germs,  with  the  exception  of  some 
half  a  dozen  individuals,  were  destroyed.  At  55°,  60°,  65°,  70°  and  80°  a 
few  individuals  of  each  species  were  found  to  survive.  At  85°  both  cul- 
tures were  completely  sterilized.  The  results  of  two  experiments  with 
typhoid  and  two  with  B.  coli  are  shown  in  Table  No.  16. 

Table  No.  16.  —  Showing  the  Number  of  Germs  per  Cubic  Centimeter  in  Water 
Cultures  of  B.  Coli  and  B.  typhosus  after  Five  Minutes*  Exposure  to  Various 
Temperatures. 


TftXPERATURB 
(DEQBKK8  C). 

20 

80,        ...        . 

35,  .       . 

40,  ...  . 
45,  ...  . 
60,        ...        . 

66 

60,        ... 

«5 

70 

76,       ...        . 

80 

86,       ...        . 

•0 

06 

100,        ... 


B.  C 

JOLl. 

B.  Typhosus. 

I. 

II. 

I. 

11. 

48,200 

61,800 

6,800 

5,500 

40,000 

47,400 

6,100 

6,6'*> 

80,000 

80,400 

5,200 

4,400 

26,600 

26,800 

8,000 

2,400 

12,100 

16,000 

0,700 

7,700 

27 

88 

4,000 

6,800 

8 

8 

8 

1 

6 

6 

0 

0 

1 

i               2 

1 

0 

8 

2 

1                   6 

8 

8 

8 

8 

1 

0 

0 

•        2 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0     „ 

0 

0 

0 

0 

0 

0 

0 
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8.     Resistance  to  Sunlight. 

While  it  is  generally  known  that  many  bacteria  are  destroyed  by  expos- 
ure to  sunlight,  very  little,  if  any,  data  exist  concerning  the  exact  quantita- 
tive reduction  in  the  numbers  of  the  germs  during  their  exposure  to  the 
sunlight.  A  number  of  experiments  along  this  line  have  been  made  at 
Lawrence,  the  same  cultures  of  typhoid  and  B.  coli  being  used  as  were 
used  in  the  experiments  heretofore  mentioned. 

In  two  experiments,  each  with  typhoid  and  B.  coli,  water  dilutions  were 
made  from  fresh  cultures  of  the  germs,  1  cubic  centimeter  of  this  water  be- 
ing placed  in  Petri  dishes  in  the  sun  for  definite  periods.  After  exposure 
the  water  in  the  plates  was  mixed  with  agar  and  all  plates  were  incubated 
twenty-four  hours  at  88°,  after  which  the  number  of  colonies  was  counted. 
In  one  experiment,  No.  26,  the  water  dilution  of  typhoid  was  mixed  with 
melted  agar  and  plates  made  as  usual.  After  the  agar  had  set,  these  plates 
were  then  exposed  to  the  sunlight.  In  one  experiment  with  B.  coli,  No. 
81,  the  water  culture  was  not  exposed  to  the  sunlight  in  plates,  but  the 
exposure  was  made  in  a  clear,  white  glass  bottle  of  the  Blake  pattern, 
holding  100  cubic  centimeters,  samples  being  taken  from  this  at  the  proper 
intervals  and  plated  as  usual. 

In  all  cases  control  cultures  were  made  under  exactly  the  same  conditions 
as  were  the  cultures  exposed,  these,  however,  being  protected  from  the  sun- 
light by  a  heavy,  opaque  cloth,  or  some  similar  material.  The  temperature 
of  these  cultures  was,  of  course,  considerably  lower  than  was  the  tempera- 
ture in  the  sun.  The  numbers  of  bacteria  in  the  controls  showed  the  usual 
variation  to  be  expected  under  the  circumstances,  usually  a  slight  reduction 
in  numbers  being  noted  during  two  or  three  hours'  standing,  although  in 
one  instance  the  numbers  increased  quite  materially.  The  data  of  these 
control  cultures  are  not  shown  in  the  accompanying  tables. 

The  brightness  of  the  sun  also  varied  considerably,  and  attempts  were 
made  to  measure  the  amount  of  light  by  photographic  means,  but  these 
measurements  were  unsatisfactory,  and  the  data  are  not  included  here. 

With  typhoid,  from  95  to  99  per  cent,  of  all  the  germs  were  destroyed  by 
ten  to  fifteen  minutes'  exposure  to  direct  sunlight.  A  few  germs  may  resist 
the  sunlight  for  a  somewhat  longer  time ;  usually,  however,  all  the  germs 
were  destroyed  by  three  or  more  hours'  exposure  to  bright  sunlight.  The 
results  of  the  experiments  with  typhoid  are  shown  in  the  following  tables, 
in  Table  No.  17,  experiments  24  and  25  being  the  ones  in  which  the  water 
cultures  were  exposed  to  the  sunlight.  Experiment  No.  26,  Table  No.  18, 
being  the  one  in  which  the  agar  plates  were  exposed. 
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Table  No.  17.  —  Showing  Elimination  of  Typhoid  Germs  in  Water  on  Exposure 

to  Sunlight. 


EXPOSURE. 


EXPERIMENT  34. 


Bacteria. 


Start,    . 
16  minutes, 
80  minute*, 
46  minutes, 

1  hoar, 
IX  hours, 

2  hoars, 
4  hoars, 
6  hoars, 


098    784 


Average. 


710 


06 

4 

86 

17 

1 

9 

0 

1 

1 

0 

2 

4 

2 

0 

1 

0 

0 

0 

8 

1 

2 

0 

0 

0 

EXPERIMENT  25. 


Bacteria. 


592 

682 

18 

6 

4 

4 

3 

0 

21 

6 

6 

8 

4 

8 

0 

0 

0 

0 

Average. 


562 
9 
4 

2 
13 

4 
4 
0 
0 


Table  No.  18.  —  Showing  Elimination  of  Typhoid  Germs  in  Agar  Plates  on 

Exposure  to  Sunlight. 


EXPOSURE. 


Temperature. 


Start, 

10  minotes, 

20  minutes, 

80  minotes, 

40  minutes, 

50  minutes, 
lhour,   . 

1  hour,  10  minutes,. 
1  hour,  20  minutes, 
1  hour,  80  minutes, 
1  hoar,  40  minotes, 

1  hoar,  60  minotes, 

2  hoars,  . 


91*  F. 

88 

81 

88 

83 

78 

74 

71 

69 

68 

71 

68 


Experiment  26. 


Bacteria. 


Average. 


608    642 
2       8 


7 
0 
0 
0 
1 
0 
0 
0 
0 
0 
0 


2 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


626., 
3 
*     6 

0 
0 
0 

1 

0 
0 
0 
0 
0 
0 


With  B.  coli  the  results  have  been  somewhat  more  variable,  probably  due 
to  more  changeable  conditions.  In  one  experiment,  No.  78,  something 
over  80  per  cent,  of  the  germs  were  destroyed  by  fifteen  minutes'  exposure, 
all  being  destroyed  after  four  hours.  The  results  of  this  experiment  were 
undoubtedly  influenced  greatly  by  clouds  in  the  sky,  so  that  at  times  the 
sunlight  was  not  very  bright,  after  about  two  and  one-half  hours  the  sun 
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being  entirely  overcast.  In  experiment  No.  79,  about  96  per  cent,  of  the 
germs  were  eliminated  at  the  end  of  fifteen  minutes  and  after  thirty 
minutes  all  of  the  germs  were  destroyed.  In  these  two  experiments  the 
water  cultures  were  exposed  in  plates,  the  results  being  shown  in  Table 
No.  19. 

Table  No.  19.  —  Showing  Elimination  of  B.  Coli  in  Water  Cultures  on  Exposure 

to  Sunlight. 


Experiment  78. 

Experiment  79. 

Exposure. 

Tem- 
perature. 

Bacteria  per 
Cubic  Centimeter. 

1 

Average.  | 

i 

Tem- 
perature. 

Bacteria  per 
Cable  Centimeter. 

Average. 

Start, 

78 

70,000    72,800 

71,400 

- 

445,400    824,300 

684,860 

m               9 

16  minutes, 

78 

6,584    16.166 

12,866 

106 

19,100      81,800 

26,400 

■80  minutes, 

80 

4,473      2,663 

8,668 

107 

0               0 

0 

46  minutes, 

80 

2,130             0 

1,066 

110 

0               0 

0 

I  hour,     . 

80 

690             0 

295 

100 

0              0 

0 

IX  hours, 

82 

2,180           03 

1,111 

108 

0               0 

0 

2  hours,  . 

02 

10           70 

40 

105 

0               0 

0 

3  hours,  . 

- 

- 

- 

100 

0               0 

0 

4  hours,  . 

61 

0             0 

0 

78 

0               0 

0 

In  experiment  No.  81  the  water  was  exposed  in  bottles.  In  this  case 
about  98  per  cent,  of  the  germs  were  destroyed  after  fifteen  minutes,  the 
cultures  varying  somewhat.  The  germs  persisted  in  the  water  in  consider- 
able numbers  for  two  hours  and  in  small  numbers  up  to  four  hours,  after 
five  hours  the  sample  being  completely  sterilized.,  The  results  of  this  ex- 
periment are  shown  in  Table  No.  20. 

Table  No.  20.  —  Showing  Change  in  Numbers  of  B.  Coli  in  Water  in  Bulk  on 

Exposure  to  Sunlight. 


Exposure. 


Temperature. 


Start,     . 
16  minutes, 
30  minutes, 
46  minutes, 

1  hour, 
1H  hours, 

2  hours, 
8  hours, 
4  hours, 
6  hours, 


94 
94 
92 

92 
94 
96 

109 
96 

102 
76 


Experiment  81. 


Bacteria  per  Cubic 
Centimeter. 


Average. 


2,360,000    1,620,000 
80,000        48,200 


86,300 

44,000 

63,700 

86,800 

67,400 

460 

8 

0 


22,000 

66,000 

46,800 

84,100 

76,400 

1,172 

6 

0 


1,990,000 

86,600 

68,660 

49,600 

49,600 

34,960 

66,900 

786 

4 

0 
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Summary  and  Conclusions. 

The  principal  types  of  bacteria  used  a9  indices  of  pollution  are  tbe  colon 
type,  the  sporogenes,  sewage  streptococcus  type,  and  occasionally  the 
aerogenes  and  the  chologenes  types.  The  colon  type  has  received  the  most 
study ;  it  is  widely  distributed  in  nature  and  since  it  is  the  most  numerous 
of  these  types  in  normal  sewage,  it  is  of  the  most  value  as  a  positive  indi- 
cation of  sewage  pollution.  The  streptococcus  type  and  sporogenes  types 
have  not  yet  received  the  study  necessary  to  determine  their  value  as  indi- 
cations of  pollution.  The  aerogenes  and  chologenes  types  have  no  specific 
value,  but  are  included  by  the  tests  applied  in  some  laboratories  under  the 
colon  type. 

In  the  filtration  of  a  polluted  water,  such  as  that  of  the  Merrimack  River, 
bacterial  tests  are,  as  is  well  known,  of  more  value  than  chemical  analyses. 
The  filtered  water  may  be  changed  but  little  from  the  raw  water  by  filtra- 
tion, as  far  as  chemical  analyses  can  determine,  and  yet  a  source  of  danger 
be  absolutely  removed,  as  shown  or  strongly  indicated  by  bacterial  tests. 
Long-continued  comparisons  of  the  bacterial  examinations,  as  applied  to 
raw  and  filtered  waters,  have  shown  that  the  B.  coli  test  is  a  more  delicate 
indication  of  filter  efficiency,  when  filtering  water  as  polluted  as  that  of  the 
Merrimack  River  water,  than  tests  of  the  total  number  of  bacteria  present 
in  the  filtered  and  un filtered  waters.  Disturbing  factors  in  filtration  shown 
slightly  or  not  at  all  by  ordinary  bacterial  counts  and  comparisons  are  often 
shown' strongly  by  B.  coli  tests. 

In  the  examination  of  spring  waters  the  degree  of  purity  of  samples, 
collected  in  a  careful  and  proper  manner  from  properly  guarded  springs,  is 
almost  absolutely  shown  by  chemical  analysis.  B.  coli  was  found  in  only 
six  of  all  the  spring  water  samples  examined  that  were  collected  directly 
from  the  springs  by  employees  of  the  Board,  and  in  four  of  these  waters 
both  inspection  of  the  surroundings  of  the  spring  and  chemical  analysis 
would  alone  have  condemned  the  waters.  In  one  case  the  entrance  of  B. 
coli  occurred,  and  pollution  was  not  otherwise  shown  by  either  inspection 
or  chemical  analysis.  This  accidental  pollution  was  evidently  only  appli- 
cable to  this  sample,  however,  and  not  to  the  general  flow  of  water  from 
this  spring.  It  is  evident,  of  course,  that  however  pure  the  water  might  be 
as  coming  from  the  ground,  accidental  contamination  from  the  person  col- 
lecting or  bottling  the  water  might  introduce  B.  coli  into  the  spring  itself 
and  this  contamination  not  be  shown  by  chemical  analysis,  and  this  was 
probably  the  case  in  this  instance. 

In  the  samples  of  spring  waters,  as  sold  upon  the  market,  the  chemical 
analyses  did  not  and  could  not  reveal  such  slight  accidental  contamination 
as  might  introduce  B.  coli,  shown  by  the  detection  of  this  germ,  and  this 
contamination  might  be  of  considerable  moment.    The  determinations  of 
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numbers  of  bacteria  in  these  samples  were  of  little  significance,  as  the 
waters  had  been  bottled  for  indefinite  periods  of  time,  with  a  plentiful 
chance  for  the  increase  of  the  bacteria  normally  present  in  them  when 
drawn  from  the  springs. 

In  the  examination  of  ground  waters  from  driven  wells,  comparisons  of 
the  chemical,  bacterial  and  B.  coli  analyses  show  that  in  all  of  128  samples 
quoted  in  this  article,  the  chemical  and  bacterial,  including  B.  coli,  exam- 
inations were  in  agreement.  In  the  one  instance,  out  of  the  128  examina- 
tions recorded,  in  which  B.  coli  was  found  in  a  tubular  well  water,  chemical 
analyses  also  showed  the  water  to  be  of  a  poor  quality.  In  one  instance, 
as  has  already  been  stated,  accidental  pollution  of  driven  well  water,  to 
such  an  extent  that  the  health  of  the  people  using  this  water  was  seriously 
affected,  as  shown  by  many  cases  of  typhoid  fever,  was  not  indicated  by 
either  chemical  or  bacterial  te9ts,  but  was  indicated  by  the  presence  of  B. 
coli  in  a  water  that  had  never  before  given  positive  tests  for  this  germ, 
and  in  which  subsequent  tests,  after  the  passing  away  of  this  pollution, 
again  gave  negative  results. 

Eighteen  samples  of  water  from  filter  galleries  showed  no  evidence  of 
pollution  by  B.  coli  tests  in  1  and  100  cubic  centimeters. 

The  complete  analyses  of  samples  from  a  large  number  of  domestic  wells 
show  that  polluted  waters  that  might  become  unfit  for  consumption  at  any 
moment  are  more  plainly  indicated  by  single  chemical  analyses  than  by 
single  determinations  of  B.  coli.  The  presence  of  B.  coli  at  the  time  of 
examination  may  indicate  actual  danger  to  health  and  its  absence  even  in 
the  most  polluted  of  these  waters  —  chemically  —  may  indicate  lack  of 
imminent  danger,  but  the  chemical  analyses  are  certainly  the  more  decisive. 

The  results  of  the  examination  of  samples  from  ponds  and  lakes  show 
with  considerable  clearness  that  in  the  examination  of  surface  waters  from 
inhabited  localities,  the  question  of  obtaining  positive  tests  for  B.  coli  is 
only  one  of  taking  a  sufficient  volume  of  water  for  the  test.  They  also 
show  with  considerable  clearness  that  the  degree  of  contamination  of  these 
waters  varies  inversely  as  the  volume  required  to  give  a  positive  test  for  B. 
coli. 

The  number  of  B.  coli  in  a  river  as  polluted  as  the  Merrimack  varies  in 
inverse  ratio  with  the  dilution  of  the  entering  sewage  by  the  river  water, 
and  is  affected  by  the  temperature,  the  numbers  of  B.  coli  being  larger  dur- 
ing the  warm  weather  than  during  cold  weather.  In  effluents  from  water 
'  filters  the  effect  upon  filter  efficiency  of  dilution  of' the  raw  water  in  winter 
is  less  marked  than  the  effect  of  high  temperature  in  summer,  the  work  of 
a  filter  in  warm  weather,  when  biological  processes  are  active,  being  far 
more  satisfactory  than  during  cold  weather. 

The  number  of  B.  coli  in  a  water  is  reduced  quite  appreciably  by  storage 
of  the  water. 
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In  tbe  examination  of  shell-fish  from  suspected  sources,  the  determina- 
tion of  fecal  bacteria,  such  as  the  colon  bacillus,  is  of  considerable  impor- 
tance, as  showing  the  purity  or  pollution  of  these  sources. 

As  an  indication  of  tbe  presence  of  B.  coli  the  presumptive  (est,  so  called, 
has,  judging  from  our  own  work,  little  value  unless  supported  by  subsequent 
confirmatory  tests.  In  a  few  instances,  where  one  is  dealing  with  a  given 
kind  of  water  continuously,  the  observer  may  become  so  expert  as  to  be 
able  to  judge  the  presence  of  B.  coli  by  the  presumptive  test,  followed  by 
the  litmus  lactose  agar  plate  and  the  appearance  on  the  agar  streak,  but 
if  the  classes  of  water  are  varied,  even  the  most  expert  observer  will  fall 
into  serious  errors  if  he  depends  on  those  tests  alone.  The  presumptive 
test  includes  at  least  58  well-described  species  of  bacteria,  of  which  12 
would  be  included  in  the  colon  type,  as  determined  at  Lawrence,  7  species 
are  of  the  aerogenes  type,  3  species  are  of  the  chologenes  type  and  13 
species  are  not  sufficiently  well  described  to  identify  them  with  or  exclude 
them  from  the  three  preceding  groups.  Besides  these,  there  are  23  species 
which  would  show  positive  results  by  the  presumptive  test  alone,  which 
would  never  be  included  in  the  fecal  group. 

Results  of  examinations  for  B.  coli  in  different  volumes  of  water  show 
that  tests  in  both  1  and  100  cubic  centimeters  are  of  value,  the  tests  in  the 
larger  volumes  being  confirmatory  of  the  tests  in  the  smaller  volume.  In 
cases  where  a  considerable  number  of  samples  are  taken  from  the  same 
source,  the  tests  in  the  larger  volume  frequently  give  more  information  as 
to  the  quality  of  the  water  than  do  the  tests  in  1  cubic  centimeter. 

Outbreaks  of  typhoid  fever  coincident  with  the  finding  of  B.  coli  in  nor- 
mally pure  waters,  t.  e.,  in  water  known  to  be  safe  under  ordinary  condi- 
tions but  becoming  polluted  by  the  entrance  of  polluted  water,  have  occurred 
in  at  least  three  instances  within  the  observation  of  the  writers,  where  the 
danger  was  not  indicated  by  chemical  tests  or  by  a  significant  increase  in 
the  numbers  of  bacteria  beyond  the  usual  limits  of  variation  for  waters  of 
their  class. 

Comparative  tests  for  the  relative  viability  of  B.  typhosus  and  B.  coli 
show  us  that  there  is  a  very  great  similarity  between  the  length  of  life  of 
the  two  germs  under  a  great  variety  of  conditions.  Both  germs  appear  to 
follow  the  general  laws  of  the  removal  of  bacteria  by  sand  filters,  a  some- 
what greater  viability  being  noted  in  the  case  of  B.  coli  than  of  B.  typhosus. 
Most  organisms  of  both  types  are  destroyed  quite  rapidly  by  the  effect  of 
cold  either  in  fluid  culture  or  when  frozen  in  ice.  When  caught  in  ice, 
both  germs  will  live,  in  slowly  reducing  numbers,  for  a  considerable  length 
of  time,  and  under  these  conditions  the  morphological  and  cultural  charac- 
teristics of  the  species  may  lose  their  identity  and  appear  to  merge  into 
a  common  type  which  there  are  reasons  to  believe  would  be  non- 
pathogenic. When  subjected  to  heat,  both  species  appear  to  follow  about 
the  same  rule,  the  majority  of  the  typhoid  germs  being  destroyed  by  five 
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minutes'  exposure  to  a  temperature  of  45°  C.  and  nearly  all  of  the  B.  coli 
being  destroyed  by  five  minutes  at  50°  C,  a  few  individuals  of  each  sur- 
viving exposure  to  temperatures  up  to  and  including  80°  C.  The  thermal 
death  point  appears  to  lie  between  80°  and  85°  C,  a  point  somewhat  higher 
than  has  usually  been  set  for  these  species.  Both  species  are  rapidly  de- 
stroyed by  sunlight,  an  exposure  of  thirty  minutes  to  one  hour  usually 
being  sufficient  to  sterilize  the  culture  when  spread  out  in  a  thin  layer. 
Both  show  the  same  phenomena  noted  in  other  experiments,  that  while  the 
larger  numbers  of  germs  are  destroyed  in  a  very  short  time,  a  few  indi- 
viduals nearly  always  appear  to  be  more  resistant  to  unfavorable  conditions. 
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Office  of  State  Board  of  Health,  State  House, 
Boston,  Aug.  20,  1903. 

To  Hiram  F.  Mills,  A.M.,  C.E.,  Chairman  of  Committee  on  Water  Supply  and 

Sewerage  of  the  State  Board  of  Health, 

Sir  :  — Herewith  is  submitted  a  report  upon  the  results  of  examinations 
of  the  main  outlets  of  sewers  and  drainage  of  the  cities  and  towns  of  the 
Commonwealth  and  the  effect  of  sewage  disposal  made  during  the  year 
1902  under  the  provisions  of  chapter  104  of  the  Acts  of  the  year  1901. 

REPORT. 

The  first  sewers  in  the  State  were  built  in  the  city  of  Boston,  probably 
more  than  two  hundred  years  ago.  The  early  sewers  were  evidently  for 
the  most  part  drains  for  removing  ground  water  or  storm  water  qnd  sink 
drainage,  and  were  built  or  owned  by  private  individuals  or  associations  of 
citizens  living  on  a  single  street  or  in  a  small  district.  It  appears  from 
records  and  reports  as  to  the  sewerage  of,  Boston  that  about  the  year  1823 
the  city  took  control  of  the  sewers,  but  that  for  several  years  after  that 
time  faecal  matter  was  rigidly  excluded  from  them.  In  1857  only  about 
6,500  water-closets  were  connected  with  the  sewers,  and  in  1885  the  num- 
ber connected  was  about  100,000.     At  the  present  time  it  is  about  160,000. 

The  history  of  the  growth  of  sewerage  in  many  of  the  other  large  cities 
and  towns  in  the  State  has  been  similar  to  that  of  the  Boston  system.  The 
sewers  were  at  first  intended  to  serve  chiefly  as  drains,  for  the  drainage  of 
streets,  cellars  and  wet  places,  or  for  the  removal  of  standing  water,  and 
were  subsequently  used  as  places  of  disposal  for  sink  wastes. 

The  common,  and  practically  the  only,  method  of  disposing  of  drainage 
and  of  such  sewage  as  might  be  mingled  therewith  -before  public  water  sup- 
plies came  into  general  use  was  to  discharge  it  into  the  nearest  body  of 
water,  and  this  method  of  disposal  probably  did  not  create  seriously  objec- 
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tionable  conditions  when  the  quantity  of  sewage  mingled  with  the  drainage 
was  small,  and  consisted  chiefly  of  sink  wastes ;  but,  after  the  introduction 
of  public  water  supplies,  water-closets  and  other  water  fixtures  rapidly  came 
into  general  use,  the  amount  of  house  sewage  and  polluted  water  requiring 
disposal  greatly  increased,  and  nuisances  were  created  at  the  outlets  of  the 
dtains.  Moreover,  with  the  use  of  the  drains  as  sewers  more  careful 
methods  of  construction  and  maintenance  became  necessary,  in  order  to 
prevent  foul  odors  and  other  objectionable  conditions  arising  from  the 
drains  themselves. 

The  plan  of  keeping  sewage  separate  from  storm  and  drainage  water, 
now  known  as  the  " separate"  system  of  sewerage,  in  contrast  with  the 
earlier  plan  of  receiving  all  sewage  and  drainage  into  the  same  pipes,  known 
as  the  " combined"  system  of  sewerage,  has  now  been  in  use  for  about 
twenty  years.  At  the  present  time  combined  systems  of  sewerage  exist 
mainly  in  the  larger  cities  and  towns,  in  which  sewers  were  gradually  de- 
veloped from  drains  in  the  manner  indicated,  or  in  which  sewerage  systems 
were  begun  twenty  or  more  years  ago ;  while  in  towns  in  which  sewerage 
systems  have  been  constructed  within  the  last  fifteen  or  twenty  years  the 
separate  system  has  been  employed  in  nearly  all  cases.  Cities  and  towns 
having  combined  systems  of  sewers  generally,  however,  until  recently,  have 
continued  to  employ  this  system  in  making  extensions;  but  the  further 
extension  of  the  combined  system  of  sewers  has  been  practically  discon- 
tinued in  many  of  the  places  in  which  it  has  hitherto  been  exclusively  used, 
and  the  separate  system  is  now  used  in  the  sewerage  of  new  areas.  In 
some  places  having  combined  systems  the  work  of  separating  the  sewage 
from  the  storm  water  —  that  is,  of  providing  a  separate  system  of  sewers 
to  replace  a  combined  system  —  has  been  begun. 

In  this  report,  when  reference  is  made  to  combined  systems  of  sewers  it 
is  to  be  understood  to  mean  a  system  which  receives  both  sewage  and  the 
surface  water  from  streets  and  other  areas,  together  with  cellar  or  other 
drainage  from  the  ground.  Where  the  separate  system  of  sewers  is  referred 
to  it  is  to  be  understood  that  the  sewers  of  such  systems  receive  sewage  and 
manufacturing  wastes,  but  do  not  receive  storm  water  or  ground  drainage, 
except  such  ground  water  as  leaks  into  the  sewers  from  defective  Joints  and 
connections,  —  which,  it  may  be  said  in  passing,  may  amount  to  nearly  as 
much,  and  in  extreme  cases  to  more,  than  the  actual  quantity  of  sewage. 
Drainage  iejto  be  understood  to  mean  the  water  flowing  in  drains  provided 
for  the  reception  of  water  from  streets,  roofs,  etc.,  and  from  cellars  or  wet 
grounds,  and  other  clean  water,  such  as  waste  water  used  for  cooling,  etc., 
in  some  mechanical  or  manufacturing  processes,  which  is  not  polluted. 

In  presenting  the  results  of  the  examinations  it  has  been  found  neces- 
sary to  divide  the  outlets  into  two  general  classes:  (1)  those  which  dis- 
charge Jnto  the  sea  or  into  harbors  or  tidal  estuaries  along  the  sea  coast ; 
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and  (2)  outlets  into  rivers  and  other  inland  waters ;  since  those  in  the  for- 
mer  class  are  largely  independent  of  each  other,  while  in  the  case  of  river 
outlets  it  has  been  essential  to  consider  also  the  condition  of  the  rivers, 
some  of  which  receive  sewage  from  many  outlets  in  different  cities  and 
towns. 

PART  I.  —  SEWER  OUTLETS   INTO  THE  SEA  OR  INTO  HAR- 
BORS OR  BAYS   ALONG  THE  SEA  COAST: 

The  total  population  in  the  cities  and  towns  discharging  sewage  into  the 
sea  amounted  by  the  census  of  1900  to  1,392,721,  almost  one-half  the  total 
population  of  the  State. 

The  outlets  into  the  sea  were  examined  last  year  with  v  special  reference 
to  the  effect  of  such  outlets  upon  flats  or  waters  from  which  shell-fish  are 
taken  for  food ;  and  the  results  of  the  investigations  relating  to  the  pollu- 
tion of  shell-fish  by  sewer  outlets  were  presented  in  last  year's  report,  and 
will  not  be  referred  to  in  the  present  report.  Further  investigations  along 
these  lines  are  now  being  made,  but  additional  results  of  importance  are 
not  yet  available. 

Each  outlet  into  the  sea  has  been  examined  with  reference  to  the  exist* 
ence  of  offensive  odors  or  other  objectionable  conditions,  and  in  the  case 
of  some  of  the  more  important  outlets  observations  of  the  movement  of  the 
sewage  have  been  made,  and  samples  of  the  harbor  waters  have  been 
analyzed  to  determine  the  extent  to  which  such  waters  are  affected  by  the 
sewage.  The  results  of  the  investigations  of  outlets  into  the  sea  or  into 
harbors  or  tidal  estuaries  along  the  sea  coast  will  be  presented  in  alpha* 
betical  order  under  the  names  of  the  cities  and  towns  controlling  the 
various  outlets,  except  that  the  outlets  of  the  city  of  Boston  and  the 
metropolitan  districts  will  be  first  presented. 

The  following  table  contains  a  list  of  the  cities  and  towns  having  outlets 
into  the  sea  which  have  been  examined  during  the  year :  — 


Citt,  Town  ob  District. 


Population 
In  1900. 


Boston  main  drainage  and  sonth  met- 
ropolitan sewerage  districts. 
North  metropolitan  sewerage  district, 

Beverly, 

Falrhaveo, 

Fall  River, 

Gloucester, 

Hingham,       ...... 

Hnll,       ........ 

_^ — * 


012,871 

432,636 

18,884 

8,667 

104,868 

26,131 

6,069 

1,703 


Citt,  Town  ob  District. 


Lynn,    . 
Nahant, 
New  Bedford, 
Newbnryport, 
Plymouth,     . 
Revere, . 
Salem,    .       • 
Total, 


Population 
in  1900. 


68,513 
1,162 
63,442 
14,478 
0,692 
10,896 
86,966 


1,392,721 
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BOSTON   MAIN  DRAINAGE  AND  SOUTH  METROPOLITAN  SEWERAGE 

.  DISTRICTS. 

These  districts  include  the  following  cities,  towns  and  districts :  — 


City,  Town  or  District. 


Population 
in  1900. 


Kind  of  Beverage 
8y»tem 


Boston  (proper),       .... 
Booth  Boston  (district  of  Boston), 
Roxbury  (district  of  Boston), 
Dorcbester  (district  of  Boston),     • 
West  Roxbury  (districtV  Boston), 

Watertown, 

Waltham 

Newton, 

Brighton  (dlHtrlct  of  Boston), 

Brookline, 

Dedham, 

Hyde  Park, 

Milton, 

Quincy, 

Total, 


167,257 

67,809 

106,393 

77,488 

87,263 

0,706 
28,481 
88,587 
10,270 
10,985 

7,457 
13,244 

6,678 
28.899 


612,371 


Combined. 

Combined. 

Combined  and  separate. 

Combined  and  separate. 

Combined  and  separate. 

Separate. 

Separate. 

Separate. 

Combined  and  separate. 

Combined  and  separate. 

Separate. 

Separate. 

Separate. 

Separate. 


Description  of  Systems. 

Boston  Main  Drainage  District.  —  The  sewage  of  the  city  of  Boston 
previous  to  the  year  1884  was  discharged  into  the  waters  about  the  city  at 
a  great  many  putlets.  The  great  nuisances  resulting  at  many  of  these  out- 
lets led  to  the  adoption  in  1876  of  a  plan  for  the  collection  and  disposal  of 
the  sewage  at  an  outlet  into  the  sea  at  Moon  Island  in  the  southerly  portion 
of  Boston  harbor,  a  point  remote  from  the  thickly  populated  portions  of  the 
city;  and  the  necessary  sewers  and  other  works  constituting  the  so-called 
main  drainage  system  of  the  city  were  completed  at  the  beginning  of  1884. 
By  means  of  these  works  the  dry-weather  flow  of  sewage  of  the  main 
portions  of  the  city  and  of  the  districts  of  Roxbury,  Dorchester  and  West 
Roxbury  since  that  time  has  been  conveyed  to  the  Moon  Island  outlet. 
The  Brighton,  Charlestown  and  East  Boston  sections  of  the  city  were  not 
included  in  this  system. 

Practically  all  of  the  sewers  of  the  Boston  main  drainage  district  are 
constructed  on  the  combined  plan,  and,  since  it  would  have  been  impracti- 
cable to  construct  works  of  sufficient  size  to  take  all  of  the  flow  of  the 
various  sewers  at  times  when  the  flow  is  increased  by  heavy  rains,  the  sys- 
tem was  designed  to  intercept  and  remove  all  the  sewage  flowing  in  the 
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sewers  in  dry  weather  and  the  sewage  and  rain  water  at  times  of  light 
rain,  allowing  the  excess  of  flow  at  times  of  heavy  rain  or  when  snow  is 
melting  rapidly  to  discharge  at  the  original  outlets.  There  is  a  great 
number  (about  100)  of  these  storm  overflow  outlets  from  which  dilute 
sewage  is  discharged  at  intervals  into  the  waters  about  the  city. 

South  Metropolitan  District.  —  In  1892  the  Charles  River  valley  metro- 
politan sewer  was  completed  and  connected  with  the  Boston  main  drainage 
system ;  and  since  that  time  the  sewage  of  Waltham,  Watertown,  Newton, 
Brookline  and  the  Brighton  district  of  Boston  has  been  discharged  at  the 
outlet  at  Moon  Island  in  Boston  harbor,  through  this  sewer  and  the  Boston 
main  drainage  works.  -The  sewers  of  Watertown,  Waltham,  Newton  and 
a.  part  of  those  of  Brighton  and  Brookline  are  constructed  on  the  separate 
plan  ;  and  there  are  no  local  outlets  for  sewers  in  the  first  three  of  these 
places,  but  in  the  last  two  there  are  storm  overflow  outlets  from  combined 
systems  which  discharge  dilute  sewage  at  intervals  into  the  Charles  River 
*nd  some  of  its  tributaries. 

In  1895  the  Neponset  valley  metropolitan  sewer  was  completed  and 
•connected  with  the  Boston  main  drainage  system,  and  sewage  from  the 
towns  of  Dedham,  Hyde  Park  and  Milton,  together  with  sewage  from  por- 
tions of  the  town  of  Brookline  and  of  the  West  Roxbury  and  Dorchester 
•districts  of  Boston,  is  conveyed  to  the  outlet  at  Moon  Island  through  the 
Neponset  valley  sewer  and  the  Boston  main  drainage  system.  The  sewers 
in  the  towns  and  districts  connected  with  the  Neponset  valley  sewer,  ex- 
cepting a  small  area  in  Dorchester,  are  built  upon  the  separate  plan,  and 
there  are  no  local  outlets  in  the  fresh  water  portion  of  the  Charles  or  Nepon- 
set rivers  from  the  sewers  of  this  district. 

In  1899  works  were  completed  by  which  the  sewage  of  the  city  of  Quincy 
is  pumped  into  the  Boston  main  drainage  sewer  at  Squantum  near  Moon 
Island,  and  since  that  time  sewage  from  the  city  of  Quincy  has  found'  an 
•outlet  through  the  Moon  Island  works  of  the  Boston  main  drainage  system. 
The  sewers  of  the  city  of  Quincy  are  built  upon  the  separate  plan,  and 
there  are  no  local  sewer  outlets,  though  relief  valves  have  been  placed  on 
main  sewers  near  the  pumping  station,  by  means  of  which  sewage  could  be 
discharged  into  local  water  courses  at  a  few  places  in  case  of  accident  to 
the  pumps  or  other  emergency. 

In  1899  the  south  metropolitan  sewerage  system  was  created,  which  in- 
cludes the  territory  formerly  tributary  to  the  Charles  River  valley  sewer 
and  the  Neponset  valley  sewer,  with  other  areas  in  the  southerly  parts  of 
the  city  of  Boston ;  and  provision  was  made  for  the  construction  of  a  large 
main  sewer  to  receive  the  sewage  of  the  two  metropolitan  sewers,  the  sew- 
age of  the  Quincy  sewerage  system  and  of  areas  in  the  valley  of  Stony 
Brook  in  the  West  Roxbury  and  Dorchester  districts  of  the  city  of  Boston. 
The  outlet  of  this  sewer  is  to  be  located  near  Peddock's  Island  in  the  south- 
easterly part  of  Boston  harbor,  and  this  sewer  is  now  approaching  comple- 
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tion.  Upon  the  completion  of  this  sewer  much  of  the  sewage  from  cities,, 
.towns  and  districts  which  now  finds  an  ontlet  at  Moon  Island  will  be  diverted 
to  the  new  outlet. 

Description  op  Sewer  Outlets. 

The  Moon  Island  outlet  was  very  thoroughly  examined  in  1899  and  1900, 
and  the  conditions  about  this  outlet  are  described  in  the  report  of  the  State 
Board  of  Health  upon  the  "  Discharge  of  Sewage  into  Boston  Harbor,"  in 
the  latter  year. 

The  sewage  of  the  Boston  main  drainage  and  south  metropolitan  sewer- 
age districts  is  all  pumped  to  collecting  reservoirs  at  Moon  Island,  from 
which  it  is  discharged  into  the  sea  upon  the  outgoing  tide.  This  sewage 
when  discharged  covers  a  large  area  between  Moon  Island  and  Long  Island, 
and  is  offensive  to  those  sailing  through  this  part  of  the  harbor  in  boats. 
Its  presence  on  the  surface  of  the  water  can  be  detected  easterly  as  far  as- 
Rainsford  Island,  by  the  greasy  scum,  or  "  sleek,"  upon  the  water,  but  the 
sewage  does  not  approach  the  shore  of  the  main  land  at  any  point. 

The  conditions  about  the  Moon  Island  outlet  are  not  seriously  objection- 
able at  the  present  time ;  and,  while  deposits  of  matters  from  the  sewage 
have  taken  place  along  the  shore  near  the  outlet  in  the  past  during  a  time 
before  the  recent  enlargement  of  the  reservoirs,  when  it  was  necessary  to 
discharge  sewage  at  unfavorable  stages  of  the  tide,  the  conditions  causing 
these  deposits  have  now  been  removed,  and  further  deposits  do  not  appear 
to  be  taking  place.  The  quantity  of  sewage  now  conveyed  to  this  outlet 
is  rapidly  nearing  the  capacity  of  the  works  and  the  capacity  of  the  tidal 
currents  into  which  it  is  discharged  to  quickly  remove  and  dispose  of  it. 
Upon  the  completion  of  the  high-level  sewer  now  under  construction  much 
of  the  sewage  discharged  at  this  outlet  will,  as  already  stated,  be  discharged 
at  the  proposed  new  outlet  at  Peddock's  Island. 

Other  Outlets  for  Sewage  in  the  Boston  Main  Drainage  and  South 

Metropolitan  Sewerage  Districts. 

The  storm  overflow  outlets  from  which  the  excess  of  mingled  sewage  and 
storm  water,  above  the  capacity  of  the  metropolitan  and  main  drainage 
sewers,  is  discharged  into  waters  about  the  city  at  times  of  rain,  do  not 
appear  to  cause  serious  objection  at  the  present  time,  except  in  cases  where 
such  outlets  discharge  into  small  water  courses.  A  large  number  of  such 
outlets  discharge  into  Stony  Brook,  and  the  storm  overflows  into  this  stream  < 
contribute  to  the  nuisance  in  the  Back  Bay  Fens,  through  which  Stony 
Brook  flows. 

The  most  serious  nuisance  existing  at  the  present  time  in  the  Boston  main  • 
drainage  or  south  metropolitan  sewerage  districts  by  reason  of  the  disposal  • 
of  sewage  is  in  the  basin  of  the  Back  Bay  Fens  in  the  city  of  Boston.     In- 
vestigation shows  that,  while  the  water  of  this  stream  is  clean  and  unobjec-  - 
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tionable  to  sight  or  smell  at  its  entrance  to  a  covered  channel  at  Jamaica 
Plain,  it  is  filthy  in  appearance  and  has  an  offensive  odor  at  the  point  from, 
which  it  emerges  from  the  covered  channel  at  Huntington  Avenue,  through 
which  it  flows  in  its  coarse  below  Jamaica  Plain.  It  is  evident  that  much 
sewage  is  discharged  into  this  covered  channel  at  all  times,  greatly  pollut- 
ing the  brook,  and  it  is  to  this  sewage  that  the  nuisance  in  the  Back  Bay 
Fens  is  chiefly  due.  This  nuisance  could  be  prevented  by  removing  all  con- 
nections through  which  sewage  or  objectionable  manufacturing  waste  is  dis- 
charged into  the  Stony  Brook  channel,  and  discharging  this  sewage  or  waste 
into  local  sewers.  If  this  channel  is  to  continue  to  be  used  as  a  sewer,  it 
should  be  treated  as  such,  and  the  dry-weather  flow  discharged  into  the 
metropolitan  or  main  drainage  sewers. 

There  is  also  an  old  Stony  Brook  channel  passing  through  Roxbury 
which  discharges  on  the  northerly  side  of  Beacon  Street  at  the  edge  of  the 
Charles  River.  This  stream  receives,  evidently,  much  sewage  and  con- 
siderable foul  drainage,  and  constitutes,  in  effect,  a  separate  sewer  outlet* 
The  outlet  is  so  located  that  it  is  partially  exposed  at  times  of  low  water, 
when  an  objectionable  odor  issues  from  it.  Plans  have  been  prepared  by 
the  street  department  of  Boston  for  rebuilding  this  channel,  eliminating 
the  sewage  and  using  it  for  drainage  only.  Unless  this  change  is  made, 
this  outlet  should  be  treated  as  are  other  outlets  for  sewage,  and  made  a 
part  of  the  general  sewerage  system. 

There  are  several  cases  in  which  overflows  from  sewers  discharge  upon 
flats  exposed  at  low  water,  which  may  create  objectionable  conditions  at. 
times,  but'  the  investigations  have  not  shown  the  existence  of  serious  nuU 
sances  at  such  outlets  at  present. 

THE  NORTH  METROPOLITAN  SEWERAGE  DISTRICT. 

The  cities,  towns  and  districts  included  in  the  north  metropolitan  sewer* 
age  district  are  the  following :  — 


City,  Town  or  District. 


Population 
in  1MO. 


Kind  of  Sewerage 
System. 


East  Boston  (district  of  Boston),  . 
Cbarlesto wn  (district  of  Boston),  . 

Somerville, 

Chelsea, 

Everett, 


•       .       « 


Cambridge. . 

Maiden > 


Med  ford,  . 
Winthrop, . 
Melrose,  . 
Arlington, . 
Belmont,  . 
Lexington, 
Winchester, 
Wobnrn,  . 
8tonehsm. . 
Wakefield, 


•  •  t  •  • 


e  e 


esse* 


e  •  e  e  •  •  e 


Total, 


46,750 

40,662 

01,648 

84,072 

24,886 

01,886 

88,664 

18,244 

6,068 

12,062 

8,608 

8,020 

8,831 

7,248 

14,264 

6,107 

0,200 

422,626 


Combined. 

Combined. 

Combtued  and  separate,. 

Combined  and  separate.. 

Combined  and  separate. 

Combined  and  separate. 

Separate. 

Separate. 

Separate. 

Separate. 

Separate - 

Separate. 

Separate.. 

Separate.' 

Separate. 

Separate. 

Separate.. 
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The  north  metropolitan  sewerage  district  was  established  in  1889,  and 
the  works  were  completed  and  first  operated  in  1895.  Sewerage  systems 
existed  in  Cambridge,  Somerville,  Chelsea,  Cbarlestown  and  East  Boston, 
and  in  some  other  parts  of  the  district,  for  many  years  before  the  metropol- 
itan system  was  built ;  and  the  sewage  from  the  places  mentioned  was  dis- 
charged at  numerous  outlets  into  the  Charles  and  Mystic  rivers  and  the 
harbor  or  their  tributaries. 

In  the  case  of  this  system,  as  in  that  of  the  Boston  main  drainage  sys- 
tem, it  was  impracticable  to  build  sewers  of  sufficient  size  to  remove  all 
the  sewage  and  storm  water  from  the  areas  served  by  combined  systems, 
and  provision  was  made  for  taking  all  of  the  flow  of  sewage  in  dry  weather 
and  a  portion  of  the  excess  of  flow  caused  by  rain  in  wet  weather,  allowing 
the  further  excess  beyond  the  capacity  of  the  works  to  discharge  at  the  old 
sewer  outlets,  or  at  outlets  provided  for  the  purpose.  In  towns  in  the 
upper  part  of  the  district  served  by  separate  systems  of  sewers  such  outlets 
are  unnecessary,  and  local  outlets  do  not  exist. 

In  East  Boston  and  Chelsea  there  are  several  outlets  at  which  sewage  is 
discharged  continuously. 

Description  of  Main  Outlet  of  the  North  Metropolitan  Sewerage 

System. 

The  main  sewer  outlet  of  the  north  metropolitan  sewerage  system  is 
located  near  Deer  Island  Light,  on  the  outer  end  of  the  Deer  Island  bar, 
and  on  the  northerly  side  of  the  main  ship  channel  of  Boston  harbor,  where 
the  sewage  discharges  at  about  the  level  of  low  tide.  The  sewage  of  this 
district  is  not  collected  in  reservoirs,  but  is  discharged  continuously  at  all 
stages  of  the  tide. 

During  the  outgoing  tide  the  sewage  flows  to  sea  in  a  comparatively  nar- 
row stream,  less  than  half  a  mile  in  width  at  the  widest  place,  and  disap- 
pears in  comparatively  calm  weather  in  a  distance  of  a  little  over  one  and  a 
quarter  miles.  On  the  incoming  tide  the  sewage  flows  in  a  similar  stream 
in  a  westerly,  and,  toward  the  latter  end  of  the  incoming  tide,  in  a  north- 
westerly, direction,  and  near  the  time  of  high  tide  covers  a  somewhat  larger 
area  than  on  the  outgoing  tide.  At  times  of  strong  wind  sewage  from  this 
,  outlet  disappears  at  very  much  less  distances  from  the  outlet  than  those 
described  above. 

This  outlet  was  very  thoroughly  examined  in  the  years  1899  and  1900, 
and  the  results  of  the  examinations  are  presented  in  the  report  upon  the 
44  Discharge  of  Sewage  into  Boston  Harbor,"  already  referred  to. 

It  does  not  appear  that  any  material  change  has  taken  place  since  that 
time  in  the  conditions  about  this  outlet,  judging  from  the  more  recent  ex- 
aminations. 

The  sewage  discharged  at  Deer  Island  spreads  over  a  smaller  area  than 
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at  Moon  Island,  and  none  of  it  approaches  any  inhabited  shore.  An  odor 
of  sewage  from  this  outlet  is  noticeable  to  persons  in  boats  or  vessels  sail* 
ing  in  the  immediate  neighborhood  of  the  outlet. 

Other  Outlets  ik  the  North  Metropolitan  Sewerage  District. 

East  Boston.  —  Population  in  1900,  45,756.  The  first  sewers  in  East 
Boston  were  built  many  years  ago,  and  the  combined  plan  has  been  used 
in  the  construction  of  all  the  sewers.  Nearly  all  of  the  sewers  are  now 
connected  with  the  metropolitan  sewerage  system,  but  there  are  still  about 
seven  independent  outlets,  chiefly  for  small  areas,  which  are  not  connected 
with  the  metropolitan  system.  It  appears  that  one  of  these  sewers  was 
formerly  connected  with  the  metropolitan  system,  but  was  shut  off  on  ac- 
count of  danger  from  gas  or  other  inflammable  matter,  which  finds  its  way 
into  the  local  sewer. 

Two  of  the  outlets  discharge  into  the  Chelsea  River,  one  at  the  foot  of 
Glendon  Street  and  the  other  at  the  foot  of  Putnam  Street.  Both  of  the 
areas  from  which  sewage  is  discharged  at  these  outlets  are  small.  At 
Glendon  Street  the  sewage  is  discharged  at  the  edge  of  the  street,  and  at 
low  tide  flows  across  flats  for  a  distance  of  more  than  100  feet  to  the  water. 
The  conditions  about  this  outlet  are  offensive.  The  Putnam  Street  outlet 
is  carried  to  the  end  of  a  long  wharf,  where  it  is  discharged  at  the  edge  of 
the  water  at  low  tide.  This  outlet  is  at  a  greater  distance  from  dwelling 
houses  than  the  Glendon  Street  Outlet,  and  the  odors  from  it  are  probably 
not  noticeable  at  any  dwelling  house  in  the  neighborhood.  The  conditions- 
are  objectionable  about  the  outlet,  however,  on  account  of  the  deposit  of 
sewage  upon  the  flats  in  its  neighborhood. 

The  principal  outlet  discharging  into  Boston  harbor  at  East  Boston  is  at 
the  easterly  end  of  Moore  Street,  where  a  sewer  discharges  under  the  nor- 
therly end  of  the  Boston,  Revere  Beach  &  Lynn  Railroad  bridge.  This* 
outlet  discharges  upon  a  wide  area  of  flats  exposed  at  low  tide,  and  the 
sewage  flows  several  hundred  feet  before  reaching  the  water.  A  deposit 
of  sewage  along  the  surface  of  the  flats  about  the  outlet  renders  them  filthy 
and  offensive. 

There  is  a  small  outlet  at  the  extreme  northerly  end  of  Coleridge  Street 
which  evidently  discharges  a  very  small  quantity  of  sewage,  and  the  wide 
areas  of  flats  about  this  outlet  do  not  appear  to  be  very  seriously  polluted 
from  this  cause. 

There  are  three  other  small  outlets  at  the  extreme  northerly  end  of  East 
Boston,  in  the  neighborhood  of  the  Boston,  Revere  Beach  &  Lynn  Railroad 
bridge.  These  outlets  discharge  into  tidal  waters  flowing  from  the  Chelsea 
River  to  the  harbor,  and  objectionable  conditions  were  not  found  in  this 
neighborhood. 

The  objectionable  sewer  outlets  in  East  Boston  could  be  abolished  by 
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•connecting  the  sewers  with  the  metropolitan  main  sewers,  which  were  de- 
signed to  receive  the  sewage  from  all  of  the  sewers  in  the  district.  Sewers 
-of  considerable  length  will  be  required  to  connect  some  of  these  outlets 
with  the  metropolitan  system. 

Chelsea. — Population  in  1900,  84,072.  The  construction  of  sewers  in 
"Chelsea  was  begun  many  years  ago,  and  the  greater  part  of  the  city  is  pro- 
vided with  sewers  built  upon  the  combined  plan ;  but  the  separate  system 
has  been  adopted  for  the  sewerage  of  portions  of  the  city,  and  this  was  one 
of  the  first  places  in  the  State  to  employ  the  separate  system. 

The  city  is  included  in  the  north  metropolitan  sewerage  system,  and  this 
Bystem,  with  its  branches,  is  available  for  the  removal  of  all  of  the  sewage 
excepting  the  excess  of  flow  from  the  combined  sewers  at  times  of  heavy 
rain ;  but,  notwithstanding  that  the  metropolitan  sewers  have  now  been 
available  for  many  years,  the  sewage  of  nearly  a  third  of  the  area  of  the 
-city,  probably  containing  nearly  half  of  its  population,  is  discharged  directly 
into  the  adjacent  waters  at  several  outlets,  at  some  of  which  there  are  very 
•offensive  nuisances  at  the  present  time. 

A  sewer  in  Spruce  Street,  which  receives  the  sewage  of  a  very  large  and 
densely  populated  section  of  the  city,  now  discharges  into  the  Island  End 
River  at  the  northerly  boundary  of  the  United  States  hospital  grounds,  op- 
posite the  works  of  the  New  England  Gas  and  Coke  Company.  There  are 
large  areas  of  flats  adjacent  to  this  sewer  outlet,  and  the  conditions  about  it 
are  extremely  foul.  There  are  no  dwelling  houses  in  its  immediate  neighbor- 
hood, but  the  locality  is  not  far  from  a  dense  population,  and  large  numbers 
of  people  use  the  unoccupied  land  about  this  outlet  as  a  pleasure  resort  in 
Bummer.  As  already  stated,  this  sewer  was  at  one  time  connected  with  the 
metropolitan  sewerage  system,  but  it  appears  Chat  the  connection  was  shut 
off  by  the  Chelsea  authorities  in  the  spring  of  1898. 

Another  of  the  principal  sewers  of  Chelsea  discharges  into  the  Chelsea 
River  at  the  foot  of  Pearl  Street,  under  the  northerly  end  of  the  bridge 
leading  to  Meridian  Street  in  ^East  Boston.  This  outlet  is  located  in  a 
densely  populated  district,  and  at  times  of  low  water  the  odor  about  the 
outlet  is  very  offensive.  A  considerable  deposit  of  sewage  has  taken  place 
in  the  neighborhood  of  this  outlet ;  but  very  little  of  this  deposit  or  of  the 
bottom  of  the  river  in  this  neighborhood  is  exposed  at  low  water,  so  that 
the  nuisance  created  is  slight,  as  compared  with  the  nuisance  at  the  Spruce 
Street  outlet  described  above.  This  nuisance  could  also  be  removed  without 
difficulty  by  discharging  the  sewage  into  the  metropolitan  sewerage  system, 
which  was  designed  to  receive  it,  and  with  which  a  connection  has  already 
been  made  ;  but  this  connection  was  sealed  by  the  Metropolitan  Sewerage 
Commission  in  1898,  on  account  of  the  neglect  of  the  Chelsea  authorities  to 
maintain  this  sewer  in  proper  condition,  and  the  connection  does  not  appear 
to  have  been  used  since  that  time. 

Opposite  the  end  of  Highland  Street  there  is  an  outlet  for  a  sewer  drain- 
ing a  considerable  district  which  discharges  into  a  dock,  the  greater  portion 
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of  the  bottom  of  which  is  exposed  long  before  the  water  reaches  low  tide. 
The  dock  is  used  as  a  place  of  storage  for  old  vessels  and  piles.  The  sew- 
age discharges  at  the  sea  wall  at  the  edge  of  Marginal  Street  in  a  thickly 
populated  district,  and  when  the  tide  is  low  finds  its  way  through  various 
channels  in  the  mud  to  tide  water.  Much  matter  from  the  sewage  has  de- 
posited upon  the  bottom  of  the  dock,  and  the  conditions  about  this  outlet 
are  extremely  offensive  at  times  of  low  tide.  This  sewer  could  evidently 
be  connected  with  the  metropolitan  sewer  in  Marginal  Street  without 
serious  difficulty  or  expense,  and  the  discharge  of  sewage  into  the  dock 
avoided. 

The  sewage  of  a  considerable  district  in  the  south-easterly  part  of  Chel- 
sea discharges  into  a  small  tidal  ereek  near  the  northerly  side  of  the  Boston 
&  Albany  Railroad  at  Chester  Avenue,  and  finds  its  way  through  the  creek 
to  the  Chelsea  River,  a  distance  of  several  hundred  feet.  The  bottom  of 
the  creek  is  uncovered  at  times  of  low  tide,  so  that  this  outlet  is  an  open 
sewer  for  a  distance  of  a  quarter  of  a  mile  or  more.  This  outlet  is  an 
offensive  one,  but  there  is  no  considerable  population  in  the  immediate 
neighborhood.  It  could  be  discontinued  without  special  trouble  by  making 
a  connection  with  the  metropolitan  sewer  in  Eastern  Avenue,  which  crosses 
the  creek  through  which  the  sewage  now  flows. 

Sewage  from  two  small  areas,  which  are  provided  with  sewerage  upon 
the  separate  plan,  now  discharges  into  Mill  Creek  at  the  northerly  side  of 
Chelsea.  One  of  these  outlets  is  a  small  one  for  a  few  houses  along  a 
single  street,  and  the  metropolitan  sewer  now  being  constructed  to  receive 
the  sewage  of  Revere  will  soon  be  available  for  the  removal  of  sewage 
from  this  outlet.  The  remaining  outlet  into  Mill  Creek  is  located  at  a  long 
distance  from  dwellings.  It  could  be  abolished  without  difficulty  by  a  con- 
nection with  the  metropolitan  sewer,  which  this  sewer  crosses  just  above 
its  outlet. 

BEVERLY. 

Population  in  1900,  18,884.  The  construction  of  a  combined  system  of 
►  sewers  in  Beverly  was  begun  in  1894,  but  the  sewerage  system  is  probably 
used  at  the  present  time  by  only  about  1,000  people.  The  main  outlet  dis- 
charges into  Beverly  harbor  east  of  Stone  Street  about  700  feet  from  the 
shore,  and  at  the  times  it  has  been  examined  the  presence  of  the  sewage 
was  not  noticeable.  Much  of  the  sewage  of  the  easterly  portion  of  the 
city,  including  that  from  several  factories,  employing  in  the  aggregate 
about  1,000  operatives,  in  the  neighborhood  of  the  railroad  station  is  dis- 
charged into  a  system  of  storm-water  drains  which  has  an  outlet  into  a 
small  tributary  of  the  Bass  River  on  the  easterly  side  of  the  eastern  division 
of  the  Boston  &  Maine  Railroad,  just  south  of  the  junction  with  the 
Gloucester  branch.  The  conditions  about  this  outlet  were  objectionable 
at  the  time  it  was  examined,  and  an  odor  from  the  sewage  was  noticeable 
in  the  vicinity.     A  proper  outlet  for  this  sewage  should  be  provided. 
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FAIRHAVEN. 

Population  in  1900,  3,567.  The  town  of  Fair  haven  is  located  on  the 
.easterly  shore  of  New  Bedford  harbor,  and  sewers  were  first  constructed  in 
1891,  and  have  been  extended  through  the  greater  portion  of  the  main  vil- 
lage. It  is  estimated  that  about  1,500  persons  are  connected  with  the 
sewers.  Sewage  from  the  main  portion  of  the  system,  which  was  con- 
structed in  1895,  is  collected  in  a  system  of  separate  sewers,  and  pumped 
by  means  of  compressed  air  to  an  outlet  at  the  end  of  Union  Wharf  in  New 
Bedford  harbor.  This  outlet  is  apparently  completely  submerged  at  all 
times,  and  objectionable  odors  from  it  are  probably  not  noticeable  except- 
ing to  those  who  use  the  wharf.  There  is  only  one  storm-water  drain  in 
this  area,  storm  water  being  allowed  to  flow  through  the  gutters  to  the 
nearest  water  courses. 

In  1900  the  south  side  sewer,  so  called,  was  constructed,  and  discharges 
at  the  wharf  of  the  Atlas  Tack  Company  into  deep  water.  The  system 
draining  to  this  outlet  is  constructed  on  the  combined  plan,  and  drains  a 
territory  of  about  80  acres,  in  which  there  is  a  population  of  about  500. 
A  little  over  one-fifth  of  the  dwelling  houses  are  connected  with  the  sewers. 
The  outlet  is  not  objectionable.  At  about  the  time  this  system  was  com- 
pleted a  drain  was  constructed  in  the  new  boulevard,  which  discharges  at 
an  outlet  under  the  Fairhaven  and  New  Bedford  bridge.  This  drain  was 
built  primarily  for  surface  water,  and  the  outlet  is  not  an  objectionable  one 
for  this  purpose. 

FALL    RIVER. 

Population  in  1900,  104,863.  The  city  of  Fall  River  is  situated  on  the 
easterly  shore  of  Mount  Hope  Bay,  at  the  mouth  of  the  Taunton  River,  be* 
tween  the  bay  and  the  Watuppa  lakes.  The  Quequechan  River,  the  outlet 
of  these  lakes,  flows  down  to  the  bay  through  the  central  portion  of  the 
city.  The  natural  drainage  of  most  of  the  city  is  toward  Mount  Hope  Bay, 
but  the  central  portions  drain  toward  the  Quequechan  River,  and  part  of 
the  densely  populated  portions  is  on  the  slope  toward  the  North  and  South 
Watuppa  lakes.  The  main  sewer  outlets  discharge  into  the  Taunton  River 
and  Mount  Hope  Bay. 

Sewers  were  first  huilt  in  Fall  River  about  fifty  years  ago,  but  only  about 
three  miles  had  been  constructed  previous  to  1873,  most  of  which  were  in- 
tended for  the  removal  of  storm  water.  A  general  system  was  designed  in 
1873,  and  has  been  constructed  and  gradually  extended  since  that  time. 
At  the  present  time  nearly  all  of  the  thickly  settled  portions  of  the  city  are 
provided  with  sewers  constructed  on  the  combined  plan,  and  it  is  estimated 
that  the  sewers  are  used  by  about  75,000  persons. 

In  the  portion  of  the  city  draining  toward  the  Quequechan  River  there  are 
several  separate  storm-water  drains  discharging  into  the  river ;  and  some  of 
the  sewers  in  this  portion  of  the  city  are  intended  for  sewage  only,  and  only 
a  few  catch-basins  are  connected  with  them,  chiefly  for  flushing  purposes. 
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There  are  four  storm-water  overflows  through  which  sewage  and  storm 
water  are  discharged  at  times  of  rain,  one  discharging  into  the  Quequechan 
River  at  Quequechan  Street,  another  into  the  Quequechan  River  at  Plymouth 
Avenue,  a  third  into  the  Quequechan  River  under  Rock  Street  bridge,  and 
a  fourth  discharging  into  "  The  Creek,"  so  called,  — a  part  of  the  Queque- 
chan River,  near  its  mouth.  A  small  quantity  of  sewage  is  also  discharged 
continuously  at  the  latter  place. 

About  one-third  of  the  fifty  mills  in  Fall  River  are  connected  with  the 
city  sewers,  while  the  remainder  discharge  their  sewage  through  private 
drains  into  South  Watuppa  Lake,  the  Quequechan  River  and  the  harbor. 
There  is  also  a  large  quantity  of  sewage  discharged  through  other  private 
drains  into  the  waters  about  the  city. 

The  sewage  from  the  city  sewers  is  discharged  into  the  Taunton  River 
and  Mount  Hope  Bay,  at  the  mouth  of  the  Taunton  River,  through  ten  out- 
lets between  the  northerly  and  southerly  ends  of  the  city,  the  distance  be- 
tween the  extreme  outlets  being  about  three  and  one-half  miles. 

With  three  exceptions  there  are  objectionable  conditions  at  all  of  the  Fall 
River  sewer  outlets  at  the  present  time,  and  several  of  them  in  the  southerly 
portion  of  the  city  discbarge  at  a  considerable  distance  back  from  high 
water,  and  the  sewage  flows  in  an  open  stream  a  distance,  in  some  cases, 
of  several  hundred  feet  to  Mount  Hope  Bay.  Provision  appears  to  have 
been  made  for  the  extension  of  two  of  the  most  objectionable  of  these  out- 
lets —  the  Globe,  or  Riverview,  Street  outlet  and  the  Birch  Street  outlet  — 
to  the  bay.* 

There  is  a  good  current  with  each  tide  through  the  Taunton  River  and 
Mount  Hope  Bay  opposite  the  city,  and  the  width  of  the  river  at  the  nar- 
rowest point  opposite  the  city  is  about  a  quarter  of  a  mile,  while  the  width  of 
the  bay  at  the  southerly  end  of  the  city  is  about  one  mile.  The  sewer  out- 
lets, however,  are  so  close  to  shore  that  the  sewage  from  all  of  them  moves 
along  the  shore  in  the  direction  of  the  tidal  flow,  allowing  matters  from  the 
sewage  to  deposit  as  the  tide  recedes.  These  objectionable  conditions 
could  probably  be  obviated  by  extending  the  sewers  to  points  of  discharge 
beneath  the  water  at  a  sufficient  distance  from  the  shore  so  that  the  sewage 
would  become  thoroughly  diluted  before  reaching  the  shore.  The  excess 
of  flow  of  mingled  sewage  and  storm  water  daring  rains  might  be  allowed 
to  discharge  at  the  edge  of  the  water  without  causing  serious  objection. 

It  is  also  desirable  that  all  private  drains  now  discharging  through  private 
outlets  should  discharge  into  the  city  sewers. 

Description  op  Sewer  Outlets. 

Cove  Street  Outlet.  —  Located  at  the  southerly  entrance  to  Brightman's 
Cove,  approximately  at  low  tide,  and  sewage  from  the  outlet  is  carried  by 
the  tide  into  the  cove,  in  which  there  is  an  area  of  about  four  acres  of  flats 

*  The  extension  of  the  Riverview  Street  outlet  was  completed  toward  the  end  of  this  year. 
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exposed  at  low  water.  This  outlet  originally  discharged  into  the  cove,  but 
was  subsequently  extended  a  distance  of  200  feet,  so  as  to  discharge  at  the 
outlet  to  the  cove.  A  bar  has  been  formed  near  the  mouth  of  the  sewer  by 
material  brought  down  at  times  of  storms,  and  this  bar  is  exposed  at  low 
water.  There  are  no  dwelling  houses  in  the  immediate  neighborhood,  but 
there  are  noticeable  odors  from  the  flats  when  they  are  not  covered  with 
water. 

Brightman  Street  Outlet.  —  Located  at  the  edge  of  low- water  mark,  on  a 
rocky  and  gravelly  shore,  and  matters  from  the  sewage  collect  among  the 
rocks  along  the  shore  for  a  considerable  distance  on  both  sides  of  the  out- 
let, making  the  shore  offensive  at  times  of  low  water.  The  shore  near  this 
outlet  is  thickly  populated.  This  outlet  formerly  discharged  farther  back 
from  low  water,  but  was  extended  to  its  present  location  in  1900. 

President  Avenue  Outlet.  —  Located  beneath  a  wharf.  The  conditions 
about  it  were  not  offensive  at  the  time  it  was  examined.  It  appears  that 
deposits  of  gravel  and  sand  brought  down  by  the  sewer  take  place  here, 
and  have  to  be  removed  from  time  to  time  by  dredging. 

GUy  Wharf  Outlet.  —  Located  beneath  the  city  wharf.  The  conditions 
about  it  do  not  appear  to  be  objectionable  at  the  present  time. 

Ferry  Street  Outlet.  —  This  outlet,  the  largest  in  the  city,  is  located  under 
the  wharf  at  Ferry  Street,  having  been  extended  in  1898  from  a  point  nearer 
shore.  The  incoming  tide  carries  the  sewage  into  the  old  ferry  slip  near  by, 
and  greatly  discolors  the  water  for  a  long  distance.  South  of  the  outlet 
there  is  a  beach  along  which  there  are  numerous  boat  houses,  and  on  the 
outgoing  tide  the  sewage  is  carried  along  the  shore  in  front  of  this  beach, 
creating  objectionable  conditions. 

William  Street  Outlet.  —  This  outlet  discharges  under  the  Newport  branch 
of  the  New  York,  New  Haven  &  Hartford  Railroad,  and  the  sewage  finds 
its  way  through  an  open  channel  to  the  river,  which  it  joins  near  the 
southerly  end  of  the  beach  referred  to  above.  On  the  incoming  tide  this 
sewage  flows  along  the  edge  of  the  beach.  The  outlet  itself  is  a  very  objec- 
tionable one,  and  causes  a  serious  nuisance  in  the  neighborhood. 

Middle  Street  Outlet.  —  This  outlet  is  also  located  at  the  edge  of  the  rail- 
road, and  the  sewage  flows  in  an  open  stream  to  the  beach.  The  sewage  is 
highly  colored  by  dyes,  and  the  odor  is  very  offensive.  Just  below  the  out- 
let is  a  pool  of  sewage  and  sludge. 

River  view  Street  Outlet.  —  This  outlet  is  located  at  the  foot  of  a  steep  bluff 
above  high-water  mark,  and  the  sewage  flows  across  the  beach  in  the  neigh- 
borhood of  several  boat  houses  to  Mount  Hope  Bay.  The  outlet  is  a  very 
foul  one,  like  those  of  William  Street  and  Middle  Street.  In  the  latter 
part  of  the  year  this  outlet  was  extended,  so  that  the  sewage  now  discharges 
into  the  bay  through  an  iron  pipe  below  low  water. 

Birch  Street  Outlet.  — This  outlet  is  located  in  Happy  Hollow,  so  called, 
700  to  800  feet  from  the  sea,  into  which  the  sewage  finds  its  way  through 
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an  open  channel.  The  outlet  is  an  extremely  offensive  one,  but  it  is  located, 
dose  to  a  rendering  works,  which  is  also  offensive.  A  separate  sewer 
conveys  the  wastes  from  the  rendering  works  to  the  sea  beyond  low  tide. 

Mount  Hope  Avenue  Outlet.  —  This  outlet  is  under  construction,  but  is 
not  yet  complete. 

GLOUCESTER. 

Population  in  1900,  26,121.  There  is  no  general  system  of  sewerage  in. 
the  city  of  Gloucester,  but  a  system  of  drainage,  built  primarily  for  the* 
removal  of  storm  water,  is  used  for  the  removal  of  sewage  from  a  large 
number  of  buildings  in  the  central  portion  of  the  city.  It  is  estimated  that : 
there  are  about  1,000  buildings  from  which  sewage  is  now  discharged  into, 
these  various  drains. 

The  principal  outlet  is  a  40-inch  brick  drain,  which  discharges  through., 
the  sea  wall  at  Pavilion  Beach,  about  900  feet  east  of  the  mouth  of  the 
canal  leading  to  Squam  River,  and  between  high  and  low  water  mark.    The 
drainage  flows  across  the  beach,  and  has  a  disagreeable  odor.     A  24-inch 
pipe  drain  and  several  smaller  drains  empty  through  the  sea  wall  between: 
high  and  low  water  into  Vincent's  Cove.     The  bottom  of  this  cove  is  a* 
mud  flat  exposed  at  low  water,  and  the  sewage  finds  its  way  across  these : 
flats  to  the  water.     The  flats  were  very  offensive  when  visited.     These  out-: 
lets  are  objectionable,  and  a  proper  system  of  sewerage  and  sewage  dis- . 
posal  is  badly  needed  for  the  densely  populated  portions  of  Gloucester. 

HINGHAM.       . 

Population  in  1900,  5,059.  There  is  no  general  system  of  sewerage  in 
the  main  portion  of  the  town  of  Hingham,  but  there  is  a  system  for  the. 
disposal  of  the  sewage  of  a  summer  settlement  at  Crow  Point.  , 

The  system  at  Crow  Point  is  constructed  on  the  separate  plan,  and  dis* 
charges  into  a  small  channel  several  hundred  feet  from  shore.  Extensive 
areas  of  flats  are  exposed  at  low  tide  in  the  vicinity  of  the  outlet,  but  it  is 
not  objectionable  at  the  present  time. 

HULL. 

• 

Population  in  1900,  1,703.     This  population  represents  the  population* 
living  in  the  town  throughout  the  year.     During  two  months  in  summer  the, 
population  is  very  greatly  increased,  and  a  large  number  of  cottages  and 
hotels  are  occupied  during  July  and  August  which  are  unoccupied  during, 
the  remaining  months  of  the  year.     On  Sundays  and  holidays  in  the  sum- 
mer season  there  are  often  many  thousands  of  people  at  Nantasket  Beach 
and  other  places  along  the  shore,  in  the  town.  » 

The  sewage  is  discharged  into  the  sea  at  five  separate  outlets,  the  first  of 
which  was  constructed  in  1885.  The  oldest  system  receives  the  sewage 
from  about  150  cottages,  from  Hotel  Pemberton  and  the  Oregon  House,  the 
population  of  which  in  summer  probably  amounts  to  about  1,200.     The 
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system  also  receives  storm  water.  The  outlet  is  located  below  low  water 
at  Hall  Gut,  and  examinations  fail  to  show  any  evidence  of  the  presence 
of  sewage  in  the  neighborhood. 

The  next  system  is  a  small  one,  for  sewage  only,  discharging  at  Stony 
Beach,  and  there  are  at  present  about  12  houses  and  the  various  buildings 
at  Fort  Revere  connected  with  the  sewer.  The  outlet  is  beyond  the  limit 
of  low  water,  and  no  evidence  of  the  sewage  was  noticeable  in  the  neigh- 
borhood at  the  time  the  outlet  was  examined. 

The  third  outlet  is  located  at  Point  Allerton,  where  there  is  a  system  of 
sewers  constructed  on  the  separate  plan,  which  receives  the  sewage  of  about 
900  people.  The  outlet  is  at  low  tide,  at  the  outer  edge  of  a  rocky  beach 
at  a  considerable  distance  from  cottages ;  and,  while  slight  evidences  of 
sewage  have  been  noted  here,  the  conditions  have  not  been  found  objec- 
tionable. 

The  next  principal  outlet  is  near  the  southerly  end  of  the  town,  at  Atlan- 
tic Hill,  and  receives  the  sewage  of  about  60  houses  and  the  Atlantic 
House,  containing  in  summer  probably  8.00  people.  The  outlet  was  for- 
merly carried  to  deep  water,  but  the  pipe  has  been  broken  by  the  action  of 
the  waves,  and  the  sewage  now  discharges  among  the  rocks  at  the  edge  of 
low  water,  where  it  discolors  the  water  of  a  small  area  about  the  outlet,  but 
otherwise  is  not  objectionable. 

The  fifth  outlet  is  located  near  Green  Hill,  and  discharges  the  sewage 
from  about  a  dozen  houses  into  deep  water,  where  the  presence  of  the  sew- 
age is  not  noticeable. 

Several  hotels  and  other  buildings  on  Nantasket  Beach  discharge  their 
sewage  through  private  drains  upon  the  flats  on  the  westerly  side  of  the 
beach  in  the  neighborhood  of  the  steamboat  wharf.  There  are  large  areas 
of  flats  exposed  at  low  water  in  this  neighborhood,  but  these  outlets  have 
not  thus  far  been  noticeably  offensive  when  examined. 

LYNN. 

Population  in  1900,  68,513.  The  sewers  of  the  city  of  Lynn  have  been 
built  from  time  to  time  since  about  the  year  1870,  and  at  the  present  time 
tfeere  are  about  50,000  persons  connected  with  them.  In  1885  a  system  of 
intercepting  sewers  was  begun,  to  collect  the  sewage  at  one  main  outlet. 
These  intercepted  were  completed  in  1892,  and  now  discharge  at  a  single 
oetlet  in  Lynn  harbor.  A  very  small  area  is  provided  with  sewers  upon  the 
separate  plan.  There  are  two  storm-water  overflows  from  the  intercepting 
sewers,  through  which  a  portion  of  the  flow  of  the  sewers  is  discharged  at 
times  of  rain ;  one  being  located  at  Ingalls  Avenue,  and  discharging  sewage 
and  storm  water  into  Stacy's  Brook,  which  flows  into  the  sea  at  the  south- 
erly end  of  the  town  of  Swampscott ;  and  the  other  at  Market  Avenue  and 
Box  Place,  discharging  into  the  harbor.  There  are  said  to  be  a  few  drains 
for  storm  water  only,  the  outlets  for  which  have  not  been  located. 
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Nearly  all  of  the  factories  of  the  city  discharge  into  the  sewers,  the  larg- 
est contributors  of  manufacturing  waste  being  the  morocco  shops.  There 
are  six  large  establishments  of  this  kind  in  the  city  where  the  entire  process 
of  tanning  is  carried  on,  and  waste  water  from  liming,  tanning  and  dyeing, 
amounting  from  10,000  to  60,000  gallons  per  day  from  each  factory  re- 
quires disposal.  The  wastes  from  Ave  of  these  factories  are  discharged  into 
the  sewers,  but  the  waste  from  one  of  the  factories  is  discharged  into  a 
small  stream.  Nearly  all  of  the  principal  shoe  shops  of  the  city  are  con- 
nected with  the  sewers. 

The  main  outfall  sewer  consists  of  two  rectangular  box  sewers,  each  S 
feet  high  and  4  feet  wide.  The  outlet  is  located  1,600  feet  from  shore, 
at  the  end  of  a  long,  wooden  pier,  and  is  about  at  the  edge  of  ordinary 
low  tide.  At  time  of  low  neap  tides  the  flats  are  exposed  beyond  the  out- 
let. The  box  sewer  is  not  tight,  and  at  times  nearly  the  entire  flow  of 
sewage  is  discharged  at  various  points  along  the  sewer.  A  channel  30  to 
50  feet  in  width  has  been  excavated  on  each  side  of  the  box  sewer,  and 
this  channel  at  low  water  is  generally  filled  with  sewage  which  leaks  from 
the  sewer,  or  backs  up  from  the  outlet. 

Observations  of  the  movement  of  sewage  from  this  outlet  at  several 
times,  with  the  assistance  of  floats  and  analyses  of  the  waters  about  the 
outlet,  show  that  on  the  outgoing  tide,  with  light  winds,  sewage  flows 
southerly  and  easterly  to  the  main  channel  of  the  harbor ;  but  the  move* 
ment  of  the  sewage  is  greatly  influenced  by  the  wind,  and  with  strong 
winds,  even  on  the  outgoing  tide,  the  sewage  is  driven  toward  the  shore, 
and  remains  in  the  neighborhood  of  the  outlet.  On  the  incoming  tide  the 
sewage  is  carried  toward  the  shore,  and  with  easterly  or  southerly  winds  is 
carried  up  to  the  immediate  neighborhood  of  factories  and  dwelling  houses. 

The  flats  all  about  this  outlet  in  the  upper  end  of  the  harbor  are  very  foal 
from  sewage  deposits,  and  give  off  a  very  offensive  odor  at  times  of  low 
water.  It  is  planned  to  extend  the  outlet  to  a  greater  distance  from  shore 
at  some  future  time.  The  conditions  about  this  outlet  are  very  objectionable. 

NAHANT. 

Population  in  1900,  1,152.  The  construction  of  a  system  of  sewerage 
in  Nahant  was  begun  in  1882,  and  at  the  present  time  the  system  is  avail- 
able to  practically  the  whole  population  of  the  town.  The  population  in 
the  summer  is  very  much  larger  than  shown  by  the  census  returns,  since 
this  town  is  largely  a  summer  resort.  The  system  is  built  on  the  separate 
plan,  although  about  nine  catch-basins  are  said  to  be  connected  with  it 
in  various  parts  of  the  town.  There  are  a  few  private  sewers,  chiefly 
from  small  hotels  in  the  neighborhood  of  Bass  Point. 

There  are  eight  sewer  outlets  discharging  into  the  sea,  well  below  low 
water,  at  various  points  about  the  peninsula,  and  no  nuisance  or  offensive 
odor  has  been  found  about  any  of  these  outlets  in  the  examinations  thus  far 
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made.  Some  of  the  outlets  are  located  close  to  bathing  beaches,  but  the 
sewage  did  not,  apparently,  at  this  time  noticeably  affect  the  water  at  these 
places. 

NEW   BEDFORD. 

Population  in  1900,  62,442.  The  city  is  built  upon  a  hill  sloping  toward 
the  Acushnet  River  and  New  Bedford  harbor  on  the  east,  and  to  the  valley 
of  a  small  stream  which  discharges  into  Clark's  Cove  on  the  west.  The 
sewage  of  about  two-thirds  of  the  population  of  the  city  discharges  into 
New  Bedford  harbor  through  twenty-six  sewer  outlets,  and  the  sewage 
'horn  the  remaining  third  of  the  city  is  discharged  into  Clark's  Cove  through 
six  outlets. 

The  first  sewers  in  New  Bedford  were  built  about  1850.  All  of  the  sew- 
ers are  built  upon  the  combined  plan,  and  in  some  cases  the  sewers  have 
replaced  water  courses  which  now  find  their  outlets  through  the  sewers. 
There  are  one  or  two  sewers  for  storm  water  only,  built  to  relieve  other 
'sewers  which  become  surcharged  at  times  of  heavy  rain ;  and  there  are 
'three  storm  overflow  outlets,  at  which  sewage  mingled  with  storm  water  is 
discharged  at  times  of  rain. 

*     The  distance  from  the  most  northerly  to  the  most  southerly  of  the  sewer 
outlets  in  the  harbor  is  about  three  miles. 

'New  Bedford  harbor  is  an  arm  of  the  sea,  with  no  considerable  river 
'discharging  into  it,  and  with  a  range  of  tide  of  about  three  and  one-half 
feet.  Observations  have  been  made  in  connection  with  the  examination  of 
tbe  sewer  outlets,  to  learn  the  movements  of  the  currents  in  the  harbor 
and  the  probable  course  of  the  sewage  from  some  of  the  more  important 
outlets.  The  results  of  these  observations  show  that  the  currents  are  weak, 
and  the  movement  of  the  sewage  is  influenced  to  a  great  extent  by  the 
direction  of  the  wind.  With  strong  westerly  winds,  greasy  matter  from 
the  sewage  floating  on  the  surface  of  the  water  can  be  readily  traced  to  the 
Fairhaven  shore  on  the  easterly  side  of  the  harbor,  and  particles  of  paper 
and  other  matters  from  the  sewage  are  carried  across  the  harbor  at  such 
times,  the  course  of  the  sewage  being  influenced  but  little  by  the  direction 
of  the  tidal  flow. 

Of  the  twenty-six  outlets  discharging  into  the  harbor,  about  one-third 
are  located  in  the  central  part  of  the  city,  and  discharge  at  the  heads  of 
docks  between  long  wharves.  Observations  show  that  there  is  very  little 
movement  of  the  water  in  these  docks,  and  the  sewage  accumulates  and 
deposits  occur,  and  the  conditions  about  all  of  these  outlets  are  extremely 
foul. 

Above  the  central  portion  of  the  city  there  are  ten  outlets,  one  of  which, 
located  at  Sawyer  Street,  has  recently  been  extended  beyond  low-water 
mark.  This  outlet  receives  sewage  from  a  large  population  ;  and,  notwith- 
standing the  fact  that  it  is  carried  beyond  low  water,  there  are  deposits 
•about  the  outlet,  and  an  offensive  odor  is  noticeable  in  the  neighborhood. 
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All  of  the  other  outlets  in  this  section  of  the  city  are  objectionable,  and 
some  of  them  are  extremely  offensive.  There  are  deposits  of  sewage  about 
all  of  these  outlets,  and  sewage  matters  from  them  are  in  some  cases  spread 
along  the  shore  for  a  considerable  distance  from  the  outlet. 

South  of  the  central  portion  of  the  city,  where  the  sewers  discharge  into 
docks,  there  are  six  or  seven  outlets,  the  principal  one  being  at  Howland 
Street,  which  discharges  beyond  the  edge  of  low  water.  There  is  a  con- 
siderable deposit  of  sewage  about  this  outlet,  and  the  odor  about  it  is 
offensive.  There  were  deposits  about  all  of  the  other  outlets,  and  in  most 
cases  particles  of  sewage  were  spread  over  the  beach  between  high  and  low 
water,  and  the  odor  about  them  is  in  all  cases  offensive. 

Clark's  Cove  is  a  very  shallow  arm  of  the  sea,  with  very  little  tidal 
current  at  its  northerly  end,  into  which  the  sewage  is  discharged ;  and,  as 
the  prevailing  wind  of  this  region  in  summer  is  from  the  south-west,  the 
sewage  remaius  Close  to  the  shore  of  the  cove  near  the  point  of  discharge 
during  the  summer  season.  The  water  here  is  shallow  for  a  considerable 
distance  from  the  shore,  and  the  sewage  mingles  with  it  very  slowly. 
Complaint  has  been  made  to  the  local  board  of  health  of  the  offensive  odors 
resulting  from  the  discharge  of  sewage  into  this  cove. 

The  principal  sewer  outlets  discharging  into  Clark's  Cove  are  located 
near  the  line  of  high  water,  and  the  sewage  flows  across  the  beach  a  dis- 
tance of  200  to  300  feet  to  the  water  at  low  tide.  When  examined,  the 
beach  at  the  head  of  Clark's  Cove  has  been  found  to  be  covered  over  a 
greater  part  of  its  area  between  high  and  low  tide  with  particles  of  solid 
matter  from  the  sewage. 

In  addition  to  the  sewers  of  the  city  there  are  several  private  sewers 
discharging  at  various  places  from  some  of  the  large  mills,  and  it  is  esti- 
mated that  the  sewage  of  3,200  operatives  in  mills  and  factories  is  dis- 
charged through  private  drains. 

The  location  of  all  of  the  New  Bedford  outlets  is  objectionable,  and 
practically  all  of  them  are  very  serious  nuisances ;  and  it  does  not  appear 
necessary,  under  the  circumstances,  to  describe  the  outlets  in  detail.  In- 
vestigations are  now  being  made  by  the  city  authorities,  with  reference  to 
the  selection  of  a  suitable  outlet  or  outlets  for  the  sewage  of  the  city. 

NEWBURYPORT. 

Population  in  1900,  14,478.  The  city  of  Newburyport  is  located  on  the 
southerly  bank  of  the  Merrimack  River,  near  its  mouth.  The  range  of  tide 
is  about  8  feet,  and  salt  water  runs  up  the  river  above  the  city.  The  effect 
of  the  tide  is  felt  many  miles  farther  up  stream. 

The  sewerage  system  was  begun  in  1889,  and  at  the  present  time  is  gen- 
erally extended  throughout  the  city,  serving  a  population  of  about  10,000. 
The  sewers  are  built  for  sewage  only,  and  there  is  a  separate  system  of 
drains  for  storm  water.     Storm  water  is  disposed  of  through  numerous  out- 
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lets,  perhaps  thirty  in  all,  which  discharge  into  the  river  at  various  points. 
No  sewage  is  admitted  to  these  drains,  and  the  outlets  examined  were  not 
objectionable. 

The  sewage  is  brought  to  a  single  outlet  at  Lower  Long  Wharf,  so 
called,  at  the  lower  end  of  the  city,  the  outlet  being  located  at  low  water, 
about  200  feet  from  the  shore  at  high  water,  and  in  a  channel  inside  of 
Half-tide  Rocks,  about  half  a  mile  below  the  bridge  from  Newburyport  to 
Salisbury.  About  this  outlet  and  for  a  long  distance  below  there  are  ex- 
tensive flats  exposed  at  low  water ;  but  very  little  evidence  of  the  sewage 
from  this  outlet  is  noticeable  in  this  neighborhood,  and  the  outlet  is  not 
offensive  to  those  living  near  the  shore.  A  small  amount  of  factory  waste 
is  discharged  directly  into  the  river,  but  the  effect  of  this  sewage  is  not 
noticeable. 

PLYMOUTH. 

Population  in  1900,  9,592.  The  town  is  situated  on  the  shore  of  Plym- 
outh Bay,  and  the  sewage  is  discharged  into  Plymouth  harbor  through  sev- 
eral outlets.  The  construction  of  a  sewerage  system  was  begun  in  1893. 
The  sewers  of  the  main  system  for  the  central  portion  of  the  town  are  con- 
structed with  a  view  to  excluding  storm  water ;  but  there  are  at  present 
five  catch-basins  through  which  rain  water  is  discharged  into  the  sewers, 
and  many  houses  have  their  roofs  connected  with  tbe  sewers. 

The  main  outlet  is  located  about  1 ,200  feet  from  shore,  at  a  point  in  the 
harbor  where  the  water  is  9  feet  in  depth  at  low  tide.  Sewage  is  discharged 
continually  from  this  outlet,  and  there  does  not  appear  to  be  any  complaint 
with  regard  to  it  at  the  present  time.  The  sewage  is  ordinarily  visible  over 
a  small  area  of  the  water  immediately  about  the  outlet.  No  odor  or  other 
effect  of  the  sewage  is  noticeable  anywhere  along  the  shore,  and  the  outlet 
is  probably  not  objectionable  excepting  to  those  using  boats  anchored  in  its 
immediate  neighborhood. 

There  are  two  other  outlets  for  sewers  from  the  main  portion  of  the  town, 
located  at  the  shore  in  the  neighborhood  of  the  railroad  station.  These 
outlets  are  not  carried  out  to  the  water  at  low  tide.  The  southerly  one, 
however,  discharges  near  low  water,  and  was  not  very  offensive  when 
visited,  though  some  odor  from  it  was  noticeable  in  the  neighborhood. 
The  more  northerly  of  these  two  outlets  discharges  near  high  water,  and 
the  sewage  flows  in  streams  across  the  beach  to  low  water.  The  conditions 
about  this  outlet  are  very  objectionable. 

In  the  northerly  part  of  the  town  there  is  a  private  system  of  sewerage, 
receiving  sewage  from  a  large  number  of  houses  and  from  a  cordage  works, 
and  discharging  upon  the  flats  a  considerable  distance  above  low  water, 
though  the  outlet  is  covered  at  high  water.  The  flats  about  this  outlet  are 
very  foul,  but  the  offence  is  not  noticeable  on  the  shore  in  the  neighbor- 
hood at  the  present  time.     A  beach  in  the  neighborhood  is  used  for  bathing. 
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REVERB. 

Population  in  1900,  10,395*  The  population  of  this  town  is  temporarily 
increased  each  summer  by  the  presence  of  great  numbers  of  people  at  Revere 
Beaeh  and  elsewhere  along  the  sea  shore  within  the  town  limits. 

Sewers  were  first  built  in  Revere  about  fifteen  years  ago,  and  at  the  pres- 
ent time  the  sewage  of  the  central  portions  of  the  town  is  collected  mainly 
into  two  separate  systems  of  sewers. 

The  principal  system  for  the  central  portion  of  the  town  discharges  into 
Sales  Creek,  not  far  from  the  Revere  station  on  the  eastern  division  of  the 
Boston  &  Maine  Railroad.  There  is  a  considerable  area  of  flats  about  this 
outlet  which  is  exposed  at  low  water,  and  the  odor  is  offensive.  There  are 
no  houses  within  several  hundred  feet  of  the  outlet,  so  that  the  odors  are 
not  at  present  noticeable  at  dwelling  houses  in  this  region. 

The  sewage  from  a  part  of  Revere  Beach  and  from  the  Beachmont  dis- 
trict in  the  south-easterly  part  of  the  town  is  discharged  at  an  outlet  into 
the  sea  about  2,500  feet  from  shore,  near  the  southerly  end  of  Revere 
Beach.  The  sewage  is  received  into  a  tank,  from  which  it  discharges 
on  the  outgoing  tide  and  in  the  earlier  portion  of  the  incoming  tide.  The 
presence  of  the  sewage  is  noticeable  in  the  immediate  neighborhood  of 
the  outlet,  chiefly  by  the  discoloration  of  the  water ;  but  no  odor  or  other 
evidence  of  sewage  has  thus  far  been  observed  upon  the  shores  at  Re- 
vere Beach  or  elsewhere  in  the  neighborhood  when  this  outlet  has  been 
examined. 

There  is  also  a  minor  outlet  into  Mill  Creek  near  Broadway,  at  which  a 
small  quantity  of  sewage  is  discharged. 

Plans  are  now  being  made  for  the  disposal  of  the  sewage  of  Revere  into 
the  metropolitan  sewerage  system,  and  a  metropolitan  branch  sewer  is  being 
constructed  to  receive  this  sewage.  These  works  are  likely  to  be  completed 
within  two  years,  and  the  further  discharge  of  sewage  at  local  outlets  in 
Revere  will  probably  be  discontinued. 

SALEM. 

Population  in  1900,  35,956.  The  principal  portion  of  the  city  is  situated 
on  a  narrow  peninsula,  between  the  North  River  and  Salem  harbor,  and  the 
remaining  portion  on  the  north-westerly  side  of  the  North  River,  in  the  dis- 
trict known  as  North  Salem. 

The  construction  of  sewers  in  Salem  was  begun  many  years  ago.  The 
present  system  was  begun  in  1868,  and  9  miles  of  sewers  were  in  use 
in  1877.  In  1895  there  were  about  40  miles  of  sewers  in  the  city,  and  at  the 
present  time  sewers  have  been  extended  to  practically  all  of  the  thickly 
settled  portions  of  the  city.  The  sewers  are  constructed  upon  the  combined 
plan,  and  receive  both  sewage  and  storm  water. 
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Nearly  all  of  the  sewage  is  discharged  into  the  North  River  or  into  Salem 
harbor,  but  there  are  a  few  outlets  discharging  into  the  South  River,  an  arm 
6t  Salem  harbor,  having  a  small  water-shed. 

The  North  River  is  grossly  polluted  by  manufacturing  wastes,  consisting 
chiefly  of  wastes  from  tanneries  in  the  city  of  Salem  and  town  of  Peabody, 
and  by  domestic  sewage  from  the  city  of  Salem ;  and  the  odor  from  the 
stream  and  from  the  mud  flats  in  the  lower  part  of  its  course  which  are 
exposed  at  low  water  is  extremely  offensive  for  a  long  distance  from  the 
stream. 

Eight  sewer  outlets  have  been  located,  discharging  into  North  River  at 
the  North  Street  bridge  and  above  as  far  as  the  boundary  line  of  the  town 
of  Peabody,  and  two  large  sewer  outlets  into  the  estuary  of  North  River 
below  the  North  Street  bridge,  one  opposite  Howard  Street  and  another 
opposite  Dearborn  Street. 

The  outlets  into  the  walled  portion  of  North  River  are  not  noticeable  on 
account  of  the  great  pollution  of  the  river  from  other  sources.  The  outlet 
opposite  the  extension  of  Howard  Street  discharges  into  a  large  pool  in 
the  North  River  fiats  which  are  exposed  at  low  tide,  and  the  outlet  at  Dear- 
born Street  also  discharges,  upon  the  flats  on  the  opposite  or  north-westerly 
side  of  the  stream.  These  are  very  objectionable  outlets,  but  the  nuisance 
caused  by  the  deposits  of  filth  from  the  North  River  on  these  flats  is  so 
great  that  the  increased  nuisance  due  to  these  two  outlets  is  probably  not 
noticeable. 

There  are  five  principal  outlets  into  Salem  harbor,  four  of  which  are 
located  in  the  neighborhood  of  Palmer's  Cove,  at  the  southerly  end  of  the 
city.  These  four  outlets  discharge  through  wooden  flumes,  running  out  to 
the  neighborhood  of  low  tide ;  but,  since  these  flumes  are  leaky,  much  sew- 
age is  discharged  between  high  and  low  tide,  and  flows  over  the  flats  exposed 
at  low  water.  These  outlets  are  all  of  them  objectionable,  and  the  odors 
from  the  flats  in  this  neighborhood  are  very  offensive.  There  is  a  large 
population  living  on  the  shore  in  the  neighborhood  of  these  outlets. 

The  outlet  which  discharges  the  largest  quantity  of  sewage  is  located  in 
a  cove  on  the  northerly  side  of  the  Philadelphia  &  Reading  coal  wharf. 
This  outlet  is  an  objectionable  one,  and  there  is  a  great  deposit  of  sewage 
in  its  neighborhood,  but  there  are  no  dwelling  houses  within  500  feet  or 
more  of  the  outlet.  In  addition  to  these  outlets  there  are  several  smaller 
outlets  into  Salem  harbor. 

There  are  eight  sewer  outlets  discharging  into  the  South  River.  This 
stream  flows  in  a  walled  channel  in  the  upper  portion  of  its  course,  and 
from  a  point  near  the  railroad  station  it  flows  in  a  covered  channel  across 
the  southerly  portion  of  the  city  to  Salem  harbor.  Most  Of  the  outlets  dis- 
charge into  the  walled  or  covered  portion,  while  the  remaining  ones  dis- 
charge into  the  deeper  water  near  the  mouth  of  the  river.  These  outlets 
greatly  pollute  the  river  near  its  outlet. 
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SUMMARY. 

The  objectionable  conditions  caused  by  sewer  outlets  may  be  divided 
into  two  classes :  (1)  cases  in  which  the  quantity  of  sewage  is  so  great  in 
proportion  to  the  quantity  of  water  with  which  it  is  mingled  that  the  water 
is  rendered  offensive ;  and  (2)  those  in  which  the  objectionable  conditions 
-are  caused  by  faulty  construction  or  location  of  the  outlet  itself. 

The  objectionable  conditions  caused  by  the  discharge  of  an  excessive 
quantity  of  sewage  into  a  body  of  water  are  few  among  those  outlets  which 
discharge  into  the  sea. 

At  Moon  Island,  where  the  quantity  of  sewage  discharged  is  rapidly 
-approaching  the  capacity  of  the  works  for  conveying  it  to  the  outlet  and 
the  capacity  of  the  tidal  currents  into  which  it  is  discharged,  the  sea  water 
for  a  distance  of  a  mile  or  more  from  the  outlet  is  rendered  offensive  by  the 
sewage  for  about  two  hours  after  each  discharge,  but  the  sewage  quickly 
disappears  after  the  discharge  ceases.  Upon  the  completion  of  the  high- 
level  sewer,  now  under  construction,  much  of  the  sewage  discharged  at  this 
outlet  will  be  conveyed  to  the  new  outlet  at  Peddock's  Island. 

At  Salem  the  water  of  the  North  River,  into  which  a  great  quantity  of 
sewage  and  manufacturing  wastes  is  discharged,  is  rendered  extremely 
offensive;  but  the  effect  of  the  pollution  disappears  rapidly  in  the  tidal 
estuary  into  which  the  stream  flows,  so  that  the  water  in  the  lower  part  of 
the  estuary  is  not  noticeably  objectionable,  but  the  flats  in  this  estuary  are 
very  offensive  when  exposed. 

Similarly,  at  New  Bedford  the  water  of  the  Acushnet  River  near  its 
entrance  to  the  harbor  is  greatly  polluted  by  the  sewer  outlets ;  but,  except 
near  the  New  Bedford  shore,  the  harbor  water  is  not  noticeably  objection- 
able. In  Clark's  Cove  also  the  effect  on  the  water  of  the  cove  is  confined 
to  the  extreme  upper  end. 

Of  outlets  which  are  objectionable  on  account  of  construction  or  location 
of  the  outlet  there  is  a  very  large  number. 

The  results  of  the  examinations  of  sewer  outlets  into  the  sea  or  harbors 
or  other  arms  of  the  sea  show  in  general  that,  when  the  outlets  are  located 
in  deep  water,  where  they  are  submerged  at  all  times,  noticeable  deposits 
of  sewage  rarely  take  place ;  and  an  odor  from  the  sewage  is  rarely  notice- 
able at  any  considerable  distance  from  the  outlet,  even  in  cases  where  the 
movement  of  the  water  is  slow,  provided  the  water  is  changed  regularly  by 
the  movement  of  the  tides.  Where  outlets  discharge  into  considerable 
tidal  currents  well  away  from  shores  or  from  flats  exposed  at  low  water, 
the  sewage  is  quickly  removed  and  dispersed,  and  evidences  of  it  do  not 
accumulate  about  the  outlet. 

Among  1he  outlets  where  objectionable  conditions  have  not  been  found 
may  be  mentioned  the  outlet  of  the  north  metropolitan  sewerage  system  at 
Deer  Island,  which  has  now  been   in  use   for  eight  years,  where  from 
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2,000,000  to  3,000,000  gallons  of  sewage  are  discharged  each  hour  at  the 
present  time  at  all  stages  of  the  tide.  The  outlet  is  off  the  end  of  a  sand- 
spit  exposed  at  low  water  and  distant  about  1,800  feet  from  the  nearest 
shore  at  high  water.  No  deposits  have  yet  taken  place  upon  any  of  the 
shores  near  this  outlet,  and  there  is  no  evidence  that  deposits  are  accumu- 
lating anywhere.  The  sewage  can  be  seen  upon  the  surface  of  the  sea 
water  in  calm  weather  for  a  distance  of  less  than  a  mile  from  the  outlet, 
and  the  oily  matters  from  the  sewage  which  float  in  a  very  thin  film  on  the 
surface  of  the  water  may  be  detected  at  a  somewhat  greater  distance,  but 
an  odor  from  the  sewage  is  noticeable  only  to  those  sailing  in  the  stream 
of  sewage  in  the  immediate  neighborhood  of  the  outlet.  At  times  when 
there  is  considerable  wind,  sewage  is  noticeable  at  much  smaller  distances 
from  the  outlet  than  in  calm  weather ;  and  in  times  of  strong  wind  it  is  ob- 
servable only  in  the  immediate  neighborhood  of  the  outlet  itself. 

There  are  cases  where  sewage  is  discharged  below  the  level  of  low  water* 
but  in  such  a  way  that  the  sewage  collects  about  the  outlet,  and  causes 
offensive  conditions.  This  is  the  case  especially  where  sewage  is  discharged 
into  docks  between  long  wharves  or  into  small  bays  or  arms  of  the  sea* 
where  the  sea  water  is  not  frequently  changed  by  the  movement  of  the 
tides,  and  the  sewage  consequently  receives  too  little  dilution. 

At  the  outlets  of  sewers  which  discharge  at  the  edge  of  low  water  on  a 
beach  or  flats,  under  conditions  where  there  is  little  or  no  current,  the  sew- 
age collects  in  the  water,  rendering  it  offensive  to  sight  and  smell,  and  de- 
posits of  offensive  matters  accumulate.  At  such  outlets  matters  from  the 
sewage  are  gradually  spread  over  the  beach  or  flats  by  the  tide,  where  they 
remain  and  cause  offensive  odors  when  the  shores  are  exposed. 

All  of  the  outlets  discharging  upon  beaches  or  flats  between  low  water 
and  high  water  have  been  found  to  be  objectionable,  because  there  is  an 
offensive  odor  both  from  the  sewage  itself  and  from  the  decomposition  of 
sewage  deposits  which  take  place  about  such  outlets. 

In  several  cases  sewage  is  discharged  into  open  trenches,  even  above  the 
level  of  high  water,  and  all  of  such  outlets  examined  have  been  found  to  be 
very  offensive. 

The  most  objectionable  nuisances  now  existing,  as  shown  by  the  results 
of  these  examinations,  are  the  following :  — 

Salem. 

TJie  offensive  condition  of  the  North  River  and  of  the  flats  and  shores 
about  other  sewer  outlets  in  Salem  has  been  notorious  for  many  years. 

The  North  River  is  a  tidal  estuary,  the  upper  part  of  which  is  confined 
between  narrow  walls,  while  the  lower  part  spreads  over  a  wide  area,  much 
of  the  bottom  of  which  is  exposed  at  low  water.  Great  quantities  of  water, 
polluted  by  manufacturing  wastes,  chiefly  from  tanneries  in  the  town  of 
Peabody  and  city  of  Salem,  together  with  sewage,  arc  discharged  into  the 
walled  channel.     Foul  matters  from  this  channel  settle  on  the  flats  in  the 
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estuary  below,  and  to  these  pollutions  is  added  a  large  quantity  of  sewage 
from  sewers  of  the  city  of  Salem,  which  discharge  directly  upon  the  flats, 
the  whole  producing  a  very  great  nuisance.  On  the  harbor  side  of  the  city 
many  sewers  discharge  upon  extensive  flats  between  high  and  low  water, 
creating  here  also  very  serious  nuisances. 

Plans  for  the  removal  of  the  sewage  of  Salem  to  some  suitable  outlet  are 
now  under  consideration  by  the  city. 

New  Bedford. 

Practically  all  of  the  sewer  outlets  in  the  city  of  New  Bedford  cause  seri- 
ous nuisances,  and  offensive  odors  and  other  objectionable  conditions  exist 
practically  all  along  the  shore  of  the  Acushnet  River  and  New  Bedford 
harbor  in  front  of  the  city  and  in  the  upper  end  of  Clark's  Cove.  The 
nuisances  are  caused  by  the  discharge  of  sewage  above  low  water,  where  it 
spreads  out  over  flats  or  beaches  exposed  at  low  tide,  or  by  the  discharge 
of  sewage  into  docks  or  coves,  where  the  water  changes  very  slowly. 

The  nuisance  created  by  the  present  method  of  sewage  disposal  at  New 
Bedford  is  probably  greater  than  in  any  of  the  cities  or  towns  along  the  sea 
shore,  excepting,  possibly,  Salem.  Plans  for  a  general  system  of  sewage 
disposal  are  now  being  prepared. 

Fall  River. 

At  Fall  River  several  of  the  sewer  outlets  are  located  above  high  water, 
and  some  of  them  discharge  many  feet  back  from  the  sea ;  so  that  open 
streams  of  sewage,  aggregating  several  hundred  feet  in  length,  are  now  in 
existence  in  the  city.  At  several  of  the  outlets  which  discharge  at  the  edge 
of  tide  water  objectionable  conditions  exist,  by  reason  of  deposits  of  sewage 
about  these  outlets  or  along  the  shore  in  the  neighborhood. 

Plans  have  been  prepared  for  conveying  the  sewage  from  some  of  the 
most  objectionable  outlets  to  points  of  discharge  at  the  shore  of  the  river 
or  bay ;  but,  unless  these  outlets  are  carried  well  out  from  shore,  objection- 
able conditions  will  continue  to  exist  about  many  of  the  Fall  River  outlets. 
It  is  probable  (hat  in  most  cases  if  the  outlet  should  be  extended  beneath 
the  water  beyond  the  low-tide  margin  the  objectionable  conditions  caused  by 
odors  from  sewage  and  sewage  deposits  about  the  outlets  would  be  removed. 

Chelsea. 

Very  offensive  sewer  outlets  exist  in  the  city  of  Chelsea,  by  reason  of  the 
discharge  of  sewage  in  places  where  it  spreads  over  fiats  exposed  at  low 
water,  causing  offensive  odors  from  the  sewage  and  from  deposits  which 
collect  in  the  neighborhood  of  the  outlets.  There  does  not  seem  to  be  any 
good  reason  why  such  outlets  should  be  allowed  to  exist  in  this  city.  The 
north  metropolitan  sewerage  system  was  designed  to  remove  the  sewage  of 
the  city,  except  such  as  might  overflow  from  combined  sewers  at  times  of 
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heavy  rain  ;  and  some  of  the  sewers  which  are  the  cause  at  present  of  very 
serious  nuisances  have  already  been  provided  with  connections  in  the  met- 
ropolitan system. 

Boston. 

The  most  objectionable  nuisances  existing  at  the  present  time  in  the  Bos- 
ton main  drainage  or  south  metropolitan  sewerage  districts,  by  reason  of 
the  disposal  of  sewage,  are  those  caused  by  the  outlets  of  the  Stony  Brook 
channels.  The  channel  which  discharges  into  the  Back  Bay  Fens  is  evi- 
dently used  largely  as  a  sewer,  and  much  sewage  and  manufacturing 
waste  is  discharged  into  this  channel  between  Jamaica  Plain  and  the  Fens 
at  all  times.  The  channel  was  built  to  remove  the  waters  of  Stony  Brook 
and  prevent  the  flooding. of  low  areas  in  Boxbury,  and  was  not  intended 
for  use  as  a  sewer.  The  nuisance  in  the  Back  Bay  Fens  could  be  pre- 
vented by  removing  all  connections  through  which  sewage  and  manufac- 
turing wastes  are  discharged  into  the  Stony  Brook  channel,  and  discharging 
this  sewage  and  waste  into  local  sewers.  If  this  channel  is  to  continue  to 
be  used  as  a  sewer,  it  should  be  treated  as  such,  and  the  dry- weather  flow 
discharged  into  the  metropolitan  or  main  drainage  sewers. 

The  old  Stony  Brook  channel,  which  discharges  on  the  northerly  side  of 
Beacon  Street  at  the  edge  of  the  Charles  River,  also  evidently  receives  a 
large  quantity  of  sewage  and  much  foul  drainage ;  and  this  channel  also 
should  either  be  rebuilt,  as  proposed  by  the  street  department  of  the  city 
of  Boston,  and  used  for  the  disposal  of  storm  water  only,  or  else  should  be 
treated  as  a  sewer  and  connected  with  the  Boston  main  drainage  or  metro- 
politan sewers. 

East  Boston. 

The  sewers  which  continue  to  discharge  sewage  into  the  tidal  waters 
about  East  Boston  are  in  most  cases  small  ones,  and  except  in  one  case  no 
connection  has  yet  been  made  between  these  sewers  and  the  metropolitan 
system.  Objectionable  conditions  exist  about  most  of  these  outlets,  how- 
ever, which  could  be  prevented  by  connecting  the  sewers  with  the  north 
metropolitan  system,  which  was  designed  to  remove  the  sewage  of  this 
district  and  to  prevent  the  pollution  of  local  waters. 

Revere. 

The  sewer  outlets  of  the  town  of  Revere  are  objectionable,  though  seri- 
ous nuisances  have  not  occurred  at  either  of  them.  The  town  has  recently 
decided  to  join  the  north  metropolitan  sewerage  system,  and  branch  sewers 
from  the  metropolitan  system  are  now  being  constructed  to  receive  the 
sewage  of  the  town.  Under  the  circumstances  it  is  probable  that  the 
present  outlets  will  soon  be  discontinued. 

Beverly. 

The  main  outlet  at  Beverly  is  not  objectionable,  but  the  outlet  at  the 
westerly  side  of  the  city  near  the  railroad  creates  a  serious  nuisance. 
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Gloucester. 

The  city  of  Gloucester  has  no  general  sewerage  system.  Much  of  the 
land  on  which  the  city  is  built  is  rocky  and  nearly  impervious  to  water, 
and  much  difficulty  is  experienced  in  the  disposal  of  sewage  and  household 
wastes. 

A  limited  drainage  system  has  been  provided,  chiefly  by  utilizing  natural 
water  courses,  and  it  has  become  the  practice  to  discharge  sewage  into 
these  drains  or  water  courses.  Already  several  hundred  houses  dispose  of 
a  part  or  all  of  their  sewage  in  this  way,  and  a  system  of  sewerage  is  grow- 
ing up  which  is  producing  objectionable  conditions  in  these  drains  and  at 
their  outlets. 

A  proper  system  of  sewerage  and  sewage  disposal  will  inevitably  be 
required  at  this  place  before  many  years ;  and  the  longer  the  present  system 
is  allowed  to  develop,  the  greater  will  be  the  cost  and  difficulty  of  provid- 
ing a  proper  system.  It  would  be  to  the  advantage  of  the  city  to  prevent 
the  further  discharge  of  sewage  from  any  of  the  buildings  into  the  drains 
or  water  courses,  to  remove  such  connections  as  have  already  been  made, 
and  provide  a  proper  means  for  disposing  of  the  sewage. 

Plymouth. 

The  main  outlet  of  the  town  of  Plymouth  which  discharges  into  the  har- 
bor does  not  appear  to  cause  offensive  odors  or  other  objectionable  condi- 
tions which  are  noticeable  on  the  shore.  It  is  noticeable  from  boats  in  the 
harbor  when  in  its  immediate  neighborhood.  Sewage  is  discharged  at  three 
other  places  along  the  shore  in  front  of  the  town,  and  the  flats  about  two  of 
these  outlets  are  greatly  polluted  by  sewage. 

Plans  are  now  being  prepared  for  removing  some  of  the  sewage  from  these 
objectionable  outlets  to  a  new  outlet,  and  the  use  of  the  objectionable  outlets 
should  be  discontinued. 

Other  Outlets. 

The  sewer  outlet  at  Newpuryport  discharges  well  away  from  the  city  and 
near  the  ordinary  level  of  low  water,  and  offensive  odors  or  deposits  are 
not  noticeable  about  this  outlet. 

The  outlets  at  Nahant  and  Hull  have  not  been  found  to  be  objectionable. 

The  main  outlet  of  the  town  of  Fairhaven,  located  at  the  end  of  a  long 
wharf,  has  not  been  found  to  be  objectionable  when  examined. 

The  Moon  Island  sewer  outlet,  from  which  great  quantities  of  sewage 
are  discharged  on  each  outgoing  tide,  on  the  southerly  side  of  Boston  har- 
bor, produces  offensive  conditions  to  those  sailing  in  the  area  covered  by 
the  sewage  soon  after  it  is  discharged ;  but  deposits  do  not  appear  to  be 
taking  place  about  this  outlet,  nor  have  other  objectionable  conditions  been 
found  to  exist  there. 
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PART  II.  — SEWER  OUTLETS  INTO   RIVERS  AND  OTHER 

INLAND  WATERS. 

All  of  the  larger  rivers  of  the  State  are  polluted  in  a  greater  or  less  degree 
by  the  sewage  of  cities  or  towns  or  by  manufacturing  wastes  from  factories 
and  mills  located  along  the  streams  or  their  tributaries.  In  some  cases  the 
pollution  is  slight,  and  not  detectable  by  sight  or  smell  excepting  in  the  im- 
mediate neighborhood  of  the  outlet  of  a  sewer  or  just  below  a  mill ;  while  in 
extreme  cases  the  water  of  the  stream  is  rendered  filthy  and  offensive  for 
many  miles. 

In  making  examinations  of  sewer  outlets  into  rivers  and  other  inland 
waters,  in  order  to  determine  the  effect  of  sewage  disposal,  it  has  been 
necessary  to  investigate  not  only  the  local  conditions  a*bout  the  sewer  out- 
lets, but  also  the  general  effect  of  the  sewage  on  the  stream. 

Upon  most  of  the  important  streams  of  the  State  stations  were  estab- 
lished several  years  ago,  at  which  samples  of  the  water  of  the  stream  have 
been  collected  monthly  for  analysis,  the  results  of  which  show  in  a  general 
way  the  changes  in  the  condition  of  the  stream  from  month  to  month  and 
from  year  to  year  at  these  places. 

During  the  past  year  the  sewer  outlets  of  the  various  inland  cities  and 
towns  having  sewerage  systems  have  been  located,  and  the  conditions 
about  them  examined.  In  connection  with  this  examination  the  condition 
of  the  various  streams  has  been  inspected,  and  numerous  samples  of  water 
have  been  collected  for  analysis  at  many  points  along  their  courses.  Meas- 
urements have  been  made  of  the  flow  of  the  streams,  in  some  cases  at  several 
points,  and  wherever  practicable  the  quantity  of  sewage  discharged  from  the 
different  cities  and  towns  has  also  been  measured.  Information  has  also 
been  collected  as  to  the  extent  of  the  sewerage  systems  of  the  various  cities 
and  towns,  and  as  to  the  quantity  and  character  of  manufacturing  wastes 
discharged  into  the  stream  from  the  principal  manufacturing  establishments. 

The  year  1902  has  been  a  favorable  one  for  the  disposal  of  sewage  into 
streams  and  inland  waters,  with  a  minimum  of  pollution  or  of  annoyances 
from  odors  or  other  objectionable  conditions  caused  by  such  disposal  of 
sewage.  The  rainfall  during  the  year  has  been  about  the  normal,  and  the 
distribution  was  such  that  the  flow  of  streams  was  high  during  the  summer 
and  autumn  months,  the  period  when  the  flow  of  streams,  and  consequent 
dilution  of  sewage,  is  least.  At  the  same  time  the  summer  was  an  excep- 
tionally cool  one,  and  less  favorable  to  the  rapid  decomposition  of  organic 
matters  and  the  production  of  offensive  odors  than  warmer  summers. 

About  58  inland  cities  and  towns  now  have  systems  of  sewerage  which 
are  available  to  a  large  portion  of  the  inhabitants. 

In  some  of  the  cities  and  towns  works  have  been  introduced  for  the  treat- 
ment and  purification  of  the  sewage,  and  at  most  of  these  works  the  sewage 


No.  34.]         EFFECT  OF   SEWAGE   DISPOSAL. 


313 


is  well  purified,  so  that  it  does  not  have  an  unfavorable  effect  on  the  appear- 
ance or  odor  of  the  stream  into  which  it  flows.  Practically  all  of  the  puri- 
fication works  in  the  State  have  been  built  since  the  year  18S9,  when  the 
first  works  of  considerable  importance  were  completed  at  Framingham. 

In  the  following  table  is  given  a  list  of  the  cities  and  towns  having  sew- 
erage systems  available  to  a  considerable  portion  of  the  population,  together 
with  the  name  of  the  stream  into  which  the  sewage  or  effluent  is  discharged. 
There  are  many  places  having  a  few  sewers  or  a  system  for  a  small  portion 
of  the  town  only,  which  will  be  referred  to  in  another  place.  In  cases  where 
much  of  the  sewage  is  filtered  or  treated  at  works  for  the  purification  of  the 
sewage,  the  fact  is  noted  in  the  table. 

Table  showing  the  Inland  Cities  and  Towns  in  Massachusetts  having 
Systems  of  Sewebage,  and  the  Stream  or  Other  Body  ok  Water 
into  which  the  sewage  or  effluent  from  sewage  purification 
Works  is  discharged. 


ClTT  OE  TOWK. 


Stream  or  Body  of  Watsr 
Into  which  sewage 
or  Re  wage  Effluent  is  discharged. 

Powow  River,        . 

Fort  River, 

Shawaheen  River, 
Miller's  River. 
Ten  Mile  River. 

Concord  River 

Salisbury  Plain  River, . 

Chieopee  River. 

Sooth  Branch  Nashua  River, 

Concord  River,      .... 

Honaatonio  River. 

Wllliston  Mills  Pond,  . 

North  Branch  Nashua  River. 
Bannister  Brook,  . 

Brook 

Otter  River, 

Honaatonio  River. 

Green  River, 

Merrimack  River. 
Connecticut  River. 

Mill  River 

Merrimack  River. 
Housatonlc  River. 


Remarks. 


Ameebury, 

Amherst, 

Andover, 

Attaol,  . 

Attlebo  rough, 

Billeriea, 

Brockton, 

Chieopee, 

Clinton, 

Concord, 

Dalton, 

Eaatharnpton, 

Fitchbnrg,   . 

Framlngh-im, 

Franklin, 

Gardner, 

Great  Barrington, 

Greenfield,  . 

Haverhill,    . 

Holyoke, 

Hopedale,     . 

Lawrence,    . 

Leo,      ... 


Tributary  of  Merrimack  River. 

Tributary  of  Connecticut  River. 

Tributary  of  Merrimack   River, 
works. 


Purification 


Purification  works. 

Tributary  of  Taunton  Klver.    Purification 
works. 


Purification  works. 
Purifisation  works. 


Mill  pond  on  Broad  Brook.  Broad  Brook  joins 
the  Manhan  River,  a  tributary  of  the  Connec- 
ticut, 1  mile  below  sewer  ontlet. 


Tributary  of    Sudbury  and    Concord    rivers. 

Purification  works. 
Tributary  of  Charles  River.    Purification  works. 

Tributary  of  Miller's  River.   Purification  works. 


Tributary  of  Deerfield  River. 


Tributary   of   Blackstone   River.    Purification 
works. 
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Table  showing  the  Inland  Cities  and  Towns  in  Massachusetts  having 
Systems  of  Sewerage,  and  the  Stream  or  Other  Body  of  Water 
into  which  the  sewage  oli  effluent  from  sewage  purification 
Works  is  discharged — Concluded. 


ClTT  OR  TOW5. 

Stream  or  Body  of  Water 

Into  which  Sewage 

or  Sewage  Effluent  is  discharged. 

Remarks. 

Leicester,     . 
Lenox, ... 

Housatonic  River, 

Tributary   of    Blackstone   River.    Purification 

works. 
Purification  worka. 

Leominster, . 

Monoosnock  Brook, 

Tributary  of  North  Branch  of  Nashua  River. 

Longmeadow, 

Connecticut  River, 

Purification  worka. 

Lowell, 

Merrimack  River. 

Ludlow, 

Chicopee  River. 

Marlborough, 
Maynard, 

Aaeabet  River,      .... 

Tributary   of    Sudbury   and   Concord   rivers. 

Purification  works. 
Tributary  of  Concord  River. 

Medfleld,      . 

Charles  River 

Purification  works. 

Methaen, 
MlddJeborongh,  . 

Spleket  River,       .... 
Nemasket  River 

Tributary  of  Merrimack  River.  Methuen  aewage 

discharges  into  sewers  of  city  of  Lawrence. 
Tributary  of  Taunton  River. 

MUford, 

Charles  River. 

Mootagne,    • 

Connecticut  River. 

Naiiek, 

North  Adams,     . 

Bannister  Brook,  .... 
Hooalek  River. 

Tributary   of    Budbury   and    Concord   rivers. 
Purification  works. 

Northampton, 

Mill  River, 

Tributary  of  Connecticut  River. 

North  Andover,  . 

Bhawsheen  River, .... 

Tributary  of  Merrimack  River. 

North  Brookfleld, 
Orange, 

Qnaboag  River,     .... 
Miller's  River. 

Tributary    of    Chicopee    River.      Purification 
works. 

Palmer,               . 

Qnaboag  River 

Tributary  of  Chicopee  River. 

Plttafield,     . 

Housatonic  River, 

Purification  works. 

Shelbarne,  . 

Deerfleld  River. 

Boathbrldge, 

Quinebaug  River, . 

Purification  worka. 

South  Had  ley,     . 

Conneetleut  River. 

Bpeoeer, 
BprlDgfield, . 
Btoekbridge, 

Quaboag  River 

Connecticut  River, 
Housatonic  River,        .       . 

Tributary  of  Chicopee  River.  Purification 
works. 

A  portion  of  sewage  is  discharged  into  the  Chic- 
opee River. 

Purification  works. 

Tanntoo, 

Tannton  River. 

rt  are,  .       ■ 

Ware  River, 

Tributary  of  Chicopee  River. 

Webster, 

French  River. 

Weetborougb,     . 
Westfield,    . 

Asaabet  River,      .... 
Westfield  River. 

Tributary  of  Concord   River.     Purification 
works. 

West  BprlDgfield, 

Connecticut  and  Westfield  rivers. 

WilUamstown,    . 

Hooslek  River. 

Worcester,  . 

BlackJtope  River, .       ...      ...     . . 

Purification  worka, 
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In  addition  to  the  pollution  caused  by  the  sewage  of  the  cities  and  towns 
given  in  the  foregoing  table  and  by  the  discharge  of  sewage  at  private  out- 
lets, moet  of  the  streams  of  the  State  are  also  polluted  by  solid  and  liquid 
wastes  from  manufacturing  processes  discharged  from  factories  and  mills. 
While  the  act  under  which  these  investigations  are  made  mentions  only  the 
sewer  outlets  of  cities  and  towns,  it  has  been  deemed  essential  to  obtain  in- 
formation also  as  to  the  character  and  quantity  of  the  manufacturing  wastes 
discharged  into  the  various  streams,  since  it  is  well  known  that  some  of  the 
most  objectionable  nuisances  are  due  solely  to  such  wastes.  Information 
relative  to  the  quantity  of  objectionable  wastes  discharged  into  streams 
from  factories  and  mills  has  therefore  been  collected,  and  is  presented  in 
connection  with  the  results  of  the  examination  of  sewer  outlets. 

Before  proceeding  to  consider  these  results  in  detail,  certain  general  con- 
ditions affecting  the  disposal  of  sewage  into  streams  and  ponds  will  first  be 
referred  to. 

Absolutely  pure  water  is  not  found  in  nature,  and  all  natural  waters  in 
the  State  contain  mineral  and  organic  matters  taken  up  from  the  vegeta- 
tion, the  soil  and  the  rocks  with  which  the  water  comes  in  contact.  The 
quality  of  the  water  of  most  of  the  larger  rivers  and  ponds  in  Massachusetts 
is  also  affected  directly  or  indirectly  by  sewage  or  other  wastes  of  human 
life. 

In  the  consideration  of  the  sanitary  condition  of  the  inland  waters  of  the 
State,  those  waters  which  are  not  affected  by  the  wastes  of  human  life  may 
be  classed  as  normal,  while  those  which  are  polluted  by  sewage  or  manu- 
facturing wastes  are  classed  as  polluted  waters.  For  the  purposes  of  this 
report  the  waters  of  sparsely  populated  water-sheds  unaffected  by  direct 
sewage  pollution  will  be  assumed  to  be  normal. 

Thb  Natural  Character  of  Unpolluted  Waters  of  Streams  and 

Ponds  in  Massachusetts. 

The  chemical  analyses  of  unpolluted  waters  from  many  streams  and 
ponds  show  that  natural  waters  differ  greatly  in  character.  These  differ- 
ences are  due  to  differences  in  topography,  and  in  the  character  of  the  soil 
and  the  rocks  of  the  water-sheds  from  which  the  waters  are  derived.  The 
waters  of  streams  and  ponds  derived  from  water-sheds  free  from  swamps 
or  meadows  are  usually  nearly  colorless,  and  contain  but  little  organic  mat- 
ter ;  while  waters  derived  from  swampy  water-sheds  are  generally  highly 
colored,  and  contain  a  comparatively  large  quantity  of  organic  matter. 

The  quantity  of  mineral  matter  present  naturally  in  the  waters  of  most 
streams  and  ponds  in  Massachusetts  is  small,  but  in  some  portions  of  the 
State  the  mineral  matter  naturally  present  in  the  water  is  high,  owing  to 
the  presence  of  limestone. 

The  results  of  chemical  analyses  of  normal  waters  from  many  different 
sources  show,  upon  comparison,  marked  differences  in  the  quantity  and. 
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character  of  tbe  organic  matter  present  in  the  water,  in  the  color,  in  the 
quantity  of  mineral  matters  present  and  in  other  respects.  In  the  follow- 
ing tables  characteristic  analyses  from  several  different  sources  are  pre- 
sented, illustrating  some  of  the  more  important  differences  in  the  character 
of  normal  waters,  as  shown  by  chemical  analysis. 

Chemical  Analyses  op  tbe  Water  op  Rivers. 


Chemical  Analyses  of  thk  Water  ok  Ponds. 


z 

... 

o.os 

001S.O0TI.OM1 

■~vnt" 

ii 

0.4    L**»  I'lMUDt,  HODMflM. 

0.4   Loos  Pood,  Lakcvllla. 
0.T   Gnat  Pood,  Weymouth. 

0.8   Ludlow  nicTTOIr,  Bprlogneld. 
0.3   Fall  Brook  rtMirolt-,  Laomlailer. 

The  analyses  presented  in  the  foregoing  tables  are  the  results  in  each 
case  of  an  average  of  several  analyses  of  the  water  of  the  source  at  differ- 
ent seasons  of  the  year,  and  represent,  as  well  as  practicable,  tbe  average 
character  of  the  water  in  each  case.  It  will  be  seen  that  there  are  very 
great  differences  in  the  quantity  of  the  various  substances  contained  in  tbe 
different  waters;  and  before  calling  attention  to  the  causes  of  these  differ- 
ences, it  will  be  of  advantage  to  consider  briefly  the  meaning  of  tbe  various 
determinations. 

In  the  interpretation  of  the  results  of  chemical  analyses  of  the  waters  of 
ponds  and  streams  in  Massachusetts  the  quantity  of  albuminoid  ammonia 
may  be  taken  to  represent  the  quantity  of  nitrogenous  organic  matter  prea- 
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ent  in  the  water.  This  organic  matter  may  be  of  three  different  classes : 
first,  that  which  is  dissolved  from  the  vegetation  and  soil  with  which  the 
water  comes  in  contact ;  second,  that  which  is  due  to  the  presence  of  living 
or  dead  organisms  in  the  water;  third,  that  which  is  due  to  pollution  by 
sewage  or  other  wastes  of  human  life. 

Organic  matter  due  to  the  first  of  these  causes  is  ordinarily  very  perma- 
nent in  character,  and  many  experiments  with  such  waters  have  shown  that 
this  organic  matter  will  generally  remain  constant  in  composition  for  months 
without  developing  indications  of  decay.  Organic  matter  of  the  second 
class,  that  which  is  due  to  living  or  dead  organisms,  has  commonly  very 
little  effect  upon  the  quantity  of  organic  matter  present  in  streams.  The 
microscopic  organisms  do  not  flourish  in  running  water,  and  have  not  been 
found  to  be  present  in  the  water  of  streams  in  the  State  in  considerable 
quantities,  excepting  in  streams  which  derive  a  large  portion  of  their  flow 
from  a  pond  or  reservoir.  In  ponds  and  reservoirs,  on  the  other  hand, 
microscopic  organisms  often  increase  largely  the  quantity  of  organic  matter 
present  in  the  water,  and  the  number  of  organisms  present  may  be  so  great 
that  an  odor  caused  by  this  organic  matter  may  be  detectable  in  the  neigh- 
borhood of  the  pond.  This  rarely  occurs,  however,  except  in  cases  where 
the  growth  is  enormous.  Upon  the  decay  of  the  organisms  in  such  cases 
they  sometimes  collect  in  considerable  quantities  near  the  shore  of  a  pond, 
and  cause  an  objectionable  odor  in  their  immediate  neighborhood. 

The  free  ammonia  present  in  a  pond  or  stream  may  be  taken  as  evidence 
of  decomposition  in  progress  in  the  water.  Free  ammonia  is  a  character- 
istic ingredient  of  sewage,  and  consequently  is  generally  a  valuable  index 
of  pollution.  In  general,  very  little  free  ammonia  is  present  in  normal 
waters  of  streams  and  ponds.  In  deep  ponds,  however,  the  quantity  of 
free  ammonia  may  be  large  at  times,  on  account  of  the  accumulation  of 
products  of  decay  of  organic  matters  in  such  waters.  In  many  ponds  and 
reservoirs,  especially  those  of  considerable  depth,  there  is  a  stagnant  layer 
in  the  bottom  during  the  warmer  portion  of  the  year,  in  which  the  products 
of  decomposition  from  the  upper  layers  accumulate,  and  when  the  water 
turns  over  in  the  fall,  this  decomposing  organic  matter  is  distributed  through 
all  the  water  of  the  pond.  It  is  important  to  take  this  into  account  in  con- 
sidering the  results  of  chemical  analyses  of  ponds  and  reservoirs. 

The  presence  of  nitrites,  like  that  of  free  ammonia,  indicates  a  change 
going  on  in  the  water.  In  surface  waters  nitrites  are  not  usually  present 
in  any  considerable  quantity,  except  in  waters  polluted  by  sewage  or  man- 
ufacturing wastes. 

The  quantity  of  nitrogen  in  the  form  of  nitrates  present  in  the  surface 
waters  of  the  State  is  not  usually  great,  though  it  is  seldom  that  nitrates 
are  completely  absent.  The  nitrates  signify  the  complete  mineralization  of 
organic  matter,  and  the  presence  of  high  nitrates  must  be  considered  an 
evidence  of  the  previous  pollution  of  the  water.     They  are  rarely  present  in 
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significant  quantities  in  surface  waters,  since  they  furnish  a  ready  food  for 
organisms  of  all  kinds  in  water  exposed  to  light. 

All  of  the  waters  of  unpolluted  sources  in  the  State  contain  chlorine,  one 
of  the  component  parts  of  common  salt ;  and  one  of  the  earliest  results  of 
the  regular  examinations  of  inland  waters  in  Massachusetts  was  the  dis- 
covery that  the  quantity  of  chlorine  present  in  normal  waters  diminished 
regularly  as  the  distance  from  the  sea  shore  increased.  It  was  thus  prac- 
ticable to  establish  very  closely  for  all  parts  of  the  State  a  normal  chlorine, 
showing  the  natural  amount  of  chlorine  present  in  unpolluted  waters,  which, 
though  somewhat  variable,  varies  within  narrow  limits.  This  fact  has  been 
of  the  greatest  importance  in  the  investigations  of  the  pollution  of  streams 
and  ponds,  as  well  as  other  sources,  since  chlorine  is  a  characteristic  in- 
gredient of  sewage  and  does  not  change,  and  the  excess  of  chlorine  in  any 
water  above  the  normal  for  that  water-shed  is  an  index  to  the  degree  of 
sewage  pollution  which  the  water  has  received.  The  normal  ranges  from 
approximately  2  parts  per  100,000  close  to  the  sea  shore  to  about  .05  of  a 
part  in  the  extreme  western  part  of  the  State.  The  chlorine  present  in 
sewage  of  cities  and  towns  in  the  State  ranges  from  3  to  15  parts  per 
100,000. 

The  color  observed  in  surface  waters  is  derived  from  vegetation,  such  as 
wood,  leaves  and  grasses  and  peaty  soil.  Water  which  has  been  long  in 
contact  with  vegetable  matter  in  swamps  has  a  deep  color,  usually  a  yel- 
lowish brown. 

The  oxygen  consumed  may  be  taken  to  represent  the  carbonaceous  mat- 
ter in  the  water.  Natural  waters  derived  from  swampy  water- sheds  are  high 
in  oxygen  consumed,  while  in  waters  containing  bat  little  organic  matter 
the  oxygen  consumed  is  low. 

The  residue  on  evaporation  shows  the  amount  of  mineral  and  organic 
matter  in  water.  In  normal  waters  the  amount  of  residue  depends  on  the 
character  of  the  soil  and  rocks  of  the  water-shed  from  which  the  water  is 
derived.  In  the  greater  part  of  the  State  the  character  of  the  soil  and 
rocks  is  such  that  the  total  solids  in  normal  waters  are  small,  —  often  less 
than  2  parts  per  100,000.  In  the  western  portion  of  the  State  and  in  a 
small  area  in  the  north  central  portion  the  natural  waters  contain  much 
more  mineral  matter,  on  account  of  the  presence  of  limestone  in  these 
regions,  which  is  readily  dissolved  and  taken  up  by  the  water. 

Referring  now  to  the  table  of  analyses  on  page  816,  it  will  be  seen  that 
the  color  and  quantity  of  organic  matter,  as  represented  by  the  albuminoid 
ammonia,  in  the  waters  of  the  Shawsheen  and  Ipswich  rivers,  for  example, 
is  much  greater  than  in  the  waters  of  the  Hoosick  and  Westfield  rivers. 
The  excessive  color  and  organic  matter  present  in  the  waters  of  the  Ipswich 
and  Shawsheen  rivers  are  due  to  the  contact  of  those  waters  with  vege- 
table matters  in  swamps.  The  water-sheds  of  these  rivers  are,  for  the 
most  part,  quite  flat,  and  there  are  extensive  swamps  along  the  main  streams 
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and  their  tributaries,  through  which  the  water  falling  upon  the  surface  of 
the  ground  passes  very  slowly  to  the  streams,  giving  abundant  opportunity 
for  the  water  to  take  up  organic  matter  from  the  vegetable  matter  with 
which  it  comes  in  contact.  The  Hoosick  and  Westfield  rivers,  on  the  other 
hand,  flow  from  water-sheds  having  steep  slopes,  with  few  swamps  and 
meadows ;  and  the  water  from  the  rainfall  flows  off  rapidly  into  the  streams, 
without  opportunity  to  stand  for  any  considerable  time  in  contact  with 
leaves  or  other  vegetable  matter. 

While  the  quantity  of  albuminoid  ammonia  present  in  the  waters  of  the 
Ipswich  and  Shawsheen  rivers  is  very  large,  as  compared  with  that  present 
in  the  waters  of  the  Hoosick  and  Westfield  rivers,  organic  matter  of  this 
kind,  as  already  stated,  is  very  permanent  in  character ;  and  although  this 
organic  matter,  together  with  the  high  color  and  vegetable  odor  character- 
istic of  these  waters,  would  make  them  undesirable  for  the  purposes  of  a 
public  water  supply,  such  waters  are  not  injurious  for  drinking,  and,  when 
unpolluted,  will  not  become  in  any  way  offensive  when  flowing  in  a  stream 
or  stored  in  a  pond  or  reservoir.  Notwithstanding  the  large  quantity  of 
organic  matter  contained  in  such  waters,  as  compared  with  the  waters  of 
the  Hoosick  and  Westfield  rivers,  there  is  no  evidence  that  pollution  by 
sewage  or  manufacturing  wastes  has  a  more  noticeable  or  more  injurious 
effect  upon  them  than  upon  the  waters  of  streams  which  contain  but  little 
organic  matter. 

The  analyses  of  the  waters  of  the  Ware  and  Nashua  rivers  given  in  the 
table  illustrate  the  character  of  the  water  of  streams  in  hilly  regions  con- 
taining somewhat  more  swampy  land  than  the  water-sheds  of  the  Westfield 
and  Hoosick  rivers,  but  much  less  than  those  of  the  Shawsheen  and  Ipswich 
rivers. 

The  analysis  of  the  water  of  the  Hoosick  River  shows,  in  the  high  total 
residue  on  evaporation  and  in  the  hardness,  the  effect  of  the  presence  of 
limestone  within  its  water-shed,  —  a  substance  which  is  not  present,  in  any 
considerable  quantity  at  least,  in  the  water-sheds  of  the  other  sources  men- 
tioned in  the  table. 

* 

In  the  table  of  analyses  of  waters  of  ponds  and  reservoirs  it  will  be 
seen  that  there  is  even  a  wider  difference  between  the  quantity  of  organic 
matter  present  in  the  waters  of  the  different  sources  than  in  the  case  of  the 
rivers.  The  waters  of  Lake  Pleasant  in  Montague  and  Silver  Lake  in 
Pembroke  are  similar  in  character  to  many  pond  waters  derived  from  water- 
sheds free  from  swamps,  and  which  are  stored  in  ponds  having  bottoms 
nearly  free  from  organic  matter.  The  water-shed  of  Lake  Pleasant  in 
Montague  consists  partly  of  steep  hillsides  and  partly  of  a  flat,  sandy  plain. 
The  water-shed  of  Silver  Lake  consists  largely  of  gently  rolling  country, 
having  a  coarse,  gravelly  soil,  so  that  much  of  the  water  enters  the  lake  by 
percolation  through  the  ground.  The  water-sheds  of  Long  Pond  in  Lake- 
ville  and  Great  Pond  in  Weymouth  contain  large  areas  of  swampy  land, 
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and  the  waters  from  these  water-sheds  are  characterized  by  a  high  color 
and  a  much  larger  quantity  of  organic  matter  than  the  waters  from  the 
water-sheds  previously  mentioned.  This  organic  matter,  like  that  of  the 
Ipswich  and  Shawsbeen  rivers,  is  of  the  stable  kind,  and  both  ponds  are 
sources  of  public  water  supply,  as  are  Lake  Pleasant  and  Silver  Lake. 

The  analyses  of  the  next  two  sources  —  Wannacomet  Pond  and  Ludlow 
reservoir —  show  the  character  of  the  water  of  ponds  affected  at  times  by 
great  growths  of  microscopic  organisms.  These  organisms  render  these 
waters,  which  are  used  as  sources  of  public  water  supply,  offensive  to  taste 
and  smell  at  certain  seasons  of  the  year.  The  odor  of  the  water  of  these 
sources,  when  the  organisms  are  most  abundant,  can  be  noticed  near  the 
shores  of  the  ponds,  and  masses  of  organisms  sometimes  collect  near  the 
shores,  and  cause  an  offensive  odor  in  their  neighborhood. 

Artificial  storage  reservoirs  present  the  same  general  characteristics  as 
natural  ponds.  The  water  of  Fall  Brook  reservoir,  the  analysis  of  which 
is  presented  in  the  table,  is  low  in  color  and  organic  matter ;  while  the 
water  of  Ludlow  reservoir  contains  usually  an  excessive  number  of  organ- 
isms during  the  greater  portion  of  the  year,  and  a  very  large  quantity  of 
organic  matter. 

The  greatest  differences  in  the  quantity  of  organic  matter  present  in  a 
water  are  found  in  the  waters  of  the  sources  most  affected  by  microscopic 
organisms.  The  quantity  of  organic  matter  present  in  the  waters  of  Wan- 
nacomet Pond  and  the  Ludlow  reservoir  in  the  summer  season  may  often 
rise  to  three  or  four  times  the  average  quantity  mentioned  in  the  table. 
On  the  other  hand,  the  waters  of  the  ponds  lowest  in  organic  matter  shown 
in  the  table  do  not  vary  greatly  from  month  to  month ;  nor  do  the  brown 
waters  drawn  from  swampy  water-sheds,  though  high  in  organic  matter, 
show  material  variations.  The  seasonal  changes  in  the  quantity  of  organic 
matter  present  in  the  water  of  the  various  sources  are  illustrated  by  the  fol- 
lowing tables,  which  show  the  quantity  of  albuminoid  ammonia  present  at 
different  seasons  of  a  year  in  the  waters  of  several  of  the  sources  men- 
tioned in  the  tables. 


Quantity  of  Albuminoid  Ammonia  in  River  Waters  in  Different  Months 

of  the  Year. 
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South  Branch  Hoostck,  above  Adams, 
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.0117 

.0124 

.0162 

.0142'. 0180 

.0136 

.0112 

- 

Middle  Branch  Wee t field,  at  Hunt- 

ington. 
Ipswich,  at  Reading  pumping  station, 

.0142 
.0276 

.0078 
.0288 

.0108 
.0184 

.0086 
.0812 

.0078 
.0812 

.0104 
.0286 

.0088 
.0214 

.0072 
.0158 

.0008 
.0830 

.0116 
.0180 

.0048 
.0218 

.0064 
.0250 

South  Branch  Nashua,  above  Clinton, 

.0164 

.0128 

.0906  .0192 

1 

.0102 

.0188 

.0202 

.0248 

.0204 

.0126 

.0174 

.0160 

Ware,  at  Cold  Brook  station,  Barre, 

.0164 

.0114 

.0118.0110 

.0208 

.0208 

.0222 

.0248 

.0282 

.0220 

.0108 

.0176 
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Quantity  of  Albuminoid  Ammonia  in  Pond  Waters  in  Different  Months 

of  the  Year. 
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Great  Pond, 
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Wannaoomet  Pond,    .... 
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.0114 
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.0284 
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Ludlow  reservoir,       .... 

.0358 

.0814 

.0800 

.0186 
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.0188 
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.0150 

.0132 
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.0148 

The  differences  in  the  natural  quality  of  the  water  of  a  stream  from  month 
to  month  and  from  year  to  year  are  ordinarily  of  little  consequence  in  con- 
sidering the  effect  of  the  pollution  of  streams ;  but,  as  shown  by  the  results 
given  in  the  tables,  there  are  instances,  especially  in  the  case  of  ponds, 
where  it  is  important  to  take  such  differences  into  account. 

The  foregoing  analyses  of  the  waters  of  rivers  and  ponds  indicate  that 
there  are  wide  differences  in  the  quantity  of  organic  matter  present  in  nat- 
ural waters  at  different  seasons  of  the  year  and  under  various  conditions  ; 
and  experience  has  clearly  shown  that  the  determination  of  the  albuminoid 
ammonia  in  water  does  not  in  itself  convey  any  information  as  to  the  char- 
acter of  the  organic  matter  in  the  water,  and  that,  in  order  to  determine  the 
significance  of  the  organic  matter  shown  by  the  albuminoid  ammonia,  in  a 
given  water,  it  is  necessary  to  make  certain  other  determinations,  and  to 
have  a  knowledge  of  the  source  of  the  water  and  the  circumstances  by  which 
its  character  may  be  affected. 

It  will  be  seen  from  the  tables  that  a  considerable  quantity  of  free  ammo- 
nia is  present  in  the  waters  of  streams  and  ponds  unaffected,  or  not  mate- 
rially affected,  by  sewage  pollution,  but  that  the  quantity  of  nitrites  in  such 
waters  is  low.  The  nitrates,  as  already  indicated,  are  of  little  importance 
in  the  consideration  of  the  quality  of  surface  waters.  The  oxygen  con- 
sumed and  the  color  of  the  water  follow  in  general  the  quantity  of  albumi- 
noid ammonia. 

Microscopical  organisms  which,  when  present  in  large  numbers,  affect 
greatly  the  quality  of  the  water  of  ponds  and  reservoirs,  are  not  found 
naturally  in  river  waters  in  any  considerable  numbers,  excepting  in  rivers 
whose  waters  are  derived  largely  from  lakes  and  ponds ;  and  the  presence 
of  microscopical  organisms  in  river  waters  is  not  generally  important  in 
the  study  of  the  sanitary  condition  of  a  stream.  Many  organisms  of  the 
larger  varieties,   however,  flourish  in  streams  under  conditions  adapted 
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to  their  growth;  and  many  sewage-polluted  streams  contain  plants  or 
organisms  common  to  such  streams,  and  not  usually  found  in  unpolluted 
waters.  Great  quantities  of  Beggiatoa,  Leptomitus  and  similar  fungi,  white 
or  gray  in  color,  are  often  present  about  sewer  outlets  and  in  grossly  pol- 
luted streams,  where  they  grow  clinging  to  the  sides  and  bottom  of  the 
stream.  The  filamentous  Algoe  are  often  found  in  great  numbers  in  pol- 
luted streams,  but  usually  farther  away  from  the  point  of  pollution  than  the 
other  organisms  mentioned. 

Bacterial  examinations  of  the  waters  of  some  of  the  polluted  streams 
have  been  made  in  connection  with  the  chemical  analyses,  but  such  examina- 
tions have  not  been  general.  Where  such  examinations  have  been  made 
they  have  consisted  only  in  a  determination  of  the  total  numbers  of  bacteria 
present. 

Flow  op  Streams. 

The  quantity  of  water  flowing  in  the  streams  of  Massachusetts  varies 
greatly  in  different  seasons  of  the  year.  In  a  long  series  of  years  the 
quantity  of  water  flowing  in  the  months  of  May  and  December  represents, 
on  the  whole,  approximately  the  average  for  the  entire  year ;  but  between 
these  months,  in  the  warmer  portion  of  the  year,  the  quantity  flowing  is 
often  but  a  small  fraction  of  the  average,  while  the  quantity  in  the  winter 
and  spring  is  much  greater  than  the  average. 

The  wide  difference  between  the  natural  flow  of  a  stream  in  the  winter 
and  spring  and  the  flow  in  summer  and  autumn  is  illustrated  by  the  accom- 
panying table,  showing  the  average  monthly  flow  of  the  Sudbury  River  per 
square  mile  of  water-shed  for  many  years :  — 
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There  are  water-sheds  which  contain  very  extensive  areas  of  coarse  sandy 
or  gravelly  soil,  which  absorb  much  water  from  the  rainfall  in  the  winter 
and  spring  months,  and  yield  it  gradually  to  the  streams  in  the  drier  por- 
tion of  the  year,  thus  maintaining  a  much  higher  flow  in  the  drier  season 
than  is  indicated  by  the  flow  of  the  Sudbury  River.  On  the  other  hand, 
there  are  streams  which  become  entirely  dry  in  the  summer  season. 

The  flow  of  the  Sudbury  River,  as  presented  in  the  table,  shows  the 
average  flow  distributed  throughout  the  twenty-four  hours  of  the  day,  un- 
affected by  the  draft  of  water  from  storage  reservoirs  to  increase  the  flow 
of  the  stream,  or  by  other  circumstances  which  affect  the  quantity  of  water 
flowing  in  most  of  the  streams  of  the  State.  The  natural  flow  of  nearly  all 
streams  in  Massachusetts  has  been  modified  to  a  greater  or  less  degree  in 
the  development  and  use  of  the  streams  as  sources  of  power  in  manufac- 
turing. On  most  of  the  larger  streams  of  the  State  there  are  large  storage 
reservoirs,  in  which  water  is  collected  during  the  wetter  portion  of  the 
year,  to  be  used  in  maintaining  the  flow  of  the  stream  in  the  drier  portion  ; 
and  accordingly  the  dry-weather  flow  of  most  of  the  streams  of  the  State 
is  greater  than  that  recorded  on  the  Sudbury  River,  as  given  in  the  table. 
Observations  of  the  flow  of  other  streams,  however,  show  that  the  flow  of 
some  streams,  especially  the  smaller  ones,  may  be  less  per  square  mile  in 
dry  weather  than  that  shown  by  the  Sudbury  records ;  and,  as  already 
noted,  some  streams  become  entirely  dry  in  dry  weather. 

Factories  and  mills  are  operated,  as  a  rule,  during  a  period  of  ten  hours 
of  the  day,  and  the  mill  ponds  above  factory  dams  are  drawn  upon  for  the 
requirements  of  the  factory  usually  only  during  these  hours.  In  the  drier 
portion  of  the  year  the  whole  flow  of  a  stream  maybe  drawn  through  canals, 
and  the  bed  of  the  stream  may  remain  uncovered  during  the  daytime,  at 
least,  between  the  dam  and  the  point  or  points  where  the  water  is  again 
restored  to  the  stream.  Where  a  mill  pond  is  of  large  size,  compared  to 
the  flow  of  the  stream,  it  is  often  practicable  to  store  much  of  the  night  flow 
of  the  stream,  thus  allowing  the  bottom  below  the  dam  to  remain  uncovered 
for  a  period  of  many  hours  at  night  or  other  times  when  the  mill  is  not 
running.  The  variations  in  the  flow  of  streams,  due  to  their  use  in  manu- 
facturing, are  of  great  importance  in  connection  with  the  use  of  the  streams 
as  places  of  sewage  disposal. 

Quantity  of  Sewage  discharged  from  Cities  and  Towns. 

The  sewage  of  cities  and  towns  consists  of  liquid  matters  discharged  from 
water-closets,  sinks,  bath-tubs  and  other  fixtures  in  dwelling  houses,  stores, 
offices  and  factories,  together  with  a  greater  or  less  quantity  of  waste 
liquors  from  manufacturing  processes  in  factories  and  mills ;  and  ordinarily 
a  very  large  and  variable  quantity  of  water  which  finds  its  way  into  the 
sewers  partly  by  percolation  of  water  through  cracks  or  defective  joints  in 
the  sewers  or  in  the  house  sewers  connected  therewith,  and  partly,  also,  at 
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times  of  rain,  by  leakage  of  rain  water  through  perforated  man-hole  covers 
or  through  other  direct  openings  into  the  sewers.  In  combined  systems  of 
sewerage  the  sewers  also  receive  great  quantities  of  surface  water  at  times 
of  rain,  or  when  snow  is  melting ;  and  the  flow  in  such  sewers  may  be 
increased  at  such  times  to  a  quantity  amounting  to  several  times  the  ordi- 
nary flow  of  sewage,  and  a  considerable  quantity  of  organic  and  mineral 
matter  may  be  brought  into  the  sewers  in  the  rain  water  from  street  sur- 
faces, etc. 

The  quantity  of  water  used  from  the  public  water  supply  in  a  city  or 
town  is  not  a  reliable  indication  as  to  the  probable  quantity  of  sewage  flow- 
ing in  the  sewers.  The  leakage  into  the  sewers  from  the  various  causes 
mentioned  increases  the  quantity  of  sewage  flowing  in  the  sewers  of  a  city 
or  town  at  times  to  an  amount  much  beyond  the  quantity  of  water  used 
from  the  public  water  works. 

In  the  following  table  records  are  given  of  the  measurements  of  flow  of 
sewage  from  several  of  the  separate  systems  of  sewers  of  the  State,  and 
the  quantity  of  water  used  from  the  public  water  supply :  — 

Average  Flow  op  Sewage  and  Average  Consumption  op  Water,  by 

Months,  1902. 

[Gallons  per  Day.] 


Month. 


Brockton  (Estimated 
population,  43,820). 


Water. 


Sewage. 


January,     . 
February,  . 
March, 
April, . 
May,    . 
Jane,  . 
July,  . 
August, 
September, 
October,     . 
November, 
December, . 

Average  for  the  year 


1,888,000 
1,402,000 
1,200,000 
1,167,000 
1,404,000 
1,680,000 
1,440,000 
1,448,000 
1,806,000 
1,411,000 
1,258,000 
1,487,000 


1,800,000 


968,000 
798,760 
1,976,499 
921,288 
682,606 
697,804 
672,486 
607,665 
607,607 
669,010 
619,917 
904,065 


767,080 


Natick  (Estimated 
Population,  9,758). 


Water. 


Sewage. 


886,800 
880,000 
866,700 
879,200 
880,800 
500,000 
892,900 
856,600 
421,400 
412,800 
416,000 
464,400 


408,800 


906,866 
627,998 
1,482,875 
971,287 
608,796 
860,886 
885,684 
209,000 
258,000 
427,700 
202,000 
627,000 


581,000 


Fkaminoram  (Estimated 
Population,  12,018) 


Water. 


Sewage, 


447,488 
402,070 
878,484 
898,096 
888,580 
441,074 
413,727 
441,807 
493,229 
403,001 
402,976 
429,816 


420,000 


788,981 
690,226 
951,970 
801,298 
600,600 
497,746 
446,130 
447,800 
482,150 
463,985 
447,678 
644,055 


579,800 


Note.  — The  sewers  In  Brockton  are  not  used  by  so  large  a  proportion  of  the  population  supplied 
with  water  as  In  the  other  places  mentioned. 

The  variation  in  the  flow  of  sewage  in  the  different  seasons  of  the  year  is 
due  very  largely  to  variations  in  leakage  of  water  into  the  sewers.  The 
flow  of  sewage  from  the  various  systems  of  sewers  is  generally  highest  in. 
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the  early  spring,  when  the  ground  is  saturated  with  water,  and  least  in  the 
latter  part  of  the  summer  or  early  autumn  when  the  level  of  the  ground 
water  is  lowest. 

The  quantity  of  sewage  flowing  from  a  system  of  sewers  also  presents 
considerable  variations  from  day  to  day  and  from  hour  to  hour.  The  vari- 
ations in  the  flow  of  sewage  from  hour  to  hour  are  well  illustrated  by  the 
table  on  page  330. 

In  order  to  illustrate  the  ratio  of  the  flow  of  sewage  from  a  city  or  town 
to  the  average  flow  of  a  stream,  the  following  table  is  presented,  showing 
the  average  flow  of  sewage  from  one  of  the  separate  systems  of  sewers  in 
the  State,  the  flow  of  which  is  not  affected  by  extraordinary  conditions, 
and  the  average  flow  of  a  stream  during  the  same  period  :  — 


Mouth. 


Flow  of  Ptream 
(Gallons  per 

Day  per 
8qoare  Mile). 


Flow  of  Sewage 

(Gallons  per 

Day). 


Ratio  of 

Stream  Flow 

to  bewage. 


January,  . 

February, 

March,       . 

April, 

May, .        . 

Jqim, 

Joly, 

August, 

September, 

October,   . 

November, 

December, 


Average  for  yoar. 


476,000 

4,160,000 

2,800,000 

1,980,000 

1,621,000 

874,000 

140,000 

109,000 

79,000 

182,000 

999,000 

961,000 


1,181,000 


496,000 
639,000 
768,000 
094,000 
661,000 
608,000 
861,000 
828.000 
882,000 
417,000 
477,000 
789,000 


642,000 


.96 

6.49 

8.70 

2.86 

2.84 

.62 

.41 

.62 

.24 

.44 

2.08 

1.29 


2.09 


Character  of  Sewagb  of  Cities  and  Towns. 

Sewage  has  been  defined  as  the  domestic  and  manufacturing  filth  and 
refuse  flowing  from  sewers,  and  is  to  be  distinguished  from  "  drainage/' 
which  refers  to  rainfall,  surface  and  subsoil  water  only.  As  has  been  al- 
ready shown,  sewage  derived  from  the  various  fixtures  in  dwellings,  stores, 
factories,  etc.,  from  which  it  is  discharged  into  the  sewers,  is  mingled  with 
a  greater  or  less  quantity  of  clean  water  from  the  public  water  supply, 
and  of  probably  fairly  clean  water  draining  from  the  ground  into  the 
sewers  through  leaks.  When  the  mixture  of  sewage  and  waste  water  in 
the  sewers  first  takes  place,  and  sewage  is  brought  in  contact  with  com- 
paratively clean  water  and  with  the  air,  the  disintegration  of  the  various 
matters  begins,  and  the  sewage  becomes  rapidly  mingled  with  the  water. 
The  decomposition  of  the  organic  matter  in  the  sewage  goes  on  rapidly, 
and  solid  matters  become  broken  up  and  finely  divided.  In  cases  where 
sewage  is  a  long  time  in  reaching  the  outlet,  the  odor  becomes  very  much 
more  offensive  than  that  of  fresh  sewage.  The  strength  of  the  sewage 
flowing  from  different  systems  of  sewers  differs  greatly,  on  account  of  dif- 
ferences in  the  quantity  of  water  used,  in  the  waste  or  leakage  into  the 
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sewers,  and  on  account  of  the  quantity  and  character  of  the  manufacturing 
wastes  discharged  into  the  sewers.  This  may  be  illustrated  by  the  follow- 
ing table,  showing  the  average  analyses  of  sewage  from  different  systems  :  — 

[Parts  per  100,000.] 


c 
o 
3 


o 
e 


1902 
1002 
1002 


Residue  ok  Evaporation. 


TOTAL  RESIDUE. 


-•     ■    •  V 
2     I  s> 


72.02 
88.48 
81.02 


63. 83!  18. 00 

| 
29.67,  8.81 

26.02   6.00 


LOSS  ON  IGNITION. 


5 
£ 


—  o 

0 


-i 

oft  c 


84.02 
16.65 
12.83 


22.16 

10.90 

9.26 


12.77 
5.66 
8.68 


Ammonia. 


4.7883 
2.7760 
1.6975 


ALBUMINOID. 


«4 
© 


5« 


.9058 

.4768 
.2807 


.4983 
.2920 
.1708 


.4076 
.1888 
.1099 


OXYOEN 

1 

Consumed. 

•d 

i 
i 

c 

& 

wi      1 

c 

5 

u 

,2 

o 

10.90 

5 

U, 

18.02 

8.84 

6.44 

8.63 

2.43 

4.63 

8.05 

2.12 

Brockton. 

Framtngham. 

Natlck. 


The  results  of  the  numerous  analyses  of  sewage  and  of  many  observa- 
tions upon  the  quantity  of  sewage  flowing  from  different  systems  indicate 
that  the  quantity  of  putrescible  organic  matter  in  ordinary  sewage  depends 
rather  upon  the  population  connected  with  the  sewers  than  upon  the  actual 
quantity  of  sewage  flowing  from  the  sewers.  That  is,  the  total  quantity  of 
organic  matter  discharged  in  the  sewage  from  a  given  population  is  prob- 
ably approximately  the  same,  whether  the  quantity  of  sewage  flowing  in 
the  sewers  is  large  or  small. 

This  may  be  illustrated  by  the  following  table,  in  which  is  given  (1)  the 
quantity  of  albuminoid  ammonia  in  the  sewage  of  four  cities  and  towns  in 
which  very  little  manufacturing  waste  is  discharged  into  the  sewers,  deter- 
mined from  the  results  of  numerous  analyses  of  samples  collected  at  fre- 
quent intervals,  and  (2)  the.  calculated  quantity  of  albuminoid  ammonia 
in  parts  per  100,000  that  these  amounts  would  represent  if  this  quantity  of 
organic  matter  had  been  contained  in  100  gallons  of  water  for  each  person 
connected  with  the  sewers. 


Citt  or  Town. 


Albuminoid 
Ammonia 

(Part* 
per  100,000). 


Calculated  Quantity 

of  Albuminoid 
Ammonia,  on  Basis 

of  100  Gallons 

per  Person  connected 

with  the  Sewers 

(Parts  per  100,000). 


Aodover, 
Brockton, 
Marlborough, 
Spencer, 


.82 
.84 
.30 
.35 


The  sewage  of  many  of  the  cities  and  towns,  however,  is  stronger  in  or- 
ganic matter,  on  account  of  the  discharge  of  manufacturing  wastes  into  the 
sewers,  than  the  sewage  of  the  places  mentioned. 
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Sewage  flowing  from  a  system  of  sewers  varies  in  strength  at  different 
seasons  of  the  year.  In  the  summer  and  early  fall,  wnen  the  leakage  into 
the  sewers  is  least,  the  sewage  is  generally  strongest ;  while  in  the  winter 
and  spring,  when  the  leakage  is  greatest,  the  sewage  is  much  more  dilate. 
There  are  considerable  variations  also  in  the  strength  of  sewage  from  day 
to  day.  There  is  a  very  great  variation  in  the  strength  of  sewage  in  the 
different  hoars  of  the  day,  the  strongest  being  found  at  the  time  of  maxi- 
mum flow  in  the  day,  while  the  sewage  is  weakest  at  the  time  of  minimum 
flow  at  night. 

The  variations  in  the  strength  of  sewage  at  different  seasons  of  the  year 
and  at  different  hours  of  the  day  are  illustrated  by  the  two  following  tables, 
the  first  showing  the  results  of  monthly  analyses  of  the  sewage  from  a  sep- 
arate system  of  sewers,  and  the  second  showing  the  character  of  the  sewage 
in  different  parts  of  the  day. 


Table  snowiNo  Results  of  Monthly  Analyses  of  Sewage  from  a 

Separate  System  of  Sewers. 

[Parta  per  100,000.] 


Months. 


Residue  on 
Evaporation. 


January, 
February, 
March, 
April, . 
May,    . 
Jane,  . 
July,   . 
August, 
September, 
October, 
November, 
December, 


31.00 
63.20 
40.20 
29.00 
24.40 
21.00 
86.40 
63.20 
74.00 
74.80 
76.80 
45.80 


AlfMOVlA. 


Free. 


8.1400 
8.0000 
8.8400 
0.5000 
1.6500 
0.0000 
8.4200 
5.4000 
4.8000 
7.0000 
7.4000 
2.0300 


Albuminoid. 


0.9000 
0.9800 
0.7400 
0.2700 
0.2800 
0.2000 
0.6600 
1.5200 
1.1400 
0.9400 
1.8000 
0.4900 


Chlorine. 


4.37 
5.40 
4.85 
3.80 
3.70 
3.20 
4.80 

14.05 
9.00 
9.20 

11.10 
4.90 
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Table  showing  Variations  in  the  Flow  and  in  the  Character  of  Sewaoe 

[P»rU  per  100,000.] ' 


Rate  of 

Rksidcr  ok  Evapobatiov. 

• 

u 
j 

Date. 

Hoar. 

Flow. 
Gallons 

Temper- 
ature. 

TOTAL  BK81DUE. 

LOSS 

OK  IOKITIOV. 

1 

per 
24  Hours. 

Deg.  F. 

Total. 

Dis- 
solved. 

Sus- 
pended. 

Total. 

Dis- 
solved. 

Sus- 
pended. 

1 

23366 

1898. 

May  31 

(  11.26  a.m.  and  { 
!        12.12  P.M.       ) 

478,600 

62.0 

79.00 

26.60 

62.60 

66.40 

10.00 

46.40 

2 

23866 

May  31 

1.11  and   2.18  p.m. 

474,400 

62.0 

86.00 

24.80 

11.20 

20.00 

10.20 

9.80 

3 

2336T 

May  81 

3.07  and   4.10  p.m. 

474,600 

62.6 

86.60 

20.60 

16.00 

21.00 

8.00 

13.00 

4 

28368 

May  81 

6.08  and    6.09  p.m. 

424,400 

62.2 

24.80 

16.20 

8.60 

11.80 

6.20 

6.60 

6 

23360 

May  81 

7.10  and    8.08  p.m. 

891,400 

62.6 

28.60 

18.90 

4.70 

10.00 

6.00 

4.00 

6 

23860 

May  81 

9.12  and  10.18  p.m. 

361,600 

61.3 

21.40 

4 

16.90 

6.60 

9.20 

4.80 

4.40 

7 

23361 

May  81 

i  11.16  p.m.  and  ) 
|       12.18  am*      j 

385,700 

61.0 

16.60 

13.60 

2.10 

6.00 

8.60 

1.60 

8 

28362 

June   1 

1.18  and   2.14  a.m. 

809,200 

60.6 

12.20 

11.60 

0.70 

4.40 

3.70 

0.70 

9 

23363 

Jane   1 

4.09  a.m. 

304,700 

60.0 

12.00 

11.20 

0.80 

8.80 

8.30 

0.60 

10 

28864 

Jnne   1 

6.12  and    6.18  a.m. 

811,600 

60.6 

11.40 

11.20 

0.20 

2.80 

2.80 

0.00 

11 

28866 

Jane   1 

7.16  and    8.12  a.m. 

891,100 

60.6 

24.00 

14.90 

9.10 

11.40 

3.90 

7.60 

12 

28366 

Jane    1 

9.10  and  10.02  a.m. 

419,400 

61.6 

47.40 

21.60 

26.90 

30.40 

8.10 

22.80 

13 

889,700 

61.4 

80.90 

18.00 

12.90 

17.10 

6.10 

11.00 

*  Jane  1. 

Manufacturing  Wastes. 

Manufacturing  wastes  of  various  kinds  are  very  important  factors  in  the 
pollution  of  streams,  and  the  present  condition  of  one  of  the  most  grossly 
polluted  streams  in  the  State  is  due  almost  wholly  to  the  discharge  of  man- 
ufacturing wastes  into  the  stream  and  its  tributaries.  The  manufacturing 
wastes  which  have  the  most  serious  effect  in  polluting  streams  and  are  most 
commonly  met  with  in  this  State  are  the  wastes  from  woolen  mills,  includ- 
ing the  wastes  from  the  scouring  of  wool  and  the  washing  and  dyeing  of 
cloth,  wastes  from  tanneries,  from  paper  mills,  from  shoddy  mills,  from 
print  works  and  from  rubber  mills,  silk  factories  and  gas  works. 

The  wastes  from  the  processes  of  wool-scouring  usually  contain  very  large 
quantities  of  dirt  and  organic  matter  of  various  kinds,  and  are  very  serious 
sources  of  pollution  of  streams  at  many  places.  An  examination  of  the 
quantity  of  water  used  in  scouring  wool  at  many  different  mills  in  the  State 
shows  that  it  ranges  from  approximately  1  gallon  per  pound  of  wool  scoured 
to  100  gallons  and  even  200  gallons  per  pound  of  wool  scoured.  The  proc- 
ess in'which  the  smaller  quantity  is  used  is  becoming  a  more  common  one, 
and  this  method  gives  a  waste  which  contains  a  very  large  quantity  of  organic 
matter  and  much  grease.  Characteristic  analyses  resulting  from  each  proc- 
ess are  given  in  the  table  on  pages  332  and  333. 
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from  a  Separate  System  or  Sewers  for  a  Period  of  Twenty-four  Hours. 

[Putt  par  100,000.] 


Ammonia. 

Chlorine. 

NlTKOGKM  AS 

Oxygen  Cohsumkd. 

ALBCMIVOII 

>. 

Nitrates. 

Nitrites. 

Unfiltered. 

Filtered. 

Free. 

Total. 

Dis- 
solved. 

Sus- 
pended. 

2.3400 

.5000 

.8800 

.2100 

4.00 

.0010 

.0000 

4.51 

1.74 

1 

1.5200 

.5600 

.2700 

.2000 

8.76 

.0010 

.0000 

4.67 

1.81 

2 

0.2170 

.5600 

.2800 

.2800 

8.28 

.0010 

.0000 

8.04 

1.81 

3 

1.4900 

.3100 

.1000 

.1200 

2.65 

.0000 

.0000 

1.78 

1.02 

4 

2.0800 

.4100 

.1900 

.2200 

8.78 

.0010 

.0000 

1.89 

1.28 

6 

1.5800 

.2600 

.1600 

.1000 

2.40 

.0010 

.0000 

1.50 

0.99 

6 

0.8680 

.2860 

.1000 

.1860 

2.37 

.0000 

.0000 

.    1.25 

0.77 

7 

0.2960 

.0600 

.0440 

.0160 

1.76 

.1440 

.0192 

0.85 

0.85 

8 

0.0060 

.0440 

.0200 

.0240 

1.60 

.1600 

.0176 

0.82 

0.81 

9 

0.1640 

.0440 

.0200 

.0240 

1.50 

.1800 

.0160 

0.32 

0.81 

10 

2.5700 

.8700 

.1700 

.2000 

2.73 

.0020 

'    .0000 

2.24 

1.20 

11 

8.7700 

.6000 

.8600 

.2400 

8.29 

.0000 

.0000 

4.18 

2.10 

12 

1.4040 

.3680 

.9010 

.1670 

2.98  ' 

.0820 

.0040 

2.48 

1.28 

18 

In  some  cases  wastes  from  woolen  mills  are  discharged  into  a  city  or 
town  sewerage  system,  greatly  increasing  the  strength  of  the  sewage. 
Wool- scouring  wastes  are  very  difficult  to  purify  by  methods  used  in  the 
purification  of  sewage,  though  they  can  be  readily  purified  by  intermittent 
filtration  when  mixed  with  a  large  quantity  of  ordinary  domestic  sewage. 
Processes  by  which  the  grease,  which  is  the  element  causing  the  most  seri- 
ous difficulty  in  the  purification  of  this  waste,  can  be  removed  and  a  valu- 
able product  recovered,  are  in  use  in  some  mills. 

In  the  process  of  washing  cloth  large  quantities  of  water  are  used,  and 
this  water  is  grossly  polluted  in  the  earlier  portion  of  the  process.  Toward 
the  end,  as  the  cloth  becomes  nearly  clean,  the  quantity  of  organic  matter 
is  small.  On  the  whole,  this  waste  has  a  serious  effect  in  the  pollution  of 
streams. 

Waste  liquors  from  the  process  of  dyeing  contain,  as  a  rule,  comparatively 
little  organic  matter,  especially  in  cases  where  aniline  dyes  are  used ;  and 
the  principal  injury  to  streams  resulting  from  the  discharge  of  such  wastes 
is  the  discoloration  of  the  water.  In  some  catoes  much  organic  matter  is 
washed  from  the  cloth  in  the  processes  of  dyeing ;  and  in  such  cases,  and 
in  cases  in  which  the  heavier  dyes  are  used,  very  considerable  pollution  of 
a  stream  may  result  from  the  discharge  of  spent  dye  liquors. 

Tannery  wastes  contain  great  quantities  of  putrescible  organic  matter, 
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and  the  quantity  of  organio  matter  in  the  wastes  from  a  large  tannery  may 
amount  to  as  much  as  that  present  in  the  sewage  from  a  town  of  consider- 
able size,  and  its  effect  upon  a  stream  is  similar  to  that  of  sewage.  A 
characteristic  analysis  of  tannery  sewage  is  given  in  the  accompanying 
table.  The  disinfectants  which  are  sometimes  used  for  the  preservation 
of  skins  of  animals  in  the  course  of  transportation  to  a  tannery  sometimes 
make  the  purification  of  such  wastes  difficult. 

The  wastes  from  paper  mills  are  derived  largely  from  the  washing  of 
rags  and  paper  used  for  stock,  and  from  the  water  used  in  paper  machines 
in  which  the  pulp  is  made  into  paper.  The  waste  from  the  washing  of 
stock  usually  contains  much  organic  matter,  and  the  quantity  is  large,  since 
a  large  quantity  of  water  is  used.  The  greatest  quantity  of  water  wasted 
from  paper  mills  comes  from  the  paper  machines,  and  the  wastes  from  some 
of  the  larger  machines  may  amount  to  from  500,000  to  1,000,000  gallons  in 
twenty-four  hours.  The  wastes  from  paper  machines  usually  contain  com- 
paratively little  pntrescible  organic  matter ;  and  experiments  indicate  that 
such  wastes  can  be  efficiently  purified  by  straining,  and  probably  valuable 
matter  recovered  that  would  otherwise  be  lost.  Wastes  from  the  washers 
and  beaters  can  also  probably  be  purified  efficiently  in  this  way  in  many 
cases. 

Wastes  from  shoddy  mills  consist  of  dirt  and  organic  matter  washed  from 
the  rags  used  as  stock,  and  large  quantities  of  acid  are  often  used  in  these 
mills.  Wastes  from  shoddy  mills  have  a  very  serious  effect  in  the  pollution 
of  streams. 

The  following  table  contains  analyses  of  many  of  the  important  manu- 
facturing wastes  irom  mills  of  different  kinds  in  the  State  which  have  the 
most  serious  effect  in  the  pollution  of  streams :  — 


Chemical  Analyses  of  Wastes  from  Various  Manufacturing  Processes. 

Waste  from  Washer  in  Paper  Mill. 

[Parts  per  100,000.] 


R&sidcu  on  Evaporation. 

j               Ammonia. 

Chlorine. 

1       OXTGfcX 
C'ONfcCMKO. 

I 

Rate  of 

How        ; 

TOTAL   RKSIDUK. 

LOSS  ON  IGNITION. 

• 

£ 

ALBUMINOID. 

1      * 

i    a 
s 

!    5 

(Gallons 
per  Day;. 

• 

6- 

dis- 
solved. 

Sus- 
pended. 

*-> 
o 
H 

Dis- 
solved. 

• 

Sus- 
pended. 

Dis- 
solved. 

-1 
.0300 

t 

200,000 

321.60 

152.00 

169.fr> 

1                 | 
128.80     62.60   76.20 

I              1 

.0500 

.4200 

.3000 

i 
i 

35.00 

26.60 

Waste  from  Paper  Machine. 


500,000 


57.00 


37.20 


19.80   20.20 


i 
16.80!  12.40 


.0496 


.0680 


.0264 


.0416 


7.32 


4.56 
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Chemical  Analyses  of  Wastes  from  Various  Manufacturing  Processes 

—  Concluded. 

Waste  from  Scouring  of  Wool. 

[Parts  per  100,000.] 


BK8IDUK  OK  EVAPOBATIOW. 

Ammonia. 

• 

o 

c 

i 

O 
26.66 

OXTOBH 

Consumed. 

Rate  of 

Flow 

(Gallon* 

per  Day). 

TOTAL  BKSIDUE. 

LOSS  OK  IGNITION. 

! 

ALBUMINOID. 

•6 
t 

5 

B 

* 

1 

Dis- 
solved. 

Sus- 
pended. 

• 

© 

Dis- 
solved. 

Sus- 
pended. 

• 

3 

O 

• 

2 

SI 

x  § 

a. 

400,000* 
21,0001 

147.40 
1606.00 

75.60 

71.80 

84.00 
1108.00 

12.40 

i 
■ 

21.60 

.0680 
6.1000 

.6800 
12.0700 

.2900    .2000 
6.8800  6.1000 

6.80 

186.20 

1 

4.80 

fFoate  /rowi  washing  Woolen  Cloth. 


820,0001 


2621.40 


1881.60 


739.80 


1890.00 


1344.60 


664.40 


1.820014.8000 


8.4000 


6.4000 


760.00 


726.00 


Waste  from  a  Tannery. 


200,000 


1.8168 


6.7000 


2.6200 


8.1800 


46.31 


71.87 


Waste  from  Dyeing. 


80,000 


268.20 
160.00 


260.00 
149.40 


8.20 
10.60 


113.60 
28.80 


108.00 
18.00 


6.60 
6.80 


1.7000 
1.4800 


1.2400 
.2100 


.6100 
.1800 


.6800 
.0800 


78.20 


77.50 
20.00 


76.60 
10.00 


*  Two  thousand  pounds  of  wool  per  day.  t  Four  thousand  pounds  of  wool  per  day. 

X  A  very  large  mill. 


Objectionable  Conditions  resulting  from  the  Discharge  of  Sewage 

into  Streams. 

The  most  objectionable  condition  that  may  result  from  the  discbarge  of 
sewage  into  streams  or  other  inland  waters  is  the  pollution  of  a  source  of 
water  supply.  In  Massachusetts  the  use  of  the  larger  rivers  as  direct 
sources  of  public  water  supply  without  purification  has  practically  ceased  ; 
but  polluted  river  waters  are  still,  in  many  cases,  used  for  washing  and 
other  processes  in  factories  and  mills  where  they  are  available  for  drinking, 
and  are  sometimes  so  used.  The  discharge  of  sewage  into  a  stream  may  be 
objectionable,  even  though  the  effect  of  the  sewage  upon  the  appearance  of 
the  stream  may  not  be  noticeable,  in  cases  where  the  stream  discharges  into 
tidal  waters  from  which  shell-fish  are  taken.  A  sewage-polluted  water  may 
also  be  objectionable  for  some  manufacturing  and  mechanical  purposes. 
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Id  general,  the  most  objectionable  conditions  resulting  from  the  discharge 
of  sewage  into  inland  waters,  as  shown  by  these  investigations,  aside  from  the 
pollution  of  water  supplies,  are  those  in  which  the  stream  itself  is  rendered 
offensive  to  sight  and  smell  for  a  considerable  portion  of  its  course.  Very 
objectionable  conditions  have  been  found  at  sewer  outlets  where  the  quan- 
tity of  sewage  is  so  small  in  proportion  to  the  flow  of  the  stream  that,  with 
a  properly  constructed  outlet,  no  offence  would  be  created.  Many  sewer 
outlets  have  been  found  in  which  the  sewage  is  discharged  at  a  considerable 
distance  back  from  the  bank  or  shore  of  the  stream  or  pond  into  which  the 
sewage  finds  its  way,  and  the  sewage  spreads  out  over  a  considerable  area, 
and  collects  in  pools  before  reaching  the  water.  Nuisances  are  caused  in 
other  cases  by  outlets  located  at  the  bank  of  a  stream  or  the  shore  of  a 
pond  in  a  shallow  pool  or  bay,  into  which  little  or  no  water  finds  its  way, 
and  the  sewage  collects  and  putrefies,  giving  off  a  very  offensive  odor. 
Some  outlets  which  discharge  into  the  water,  and  are  not  objectionable 
under  ordinary  conditions,  become  offensive  at  times  when  the  water  in  the 
stream  or  pond  recedes  in  dry  weather,  allowing  the  sewage  to  spread  over 
the  exposed  bottom.  Such  nuisances  are  not  found  where  the  outlet  ex- 
tends a  sufficient  distance  into  the  water  to  prevent  the  sewage  from  return- 
ing to  the  shore  until  thoroughly  mingled  with  the  water.  Satisfactory 
outlets  of  the  latter  sort  have  been  constructed  in  connection  with  some  of 
the  sewers  in  Springfield  and  at  a  few  other  places. 

Observations  upon  the  discharge  of  sewage  into  water  at  many  places 
show  that  there  is  much  advantage  in  discharging  it  at  several  outlets, 
since  the  sewage  then  mingles  much  more  rapidly  with  the  water,  and  is 
subjected  more  quickly  to  those  actions  which  tend  to  remove  its  effect. 

In  making  the  investigations  included  in  this  report,  inspection  has  been 
relied  upon  in  the  first  place  to  locate  the  points  of  pollution  and  determine 
the  conditions  about  sewer  outlets  and  the  general  condition  of  the  streams. 
Chemical  analyses  of  the  waters  of  the  streams  at  various  points  have  been 
made,  to  determine  their  condition  and  the  effect  of  the  pollution.  In  a 
few  cases  also  bacterial  examinations  have  been  made,  which  are  of  assist- 
ance when  used  in  connection  with  the  other  investigations. 

Method  of  making  Examinations  and  presenting  Results. 

In  presenting  the  results  of  the  examinations  of  the  various  rivers  and 
sewer  outlets,  a  table  is  first  given  containing  a  list  of  the  cities  and  towns 
within  the  river  basin,  with  statistics  as  to  the  population,  sewerage,  etc., 
of  the  town,  and  next  a  table  showing  the  drainage  area  of  the  river  at 
various  points ,  with  statistics  as  to  the  population,  etc.,  on  the  water-shed. 
Subsequently  a  table  giving  an  average  of  the  results  of  monthly  analyses 
during  the  six  driest  months  of  the  year,  from  June  to  November  inclusive, 
is  presented  for  all  the  places  within  the  water-shed  where  such  observa- 
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tions  have  been  made ;  and  finally  the  results  of  special  examinations  of 
some  of  the  streams  are  presented,  showing  the  flow  of  the  stream  and  the 
condition  of  the  water,  as  shown  by  chemical  analyses,  at  various  points 
at  the  time  the  special  examination  was  made. 

The  streams  will  be  considered  in  the  following  order :  — 


Assabet  (see  Concord). 

Blackstone. 

Charles. 

Chicopee. 

Concord. 

Connecticut. 

Deerfield. 

French. 

Green  (see  Deerfield). 

Hoosick. 

Housatonic. 

Manhan  (see  Connecticut). 

Merrimack. 

Mill  (see  Connecticut). 


Miller's. 

Nashua. 

Neponset. 

Quaboag  (see  Chicopee). 

Quinebaug. 

Seven  Mile  (see  Chicopee). 

Shawsheen  (see  Merrimack). 

Sudbury  (see  Concord). 

Swift  (see  Chicopee) . 

Taunton. 

Ten  Mile. 

Ware  (see  Chicopee). 

Westfield. 


BLACKSTONE  RIVER. 

The  Blackstone  River  is  formed  by  the  junction  of  Kettle  and  Mill  brooks 
in  the  southerly  part  of  the  city  of  Worcester,  and  flows  in  a  south-easterly 
direction  into  the  State  of  Rhode  Island. 

There  are  numerous  factories  on  the  stream  and  its  tributaries,  using  the 
water  for  power  purposes ;  and  the  water-shed  contains  many  large  ponds 
and  reservoirs  used  for  storage  purposes,  so  that  the  flow  of  the  stream  is 
well  maintained  during  dry  weather. 

The  following  tables  give  statistics  in  regard  to  the  drainage  areas  and 
the  population  on  them  at  various  points :  — 


Locality. 


Distance 

Above 

State  Line 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Estimated 
Population  dis- 
charging 

Sewage  or 
Sewage  Kfflnent 

Into  River. 


Below  Worcester  sewage  purification  works, 

Dam  of  Cordis  Manufacturing   Company, 

MUlbnry. 
Dam  of   Calumet  Woolen   Company,  Uz- 

bridge. 
Dam  at  Mlllville 


Dam  of   Blackstone    Manufacturing  Corn- 
pan 
State 


pany. 
line, 


24.8 

22.3 

10.4 

3.5 

1.0 

0.0 


69.6 
77.9 
146.9 
268.1 
260.3 
363.8 


122,300 
126,400 
137,500 
161,100 

]64,4oo  ; 

164,800 


1,760 
1,626 
948 
687 
593 
464 


124,000 
124,800 
126,000 
129,600 
131,100 
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Cities  and  Towns,  considerable  Portions  of  which  are  within  the  Watershed  of 

Blackstone  River. 


Locality. 

t-* 

a 
© 

m 

3 

a. 
o 
ft. 

■ 

a 

03 

! 

00 

Estimated  Popula- 
tion discharging 
Sewage  or  >»ew- 
age  Effluent  into 
Klver. 

Manufactories  discharging 
Wastes  into  River. 

Leicester, 

8,416 

General.* 

600 

five  woolen  mills. 

Auburn, 

1,021 

None. 

100 

Three  woolen  mills. 

Worcester,     . 

118,421 

General.41 

128,400 

Four  woolen  mills. 

Shrewsbury, . 

1,628 

None. 

0 

None. 

Millbnry, 
Grafton, 
Sutton,  . 

4,460 
4,869 
8,828 

None. 
None. 
None. 

800 

800 

0 

Four  woolen  mills,  one  cotton  mill,  one  linen 

mill,  one  Indigo  mill. 
One  cotton  mill,  one  emery  mill,  one  flax  mill, 

one  shoe-string  factory,  one  shoe  factory. 
One  cotton  mill. 

Northbridge, . 

7,086 

None. 

8,000 

One  machine  works,  one  woolen  mill. 

Upton,    . 

1,087 

None. 

0 

None. 

Men  don, 

Oil 

None. 

0 

None. 

Douglas, 

2,118 

None. 

800 

One  woolen  mill. 

Uxbridge, 

8,600 

None. 

700 

One  cotton  mill,  six  woolen  mills. 

Belllngham, 

1,682 

None. 

0 

None. 

Blackstone,    . 

6,721 

None. 

1,600 

One  felt  mill,  one  cotton  mill,  one  robber  works. 

Gloucester,  R 

.1.,. 

i     1,462 

- 

- 

- 

Barrillville,  B.  I., 

6,817 

- 

- 

- 

North  Smlthfield,  R.  I., 

2,422 

- 

- 

- 

*  Sewage  purification  works  in  use. 

Kettle  Brook  has  its  source  in  the  town  of  Leicester,  and  flows  through 
Cherry  Valley,  a  village  situated  partly  in  the  town  of  Leicester  and  partly 
in  the  city  of  Worcester.  Thence  it  flows  in  a  circuitous  course  through  the 
town  of  Auburn  across  the  southerly  portion  of  the  city  of  Worcester  to 
Quinsigamond  Village,  where  it  unites  with  Mill  Brook.  The  water  of  the 
upper  portion  of  Kettle  Brook  and  of  two  of  its  tributaries,  Lynde  and 
Tatnuck  brooks,  is  used  for  the  supply  of  the  city  of  Worcester,  which 
materially  reduces  the  flow  of  the  brook ;  but  practically  all  of  the  water 
diverted  is  returned  through  the  city  sewers  to  the  Blackstone  River  below 
the  junction  of  the  two  brooks. 

The  first  sources  of  pollution  on  Kettle  Brook  are  the  woolen  mills  in 
Cherry  Valley.  There  are  eight  mills,  employing  about  700  persons,  and 
the  sewage  from  600  operatives  is  discharged  directly  into  the  stream.  At 
all  of  these  mills  large  quantities  of  manufacturing  wastes  are  produced, 
all  of  which  are  discharged  directly  into  the  stream.     These  wastes  consist 
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chiefly  of  spent  dyes  and  water  used  for  washing  cloth,  which  discolor  the 
stream  and  make  it  offensive  both  to  sight  and  smell. 

At  Jamesville  in  the  city  of  Worcester,  just  below  Cherry  Valley,  there 
is  a  large  woolen  mill,  wastes  from  which  are  discharged  into  the  stream ; 
and  at  Stoneville  and  Pondville,  two  villages  in  the  town  of  Auburn,  there 
are  woolen  mills  employing  about  235  persons,  all  of  the  manufacturing 
wastes  and  the  sewage  from  about  100  operatives  being  discharged  directly 
into  the  stream. 

Between  Cherry  Valley  and  the  point  where  it  re-enters  the  city  of 
Worcester  the  brook  flows  through  several  large  mill  ponds,  and  the 
appearance  of  the  water  is  very  much  improved. 

In  the  south-westerly  portion  of  Worcester  the  stream  receives  the  wastes 
from  two  woolen  mills  and  from  a  large  bleachery  and  dye  works,  and  the 
sewage  from  about  185  persons  employed  in  these  factories.  Below  this 
point  the  water  is  again  badly  discolored,  and  otherwise  objectionable. 

About  a  mile  above  its  junction  with  Mill  Brook,  Kettle  Brook  receives 
the  sewage  and  wastes  from  a  carpet  factory,  where  great  quantities  of 
wool  are  scoured,  and  large  quantities  of  wastes  from  this  process,  and 
from  dyeing  and  washing,  are  discharged  into  the  stream.  Arrangements 
are  now  being  made  for  connecting  this  factory  with  the  city  sewers,  by 
which  all  of  the  sewage  proper  and  the  worst  portion  of  the  manufacturing 
wastes  will  be  removed.  Below  the  carpet  factory  the  city  is  building  a 
walled  channel  to  contain  the  brook,  which  for  the  remainder  of  its  course 
is  exceedingly  foul. 

Mill  Brook,  which  unites  with  Kettle  Brook  at  Quinsigamond  Village, 
flows  through  the  central  portion  of  the  city  of  Worcester,  and  throughout 
much  of  its  course  is  contained  within  a  covered  channel,  which  until 
recently  received  practically  all  of  the  sewage  of  the  city  of  Worcester ; 
and  the  dry- weather  flow  of  the  brook,  including  the  sewage,  was  conveyed 
to  the  precipitation  works  of  the  city  of  Worcester,  where  it  was  treated 
with  chemicals  before  being  discharged  into  the  Blackstone  River. 

The  city  of  Worcester  contained  in  1900  a  population  of  118,421,  and 
the  estimated  population  in  1902  is  126,000.  Practically  all  of  the  city  is 
served  by  sewers  which  are  built  on  the  combined  plan.  The  sewers  also 
receive  large  quantities  of  manufacturing  wastes  from  the  many  mills  in 
.  the  city.  By  an  act  of  the  Legislature,  in  1886,  the  city  was  directed  to 
purify  its  sewage  before  discharging  it  into  the  Blackstone  River ;  and  purifi- 
cation works  were  constructed  about  a  mile  below  the  point  where  the  Mill 
Brook  channel  discharges'  into  the  river,  for  the  purification  of  the  sewage 
by  chemical  precipitation.  The  precipitation  works  are  capable  of  treating 
the  dry-weather  flow  of  Mill  Brook,  including  the  sewage  of  the  city ;  but 
at  times  of  storms  or  melting  snow  a  considerable  portion  of  the  flow  of  the 
brook  has  been  discharged  into  the  river  without  treatment. 
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The  quantity  of  organic  matter  removed  from  the  sewage  by  chemical 
precipitation  and  sedimentation  as  practised  at  Worcester  amounts  to  about 
50  per  cent,  of  that  present  in  the  sewage,  so  that  even  when  all  of  the 
sewage  is  being  treated,  an  enormous  quantity  of  organic  matter  is  still 
discharged  into  the  Blackstone  River.  In  order  to  provide  for  the  further 
treatment  of  the  sewage,  and  to  facilitate  this  by  reducing  the  quantity  of 
sewage  to  be  treated,  the  separate  system  of  sewerage  is  being  introduced 
and  intercepting  sewers  are  being  constructed  to  divert  the  dry-weather  flow 
of  sewage  from  Mill  Brook  and  convey  it  to  the  purification  works,  the  Mill 
Brook  channel  being  retained  to  carry  the  natural  flow  of  the  brook  and  the 
excess  of  flow  in  the  intercepting  sewers  at  times  of  storm  directly  to  the 
Blackstone  River. 

At  the  present  time,  in  addition  to  the  precipitation  works,  there  are 
about  10  acres  of  filter  beds,  on  which  a  portion  of  the  effluent  from  the 
precipitation  works  is  discharged.  Additional  filter  beds  are  now  being 
'constructed.  During  the  year  1902,  12,500,000  gallons  of  sewage  per  day 
were  treated  at  the  purification  works ;  and  the  accompanying  table,  taken 
from  the  report  of  the  superintendent  of  sewers  of  the  city  of  Worcester 
for  the  year  ending  Nov.  30,  1902,  shows  the  purification  effected  during 
each  month  of  the  year :  — 

Combined  Results  of  Sewage  Treatment.  —  Monthly  Averages  of 

Weekly  Analyses  of  Daily  Samples. 

[Part*  per  100,000. J 


Datb  of  Collection. 


Ammonia. 


Fjee. 


ALBUMINOID. 


Total. 


Dissolved. 


Sus- 
pended. 


Sewage,  December,  190 1, 

Effluent,  December,  1001, 

Per  cent,  removed,  . 

Sewage,  January,  1903. 
Effluent,  January,  1902, 
Per  cent,  removed,  . 

Sewage,  February,  1902, 

Effluent,  February,  1902, 

Per  cant,  removed,  . 

Sewage,  March,  1902,  . 

Effluent,  March,  1902, . 

Per  cent,  removed,  . 

Sewage,  April,  1902,    . 

Effluent,  April,  1902,   . 

Per  cent  removed,   . 

Sewage,  May,  1902, 
Effluent,  May,  1902,     . 
Per  cent,  removed,  . 

Sewage,  Jane,  1902,     . 

Effluent,  June,  1902,    . 

Per  cent,  removed,   . 


1.470 
1.312 
10.76 

1.717 
1.848 
21.49 

2.528 
1.946 
28.06 

1.266 
1.083 
13.77 

1.535 
1.249 
18.67 

2.302 
1.760 
23.97 

2.481 
2.118 
13.08 


.674 
.327 
61.47 

.703 
.300 
57.32 

.895 
.446 
60.28 

.571 
.382 
41.86 

.501 
.301 
39.92 

.769 
.354 
53.96 

.941 

.408 
66.63 


.196 
.827 
—66.83 

.232 
.300 
—29.31 

.843 
.381 
—11.08 

.186 
.202 
—8.60 

.175 
.250 
—42.86 

.247 
.299 
—21.06 

.250 
.386 
-54.41 


.478  | 

.000  : 

100.00    | 

.471 
.000 
100.00 

.552 
.064 
88.41 

.886 
.130 
66.22 

.826 
.051 
84.35 

.622 
.056 
69.46 

.691 
.022 
96.81 


OXTOEH 
COKSCMKD. 


Un- 
altered. 


Filtered. 


9.48 

3.88 

59.07 

10.26 

3.70 

63.95 

12.68 

6.72 

54.71 

8.29 

8.61 

56.44 

9.67 
,8.96 
59.16  i 

11.13 
4.50 
69.60  ! 
I 

i     18.27 
i      4.37  ' 
I    67.07 


7.23 

3.62 

51.33 

7.28 

8.47 

62.84 

7.70 

4.72 

88.70 

5.18 

2.91 

48.82 

6.16 

3.06 

50.32 

6.97 

4.10 

41.18 

8.28 

8.95 

62.30 


Chlorine. 


5.64 
6.68 


6.26 
6.19 


7.44 
7.66 


7.20 
6.78 


6.61 
6.18 


8.77 
8.46 


10.12 
10.29 


Average 
Flow  per 

Day 

in  Million 

Gallons. 


12.40 


10.88 


41.33 


15.97 


16.51 


13.7; 


11.19 
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Combined  Results  of  Sewage  Treatment. —  Monthly  Averages  of 
Weekly  Analyses  of  Daily  Samples  —  Concluded. 

* 

[Parts  per  100,000.] 


Dats  of  Collection. 


Axxovia. 


Free. 


ALBUMIHOID. 


ToUL 


Dissolved. 


Sus- 
pended. 


Sewage,  July,  1002,     . 

Effluent,  July,  1002,    . 

Per  cent,  removed,  . 

8ewage,  August,  1002, 

Effluent,  August,  1002, 

Per  cent,  removed,  . 

Sewage,  September,  1002,  . 
Effluent,  September,  1002,  . 
Per  cent,  removed,  . 

Sewage,  October,  1002, 
Effluent,  October,  1002, 
Per  cent,  removed,  . •     • 

Sewage,  November,  1002.    . 
Effluent,  November,  1002,  . 
Per  cent,  removed,  . 

Average  sewage,  1002, . 

Average  effluent,  1002, 

Per  cent,  removed,    . 


2.487 
1.080 
18.80 

1.041 
.883 
68.22 

.202 
.350 
—19.86 

2.801 

2.042 
14.60 

.060 
.452 
58.85 

.807 
..400 
-80.80 

2.604 
2.686 
4.01 

1.065 
.488 
54.18 

.356 
.412 
—15.73 

2.272 
2.086 
10.80 

.073 
.806 
50.80 

.266 
.840 
—27.82 

2.225 
2.168 
2.70 

.860 
.462 
46.84 

.250 
.868 
-32.00 

2.050 
1.763 
14.87 

.810 
.888 
52.74 

.252 
.827 
-20.77 

.740 
.038 
05.67 

.662 
.052 
02.12 

.700 
.076 
80.20 

.707 
.056 
02.08 

.610 
.004 
84.82 


.568 
.066 
80.00 


OXTOEK 
CON8DMKD. 


Un- 
flltered. 


Filtered. 


12.45 

8.45 

72.80 

11.81 

4.13 

65.08 

12.72 

4.45 

65.01 

11.48 

8.05 

65.60 

11.10 

4.60 

67.76 


11.02 

4.10 

62.81 


7.08 

8.00 

56.36 

6.82 

8.78 

45.31 

7.18 

8.64 

40.30 

6.41 

3.42 

46.65 

6.71 

4.27 

86.87 


Chlorine. 


Average 
Flow  per 

Day 
in  Million 
Gallons. 


6.83 

3.64 

48.10 


10.87 
10.77 


10.62 
10.71 


10.66 
11.10 


0.80 
0.61 


0.18 
0.51 


8.43) 
7.06  5 


10.00 


10.75 


10.76 


13.20 


14.20 


12.64 


Nora . — This  table  Is  made  up  of  monthly  averages  of  analyses  of  sewage,  the  effluent  from  chemical 
precipitation  alone,  and  from  precipitation  followed  by  filtration,  combined  by  calculation  according  to 
the  flow  treated  by  each  of  the  two  methods. 

The  effluent  from  the  precipitation  works  is  discharged  into  the  river 
about  a  mile  below  the  junction  of  Mill  and  Kettle  brooks,  and  the  river 
below  this  point  is  a  very  foully  polluted  stream,  and  is  exceedingly 
offensive. 

The  village  of  Millbury  is  situated  about  3  miles  below  the  Worcester 
precipitation  works,  and  the  several  mill  ponds  on  the  river  contain  an 
accumulation  of  organic  matter,  and  are  very  offensive.  Within  the  town 
of  Millbury  the  river  receives  the  flow  from  Singletary  Brook,  on  which 
there  are  several  mills.  There  are  also  several  factories  on  the  main  river 
in  this  village.  Altogether  there  are  about  fifteen  factories  in  Millbury, 
employing  900  persons,  and  the  sewage  from  675  of  these  is  discharged 
directly  into  the  stream.  Many  of  the  factories  do  not  produce  objection- 
able wastes,  but  there  are  two  woolen  mills  from  which  large  quantities  of 
wool-scouring  wastes  are  discharged  into  the  stream.  The  character  of  the 
river  improves  in  passing  through  Millbury,  notwithstanding  the  sewage 
and  manufacturing  wastes  discharged  into  it. 

In  Sutton,  the  next  town  through  which  the  river  passes,  there  are  sev- 
eral mill  privileges,  but  no  factories  which  are  now  in  operation. 

In  the  village  of  Saundersville,  in  Grafton,  there  is  a  cotton  mill  employ- 
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iog  175  persons,  from  which  the  sewage  is  discharged  into  the  stream.  The 
river  is  joined  at  thia  point  by  the  Quinsigamond  River,  on  which  there  are 
several  mills  within  the  town  of  Grafton,  the,  principal  wastes  being  from  a 
flax  mill  and  a  shoe  shop.  None  of  the  sewage  from  these  mills  is  dis- 
charged directly  into  the  stream.  The  effect  of  the  purer  water  of  the 
Quinsigamond  River  upon  the  water  of  the  Blacks  tone  River  is  very  notice- 
able, and  the  condition  of  the  river  below  Saundersville  is  much  less  objec- 
tionable than  it  is  above  that  village. 

Just  below  the  junction  of  the  Quinsigamond  and  Blackstone  rivers,  at 
Fisherville,  in  the  town  of  Grafton,  there  is  a  large  cotton  mill  employing 
from  400  to  500  persons,  the  sewage  from  which  overflows  from  a  cess- 
pool into  the  river,  but  no  manufacturing  wastes  are  discharged  into  the 
stream. 

At  Rochdale,  in  the  town  of  Northbridge,  there  is  a  cotton  mill  employ- 
ing 600  persons,  but  no  considerable  quantities  of  sewage  or  wastes  are 
discharged  into  the  river  at  this  point. 

At  Riverdale,  in  Northbridge,  the  river  receives  sewage*  and  large  quan- 
tities of  wastes  from  a  shoddy  mill  employing  60  persons. 

At  Uxbridge,  the  Calumet  Woolen  Company's  mills  discharge  the  sewage 
from  385  persons,  and  wastes  from  scouring  6,000  pounds  of  wool  daily 
and  from  washing  and  dyeing  the  finished  product,  into  the  stream. 

A  short  distance  below  the  Calumet  Woolen  Mills  the  river  is  joined  from 
the  west  by  the  Mumford  River,  which  flows  through  the  village  of  Man- 
chaug  in  the  town  of  Sutton,  the  town  of  Douglas,  and  the  villages  of 
Whitinsville  and  Linwood  in  the  town  of  Northbridge.  In  Manchaug  and 
Douglas  there  are  three  factories,  employing  together  about  1 ,000  persons, 
nearly  all  of  the  sewage  being  discharged  into  the  stream.  The  Manchaug 
mill  is  a  cotton  mill  employing  over  500  persons,  and  those  in  Douglas  are 
a  tool  factory  and  a  woolen  mill.  At  the  cotton  mill  and  the  tool  factory 
there  are  no  wastes  discharged  into  the  river ;  but  at  the  woolen  mill  a 
small  quantity  of  wool  is  scoured,  and  the  wastes  from  this,  together  with 
the  wastes  from  washing  and  dyeing  the  finished  product,  are  discharged  into 
the  river. 

At  Whitinsville  the  Mumford  River  receives  a  small  quantity  of  wastes 
from  large  machine  works  and  from  a  cotton  mill.  The  village  of  Whitins- 
ville contains  a  large  population  and  is  provided  with  a  water  supply,  but 
it  is  as  yet  unprovided  with  a  complete  sewerage  system.  Sewers  have 
been  constructed  which  receive  the  sink  drainage  from  a  large  proportion  of 
the  houses,  and  discharge  directly  into  the  river,  and  there  are  a  few  water- 
closets  in  dwelling-houses  and  in  the  factories  which  discharge  directly  into 
the  river.  Plans  have  been  prepared  for  the  sewerage  of  this  village,  the 
sewage  to  be  purified  by  sand  filtration.  The  Mumford  River  below  Whit- 
insville is  quite  noticeably  polluted. 
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In  Uxbridge  the  Mumford  River  receives  the  sewage  and  wastes  from 
three  mills,  employing  about  175  persons,  the  wastes  consisting  of  wool- 
scouring  liquor,  spent  dyes  and  water  used  for  washing  cloth. 

Just  below  the  junction  of  the  Mumford  River  with  the  Blackstone  there 
is  a  large  tributary  known  as  the  West  River,  on  which,  in  the  village  of 
Wheelock,  is  situated  a  mill  employing  about  60  persons,  the  sewage  and 
wastes  from  which  are  discharged  directly  into  the  river.  The  wastes  from 
this  mill  consist  of  water  used  for  washing  cloth  and  for  fulling. 

A  small  tributary  enters  the  river  just  below  the  West  River,  on  which  is 
a  satinet  mill,  which  discharges  the  sewage  from  75  operatives  and  the 
water  used  for  washing  cloth  and  for  fulling  cloth  into  the  stream. 

In  the  town  of  Blackstone  there  are  two  large  cotton  factories,  one  situ- 
ated in  the  village  of  Millville,  employing  100  persons,  and  the  other  in  the 
village  of  Blackstone,  employing  460  persons,  and  a  rubber  factory  in  the 
village  of  Millville,  employing  750  persons,  the  sewage  from  which,  together 
with  a  comparatively  small  quantity  of  manufacturing  waste,  is  discharged 
into  the  river.  The  town  of  Blackstone  is  not  provided  with  a  sewerage 
system,  but  a  large  quantity  of  sink  drainage  and  considerable  sewage  is 
discharged  into  the  river  through  private  sewers. 

The  character  of  the  Blackstone  River  is  well  shown  by  the  table  of 
averages  of  chemical  analyses  which  follows.  It  will  be  seen  that  the  river 
below  Worcester  contains  about  as  much  organic  matter  as  the  sewage 
flowing  from  some  sewerage  systems,  but  the  character  of  the  water  im- 
proves considerably,  due  chiefly  to  sedimentation  and  dilution.  When  it 
reaches  the  State  line  at  Blackstone,  however,  it  is  still  highly  polluted,  and 
has  an  objectionable  odor  in  the  drier  portion  of  the  year. 

The  Blackstone  River  is  joined  in  Rhode  Island,  a  short  distance  below 
the  State  line,  by  Mill  River,  the  drainage  area  of  which  is  33.7  square 
miles,  chiefly  in  Massachusetts.  The  only  serious  sources  of  pollution 
upon  it  are  in  the  town  of  Hopedale,  10  miles  above  its  mouth. 

Hopedale  had  in  1900  a  population  of  2,087.  It  is  provided  with  a  sys- 
tem of  separate  sewers,  the  sewage  being  collected  in  a  tank  and  pumped  to 
the  filter  beds.  A  considerable  portion  of  the  sewage,  however,  is  at  times 
discharged  from  the  tank  directly  into  the  river. 

Besides  the  sewage,  the  river  receives  at  Hopedale  a  large  amount  of 
acid  wastes  from  a  factory  where  cotton  machinery  is  manufactured.  The 
river  below  the  village  is  at  times  very  noticeably  polluted. 
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Chemical  Examination  of  Water  from  the  Blacksto'ne  River — Aver- 
ages for  Six  Months,  from  June  to  November,  1887  to  1902,  inclusive. 

Blackstone  River,  between  Mill  Brook  Channel  and  the  Sewage  Precipitation  Works 

of  the  City  of  Worcester. 

[Parte  per  100,000.] 


u 

o 

p 

•*• 

1<  ESI  DUB  otr 

Evaporation. 

5 
S 
S 

■< 

IU 

Eh 

Album  moid 

AMMONIA. 

Chlorine. 

NlTBOGKV 
AS 

Mouths. 

* 

"3 
—» 

o 

E- 

Loss  on 
Ignition. 

3 

o 

• 

■o 
o 
> 

•s 

5 

Sus- 
pended. 

• 

■ 

c 
cS 

Jnne-Nov.,  1887,     . 

.91 

_ 

_ 

.2686 

.1741 

.. 

_ 

1.36 

.0160 

. 

- 

««       "      1888,     . 

.76 

- 

- 

.2668 

.1112 

.0667 

.0666 

1.50 

.0382 

.0041 

- 

••       "      1889,     . 

.86 

- 

- 

.3980 

.1430 

.0772 

.0668 

1.32 

.0177 

.0026 

1 
I 

"        "      1890,     . 

1.14 

9.92 

3.08 

.2107 

.1246 

.0678 

.0678 

1.07 

.0260 

.0015 

1    2.9 

"        "      1891,     . 

1.10 

17.42 

5.69 

.4913 

.1950 

.1127 

.0823 

2.29 

.0192 

.0037 

1    6.0 

"        "      1892,     . 

.52 

20.75 

6.80 

.3647 

.1438 

.0708 

.0725 

2.48 

.0227 

.0108 

6.1 

"        "      1898,     . 

.40 

16.98 

4.66 

.1480 

.0688 

.0240 

.0848 

1.01 

.0116 

.0016 

6.8 

"        ••      1894,     . 

.66 

16.93 

4.76 

.0548 

.0380 

.0236 

.0144 

.74 

.0116 

.0005 

4.4 

"        ««      1895,     . 

.49 

14.17 

4.60 

.0613 

.0414 

.0248 

.0171 

.92 

.0163 

.0006 

8.4 

"        "      1896,     . 

.51 

12.90 

2.98 

.0780 

.0416 

.0282 

.0138 

.97 

.0147 

.0016 

8.4 

"        ««     1897,     . 

.85 

26.45 

7.68 

.1180 

.0674 

.0362 

.0812 

.89 

.0090 

.0024 

4.2* 

••       ".     1898,     . 

.83 

17.42 

6.62 

.0867 

.0619 

.0260 

.0359 

.96 

.0068 

.0010 

4.6 

«•        «•      1899,     . 

.14* 

84.88 

10.60 

.2683 

.0788 

.0390 

.0898 

1.65f 

.0060f 

.0004 

14.3 

"        €l      1900,     . 

.06 

16.48 

3.88 

.1068 

.0518 

.0210 

.0808 

1.08 

.0107 

.0012 

8.6 

M        "      1901,     . 

.28 

81.03 

11.68 

.1410 

.0648 

.0809 

.0289 

- 

- 

.0023 

13.8 

"        "     1902,     . 

1    .10 

46.15 

12.47 

.2463 

.0728 

.0274 

.0464 

- 

- 

.0010 

16.5 

Blackstone  River,  below  Sewage  Precipitation  Works. 


Jnne-Nov.,  1887,    . 

.91 

w 

.2686 

.1741 

_ 

-. 

1.85 

.0160 

. 

• 

"        "     1888, 

.76 

- 

- 

.2668 

.1112 

.0657 

.0655 

1.60 

.0382 

.0041 

- 

«•       "     1889, 

.86 

- 

- 

.8980 

.1430 

.0772 

.0658 

1.32 

.0177 

.0026 

- 

•«        «      1890, 

.97 

11.36 

8.10 

.2907 

.1492 

.0722 

.0770 

1.46 

.0270 

.0018 

3.9 

•«        •«     1891, 

1.06 

22.25 

6.60 

.6367 

.1608 

.0888 

.0625 

2.61 

.0238 

.0040 

6.2 

"        "      1892, 

.63 

26.80 

7.75 

.6240 

.1810 

.0958 

.0862 

3.13 

.0137 

.0060 

10.3 

"        ••      1893, 

.61 

80.00 

7.13 

.6680 

.1458 

.0900 

.0563 

2.76 

.0285 

.0126 

10.9 

"        "      1894, 

.40 

29.30 

6.86 

.6189 

.1890 

.1118 

.0277 

2.63  ' 

.0212 

.0071 

10.6 

"        "      1895, 

.71 

22.15 

6.18 

.8246 

.0898 

.0697 

.0301 

1.86  ; 

.0267 

.0068 

7.3 

«'        •«      1896, 

.80 

26.03 

6.63  1 

.2831 

.0898 

.0600 

.0298  , 

2.10 

.0217 

.0118 

9.7 

"        •«      1897, 

.    .73 

25.08 

4.97 

1.3650 

.1122 

.0782 

.0340 

1.61 

.0207 

.0063 

6.9 

•«       "      1898, 

.23 

25.63 

6.78 

.3064 

.0868 

.0660 

.0308 

1.65 

.0132 

i 

.0119 

9.2 

••        "      1899, 

.14* 

44.02 

9.67 

.6251 

.1707 

.0912 

.0795  1 

8.26 

•-0108* 

.0068 

16.1 

•■        «•      1900,     . 

.22 

24.67 

4.48 

.4430 

.1249 

.0621 

.0628 

2.13 

1.0110 

.0145 

<     7.8 

"        «•      1901,     , 

.09 

81.12 

6.90 

.4580 

.1293 

.0772 

.0521 

3.42  | 

.0090 

.0058 

10.8 

«      1902,* 

.15 

49.62 

13.38 

.7296 

.1284 

.0736 

.0548 

2.97  ' 

i 

— 

.0033  , 

1 

12.6 

*  Average  of  five  months. 


t  Average  of  two  months. 
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Chemical  Examination  op  Water  from  the  Blackstone  River,  etc. 

Concluded. 

Blackstone  River,  at  Uxbridge. 

[Parte  per  100,000.] 


MONTHS. 
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Nitrates. 

• 

as 
55 

• 

m 

5 

1 

a 

Jane-Nov. 

,  1887,  . 

.80 

_ 

_ 

.1120 

.0271 

v 

M 

1  "•"""■ 

.70 

1.0360 

— 

«■ 

•• 

if 

1888,   . 

.88 

6.42 

1.52 

.1155 

.0288 

.0222 

.0066 

.68 

.0810 

.0007 

- 

fl 

I* 

1880,  . 

.82 

- 

- 

.1183 

.0206 

.0102 

.0104 

.66 

.0333 

.0009 

- 

If 

it 

1800,   . 

.26 

8.86 

2.12 

.1629 

.0281 

.0174 

.0057 

.70 

.0250 

.0005 

2.0 

•« 

if 

1801,  . 

.20 

10.16 

2.61 

.2280 

.0176 

.0117 

.0068 

1.04 

.0426 

.0007 

8.6 

•« 

•« 

1802,  . 

.18 

0.86 

1.88  ' 

.2840 

.0227 

.0162 

.0066  . 

i 

.00 

.0313 

.0007 

3.1 

<« 

«< 

1808,  . 

.24 

11.74 

2.87  ! 

.1086 

.0207 

.0140 

.0067 

1.20 

.0623 

.0050 

4.2 

•• 

u 

1804,  . 

.85 

18.07 

2.08 

.1456 

.0248 

.0183 

.0060 

1.57 

.0673 

.0050 

4.0 

fl 

M 

1806  *  . 

.66 

12.05 

2.60 

.0006 

.0268 

.0182 

.0076 

1.84 

.0631 

.0065 

4.7 

•« 

If 

1800, 

.88 

12.68 

2.67 

.1120 

.0267 

.0221 

.0086 

1.88 

.0477 

.0001 

6.0 

l« 

If 

1807,   . 

.48 

11.60 

2.47 

.1020 

.0280 

.0215 

.0065 

1.32 

.0662 

.0061 

4.8 

«« 

II 

1808,   . 

.40 

10.50 

2.78 

.0801 

.0264 

.0210 

.0046 

1.00 

.0470 

.0076 

8.8 

M 

II 

1800,   . 

.18 

18.84 

8.11 

.2400 

.0860 

.0810 

.0040 

2.17 

.0610 

.0141 

7.4 

l< 

II 

1000,   . 

.10 

18.42 

2.04  i 

.2260 

.0847 

.0267 

.0000 

!  1.76 

.0558 

.0060 

6.0 

«f 

II 

1001,  . 

.22 

18.01 

2.67 

.8160 

.0286 

.0240 

.0045 

1.60 

.0105 

.0035 

6.0 

*• 

If 

1002,   . 

.16 

14.17 

2.56 

i 

.8462 

.0270 

.0218 

.0052 

1.06 

.0210 

.0018 

t  4.0 

Blackstone  River \  at  Millville. 


Jone-Nov. 

,1887,  .   . 

.81 

» 

» 

.0468 

.0220 

— 

— 

.51 

.0210 

^ 

. 

if 

II 

1888, 

.41 

6.22 

1.40 

.0467 

.0206 

.0283 

.0063 

.60 

.0278 

.0004 

- 

<• 

<« 

1880, 

.38 

- 

- 

.0400 

.0278 

.0213 

.0060 

.45 

.0167 

.0003 

- 

•• 

4f 

1800,  , 

.26 

6.71 

2.24 

.0736 

.0106 

.0162 

.0044 

.53 

.0229 

.0003 

2.3 

ii 

•« 

1801, 

.24 

7.48 

2.86 

.1105 

.0384 

.0234 

.0160 

.72 

.0308 

.0006 

2.2 

M 

fl 

1802,   , 

.37 

6.70 

1.62 

.1143 

.0204 

.0210 

.0084 

.63 

.0217 

.0002 

2.0 

II 

II 

1803,   , 

.23 

7.43 

1.73 

.0677 

.0119 

.0087 

.0032 

.77 

.0385 

.0011 

2.6 

41 

II 

1804,   , 

.47 

8.42 

2.16 

.0510 

.0172 

.0130 

.0033 

.89 

.0273 

.0012 

2.8 

If 

II 

1806, 

.51 

8.67 

2.65 

.0356 

.0233 

.0180 

.0058 

.90 

.0383 

.0024 

3.2 

II 

II 

1806,   . 

.35 

8.63 

1.60 

.0484 

.0237 

.0180 

.0067 

.07 

.0413 

.0027 

3.3 

•  < 

If 

1807,   , 

.45 

7.66 

1.08 

.0609 

.0258 

.0210 

.0048 

.92 

1.0445 

.0010 

3.1 

II 

II 

1808, 

.61 

7.12 

2.17 

.0325 

.0240 

.0193 

.0047 

.63 

1.0240 

.0023 

2.5 

f* 

II 

1800, 

.20 

12.50 

2.44 

.1310 

.0301 

.0247 

.0054 

1.81 

.0310 

.0040 

4.6 

If 

II 

1000,   . 

.20 

0.33 

1.82 

.1168 

.0254 

.0219 

.0036 

1.15 

.0417 

.0039 

8.4 

If 

II 

1001,   . 

.31 

8.62 

2.13 

.1420 

.0288 

.0227 

.0061 

.87 

.0155 

.0006 

3.1 

14 

II 

1002, 

.28 

0.43 

2.24 

.1623 

.0284 

.0238 

.0046 

1.20 

.0105 

.0010 

2.8 

*  Average  of  five  months. 

Note. — The  sewage  purification  works  of  the  city  of  Worcester  were  put  in  operation  In  1890,  since 
which  time  a  portion  of  the  sewage  of  the  city  has  been  treated.  The  works  were  enlarged  in  1898, 
and  since  that  time  practically  all  of  the  dry-weather  flow  of  sewage  has  been  treated. 
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CHARLES  RIVER. 

The  Charles  River  rises  in  the  town  of  Milford,  and  flows  in  a  generally 
north-easterly  direction,  discharging  into  Boston  harbor.  Throughout  the 
upper  and  lower  portions  of  its  course  the  river  has  considerable  fall,  much 
of  which  is  utilized  to  furnish  power  for  factories  ;  but  there  are  stretches 
of  many  miles  through  the  central  portion  of  its  course  where  the  stream 
flows  through  extensive  meadows  with  a  sluggish  current. 

At  Dedham  a  portion  of  the  flow,  amounting  ordinarily  to  about  one-third 
of  the  total  flow  at  that  point,  is  diverted  into  the  Neponset  River  through 
the  Mother  Brook  channel.  Water  for  the  supply  of  the  towns  of  Dedham 
and  Brookline  and  the  cities  of  Newton,  Waltham  and  Cambridge  is  taken 
from  the  water-shed  of  the  Charles  River,  and  much  of  it  is  not  returned  to 
the  river,  as  in  all  these  places  the  sewage  is  taken  out  of  the  water-shed. 

The  following  tables  give  data  relating  to  the  drainage  areas  at  the  vari- 
ous places,  and  the  populations  upon  them  :  — 


Locality. 


Distance 
Above 
Mouth 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Population  dis- 
charging 
Sewage  or 

Sewage  Effluent 
into  Klver. 


Below  Milford 

At  South  Naliok 

Just  above  Mother  Brook, 
Just  below  Mother  Brook,  .... 
At  Brookline  water  worka  pumping  station, 
At  Newton  water  worka  pumping  station,  . 
At  Waltham  water  works  pumping  station, 
At  lowest  dam,  Watertown,  .... 
At  Craigle  bridge 


64.6 
37.0 
24.7 
24.7 
22.5 
19.7 
12.6 

8.2 

0 


10.7 
166.0 
108.6 
132.4* 
184.6 
142.4 
183.8 
207.8 
307.5 


0,100 
81,100 
41,600 
27,700 
32,700 
36,600 
40,700 
08,400 


860 
190 
210 
209 
243 
267 
270 
473 


2,000 
4,480 
4,430 
4,480 
4,480 
4,480 
4,880 
4,000 


*  Allowing  for  the  diversion  of  the  water  of  one-third  of  the  river  Into  Mother  Brook  and  the 
Neponset  River. 

i 

Cities  and  Towns,  considerable  Portions  of  which  are  within  the 

Water-shed  of  the  Charles  River. 


r* 

s 

8- is*** 

t 

ClTT  OR  TOWS. 

•4 

e 
o 

9 

"3 

I 

s  s  *  *  > 

Manufactories  discharging 
Wastes  into  Ktver. 

Milford,. 

11,376 

Partial. 

2,000 

One  rubber  factory,  one  shoe  shop. 

Bellingham,  . 

1,682 

None. 

800 

One  woolen  mill,  one  satinet  mill. 

Holliston, 

2,698 

None. 

60 

One  woolen  mill. 

No.  34.]         EFFECT  OF  SEWAGE  DISPOSAL. 


345 


Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 
Water-shed  or  the  Charles  River —  Concluded. 


City  ok  Town. 

_» 

o 

a 

$ 

i 

* 

Estimated  Popula- 
tion discharging 
8ewage  or  Hew- 
age  Effluent  into 
Klver. 

Manufactories  discharging 
Wastes  Into  liiver. 

ftfedway, 

Franklin, 
Wrentham,    , 

2,761 
5,017 
2,720 

Priyate 

aewera. 
Partial* 

None. 

200 

1,600 

0 

One  woolen  mill. 

One  felt  mill,  one  linen  mill,  one  rubber  mill, 

four  woolen  mills.                \ 
None. 

Norfolk, 
MilUa,     . 

080 
1,068 

None. 
None. 

160 

80 

Three  paper  mills,  two  shoddy  mills,  one  felt 

mill.                                                            / 
One  felt  mill. 

Medfleld, 

,- 

2,926 

Partial.* 

200 

None. 

Sherborn, 

1,488 

None. 

0 

None. 

Dover,    . 

656 

None. 

0 

None. 

Natlek,  . 

9,488 

General.* 

0 

None. 

Need  ham. 

4,016 

None. 

0 

None. 

Dedham, 

7,457 

General.f 

0 

None. 

Wellealey,     , 

• 

6,072 

None. 

0 

One  hosiery  mill,  one  shoddy  mill. 

Newton, 
Lincoln, . 

88,587 
1,127 

General.t 
None. 

450 
0 

One  machine  shop,  one  dye  house,  one  silk 

mill,  one  paper  mill,  one  shoddy  mill. 
None. 

Weaton, . 

1,884 

None. 

0 

None. 

Waltham, 

Watertowo, 

Brookline, 

• 

28,481 

9,706 

19,935 

General.t 
General  t 
General.t 

0 
0 
0 

One  watch  factory,  one  cotton  mill,  one  bleaoh- 

ery,  one  gaa  works. 
One   woolen   mill,   one   paper  mill,  one  dye 

works,  one  gaa  works. 
None. 

Cambridge,    . 

91,886 

General.t 

0 

None. 

*  Purification  works  in  use. 


t  Connected  with  metropolitan  sewerage  system. 


Above  the  village  of  Milford  the  river  is  used  as  a  source  of  water  sup- 
ply for  the  towns  of  Milford  and  Hopedale,  the  water  being  passed  through 
sand  filters  before  being  supplied  to  consumers. 

In  Milford  the  stream  receives  the  sewage  from  the  principal  part  of  the 
village,  besides  sewage  and  manufacturing  wastes  from  several  factories, 
the  principal  one  being  a  shoe  shop  employing  400  persons. 

The  population  of  Milford  in  1900  was  11,876,  and  it  is  estimated  that 
the  sewage  of  about  2,000  persons  is  discharged  into  the  river. 

The  sewers  have  not  been  constructed  in  accordance  with  any  general 
plan,  but  have  been  built  from  time  to  time,  and  they  receive  both  sewage 
and  storm  water.  There  are  two  points  of  discharge,  the  upper  one  being 
in  the  midst  of  a  densely  populated  section,  at  a  point  where  at  times  no 
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water  is  flowing  in  the  river,  all  of  the  water  being  diverted  from  the  mill 
pond  above,  through  a  canal  and  tail-race.  This  outlet  has  given  so  much 
trouble  that  a  settling  tank  was  constructed  through  which  the  sewage  was 
to  pass  before  being  discharged  into  the  river,  and  a  pipe  was  laid  to  carry 
the  dry- weather  flow  of  sewage  to  another  outlet  into  the  river  below  the 
tail-race.  The  pipe  through  which  the  dry-weather  flow  of  sewage  was  to 
be  carried  has  become  broken,  and  the  sewage  is  still  discharged  at  the  old 
outlet,  causing  a  great  nuisance  in  the  vicinity. 

The  lower  outlet  is  at  a  highway  bridge  near  a  large  factory,  about  a 
quarter  of  a  mile  below  the  upper  outlet,  and  the  conditions  about  this  out- 
let also  are  very  objectionable.  A  tank  has  been  constructed  on  the  line 
of  the  main  sewer,  through  which  the  sewage  is  passed  for  the  purpose  of 
removing  a  portion  of  the  solid  matter,  but  it  is  not  operated  in  such  a 
manner  as  to  have  any  noticeable  effect  on  the  character  of  the  sewage 
discharged  into  the  stream. 

The  Charles  River  for  a  distance  below  Mil  ford  is  exceedingly  foul,  bat 
it  flows  through  a  territory  which,  except  immediately  below  the  outlet,  is 
sparsely  inhabited,  and  at  Bellingham,  five  miles  below  the  sewer  outlet, 
the  condition  of  the  river  is  very  much  improved. 

In  Bellingham  there  is  a  small  shoddy  mill,  the  sewage  from  which  goes 
into  the  river,  but  no  liquid  wastes  are  produced.  At  North  Bellingham, 
about  2£  miles  below  Bellingham,  there  is  a  woolen  mill  employing  about 
140  persons,  sewage  from  which  is  discharged  into  the  river,  together  with 
wastes  from  dyeing  and  from  the  washing  and  fulling  of  cloth.  At  Carey- 
ville  in  the  town  of  Bellingham,  near  the  J&edway  line,  there  is  a  large 
satinet  and  cashmere  mill  employing  about  190  persons,  sewage  and  wastes 
from  which  are  all  discharged  into  the  river. 

At  Medway  there  is  a  small  woolen  mill  employing  85  persons,  from 
which  sewage  and  wastes,  consisting  of  wooL-scouring  liquor,  spent  dyes 
and  water  used  for  washing  the  goods,  are  discharged  into  the  river. 

Mine  Brook,  which  enters  the  Charles  River  at  Medway,  drains  the 
westerly  section  of  the  town  of  Franklin.  On  this  brook  there  are  eight 
factories,  including  five  woolen  mills',  wastes  from  which,  together  with  the 
sewage  from  415  operatives,  are  discharged  into  the  stream.  Mine  Brook 
below  Franklin  is  exceedingly  foul,  and  at  times  the  water  is  almost 
opaque.  The  water  supply  of  Franklin  is  taken  in  part  from  Beaver  Pond, 
a  tributary  of  Mine  Brook,  and  at  times  of  high  water  the  water  of  Mine 
Brook  flows  into  the  pond. 

In  the  village  of  Rockville  in  Millis,  the  next  town  below  Medway,  the 
river  receives  sewage  and  a  small  amount  of  waste  from  a  felt  mill  employ- 
ing 35  persons.  Just  above  Rockville  the  Charles  River  receives  the  flow 
of  Mill  River,  a  branch  which  rises  in  Wrentham  and  drains  sections  of 
that  town  and  of  Franklin  and  Norfolk.  This  stream  receives  the  effluent 
from  the  sewage  purification  works  at  Franklin. 
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The  town  of  Franklin  had  in  1900  a  population  of  5,017.  It  is  situated 
between  Mine  Brook,  which  enters  the  Charles  River  at  W$st  Med  way,  and 
Mill  River,  which  enters  it  about  5  miles  below  Mine  Brook.  The  princi- 
pal factories  from  which  large  quantities  of  wastes  are  discharged  are  on 
the  water-shed  of  Mine  Brook,  but  the  sewage  of  the  town  is  disposed  of  in 
the  water-shed  of  the  other  stream. 

The  sewage  from  a  small  section  of  the  village  is  conveyed  to  purification 
works,  which  consist  of  sand  filter  beds;  but  the  sewage  is  discharged 
upon  the  beds  continuously,  and  the  beds  receive  little  care  and  the  sew- 
age is  very  imperfectly  purified.  The  quantity  of  sewage  treated  at  the 
works  amounts  to  about  5,000  gallons  per  day.  There  is  considerable 
unpurified  sewage  which  enters  Mill  River  both  from  factories  and  from 
dwelling  houses  through  private  sewers,  and  there  is  a  considerable  quantity 
of  manufacturing  waste  from  a  felt  mill  and  a  hat  factory,  which  discolors 
the  .water. 

Mill  River  also  receives  sewage  and  wastes  from  a  felt  mill  and  a  paper 
mill,  and  sewage  from  a  shoddy  mill,  employing  together  about  115  per- 
sons, all  of  which  are  within  the  town  of  Norfolk. 

About  4  miles  below  Rockville  the  Charles  River  is  joined  by  Stop 
River,  which  flows  through  a  portion  of  the  town  of  Norfolk,  and  on  which 
are  located  a  paper  mill  employing  13  persons  and  a  shoddy  mill  employing 
about  25  persons,  the  sewage  and  wastes  from  which  are  discharged  into 
the  river. 

In  Medfield  the  river  receives  the  effluent  from  the  sewage  purification 
works  of  the  town. 

The  town  of  Medfield  had  in  1900  a  population  of  2,926,  and  a  portion 
of  the  main  village,  including  a  large  straw  shop,  is  provided  with  sewers, 
the  sewage  being  purified  by  intermittent  filtration  on  prepared  beds  of 
sand.  The  sewage  consists  chiefly  of  wastes  from  the  straw  shop,  and  the 
quantity  purified  amounts  to  about  90,000  gallons  per  day.  The  numerous 
examinations  which  have  been  made  indicate  that  the  sewage  is  very 
thoroughly  purified. 

In  the  upper  portion  of  Boggistere  Brook  in  Holliston  the  sewage  and 
wastes  from  a  woolen  mill  employing  60  persons  are  discharged  into  the 
stream.     At  this  factory  no  wool  is  scoured,  but  cloth  is  washed  and  dyed. 

At  South  Natick  the  river  receives  a  small  amount  of  sewage  from  the 
electric  light  station  ;  and  at  Charles  River  Village  in  Needham,  four  miles 
below  South  Natick,  there  is  a  paper  mill,  which  is  not  at  the  present  time 
in  operation. 

Between  Charles  River  Village  and  Newton  Upper  Falls  there  are  no 
factories,  and  the  river  has  but  very  little  fall  throughout  most  of  its  course, 
being  bordered  through  much  of  the  distance  by  extensive  meadows.  At 
Newton  Upper  Falls  and  Newton  Lower  Falls  there  are  two  shoddy  mills, 
a  paper  mill,  a  silk  mill,  a  glue  works  and  a  machine  shop,  from  all  of  which 


348  STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

wastes  are  discharged  into  the  stream,  the  most  objectionable  waste  appar- 
ently coming  from  the  silk  mill  and  from  the  shoddy  and  paper  mills.  At 
these  factories  also  the  sewage  from  about  450  persons  is  discharged  into 
the  stream.  In  the  immediate  vicinity  of  several  of  these  factories  the 
river  is  noticeably  polluted  at  times  of  low  flow. 

In  Waltham  the  river  receives  a  small  amount  of  waste  from  a  watch 
factory  and  from  a  cotton  mill,  and  considerable  waste  from  a  bleachery. 
The  sewage  from  the  operatives  at  these  mills  is  taken  into  the  city 
sewers. 

At  Watertown  a  portion  of  the  wastes  from  a  woolen  mill  and  large 
quantities  of  wastes  from  a  paper  mill  and  dye  works  are  discharged  into 
the  stream.  Wastes  from  gas  factories  are  discharged  into  the  stream 
at  both  Waltham  and  Watertown.  Below  Watertown  the  river  is  a  tidal 
stream. 

Within  the  city  of  Boston  the  river  receives  sewage  directly  from  about 
1,000  persons,  and  in  Boston  and  Cambridge  it  receives,  at  times  of  storm, 
sewage  mixed  with  a  certain  amount  of  storm  water  from  numerous  over- 
flows along  the  river  and  its  tributaries.  Stony  Brook,  a  tributary  which 
drains  a  thickly  populated  section  of  Boston,  also  receives  directly  a  con- 
siderable quantity  of  sewage  and  the  wastes  from  several  breweries.* 

As  before  stated,  approximately  one- third  of  the  flow  of  the  river  is 
diverted  at  Dedham  into  the  Neponset  River.  The  towns  of  Dedham, 
Watertown  and  Brookline,  and  the  cities  of  Newton,  Waltham,  Cambridge 
and  Boston,  are  provided  with  sewerage  systems,  the  sewage,  excepting  a 
portion  which  overflows  at  times  of  storm,  being  conveyed  outside  of  the 
water-shed.  All  of  these  places  except  Boston  and  Watertown  are  sup- 
plied with  water  taken  from  the  water-shed  of  the  Charles  River;  and,  as 
the  sewage  is  removed  from  the  water-shed,  the  flow  of  the  river  is  some- 
what reduced.  The  average  daily  quantity  of  water  used  by  the  cities  and 
towns  taking  water  from  the  river  was  15,000,000  gallons  in  1902. 

A  special  examination  of  the  river  at  Milford  and  for  several  miles  below 
Milford  was  made  during  the  summer  of  1902,  the  results  of  which  are 
presented  in  the  following  table.  The  results  of  the  analyses  of  samples 
collected  at  various  points  during  the  months  of  low  flow  for  several  years 
are  also  presented.  It  will  be  seen  that  the  river  below  Milford  is  a  foully 
polluted  stream,  but  the  water  of  the  river  rapidly  improves,  and  opposite 
the  Brookline  and  Newton  pumping  stations  there  is  but  little  evidence  of 
pollution.  The  river  in  the  lower  portion  of  its  course,  except  at  those 
places  in  the  immediate  vicinity  of  certain  factories,  from  which  manufac- 
turing wastes  are  discharged  into  the  stream,  is  entirely  unobjectionable  to 
sight  and  smell. 

*  See  pagei  890  and  810.' 
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Special  Examination  of  Charles  River,  near  Milford,  July  10  and  11, 1902. 

[ParU  per  100,000.] 


Socbck. 


Dat  Sample. 


& 

a 
o 


2 

o 


a 
** 

<< 


A 


a 


a 
« 

o 


Charlee  River,  above  sewer  outlets,  Milford* 

Main  Street  sewer  outlet 

Central  Street  sewer  outlet 

Charles  River,  \  mile  below  Central  Street, 

Charles  River,  1  mile  below  Central  Street, 

Charles  River,  2  miles  below  Central  Street, 

Charles  River,  3  miles  below  Central  Street  (out- 
let of  pond  at  South  Milford). 
Charles  River,  6  miles  below  Milford, . 


.0210 
1.7300 
2.8000 
.7100 
.4200 
.1066 
.0710 
.0008 


.0420 
.6600 
.6800 
.1640 
.0686 


.81 
27.7 
6.60 
4.13 
1.84 


.0467     1.46 


.0480 
.0814 


1.21 
0.86 


70.2 


18.8; 
4.9  j 
18.8  J 
13.6$ 
28.8  J 
38.2  1 
72.4) 
100.0  ( 
67.7  { 
91.0  j 


Night  Sample. 


I 


4 

9 

■2 

si 

© 

eg 

a 

a 

< 

!*< 

4» 

0 

o 

3 

o 

1« 

o 


1.2100 
1.2800 
.4600 
.2960 
.1800 
.0247 
.0078 


.2200 
.3800 
.1046 
.0770 
.0606 
.0470 
.0864 


6.00 
6.40 
2.66 
1.86 
1.21 
1.12 
.74 


6.3 
11.6 

4.2 

9.3 
18.3 
11.8 
68.7 

6.4 
72.6 
40.9 


Flow  of  sewage  from  Main  Street  sewer,  Milford,  60,000  gallons  per  day.  ' 
Flow  of  sewage  from  Central  Street  sewer,  Milford,  72,000  gallons  per  day. 
Flow  of  river  at  Milford,  6.9  eubie  feet  per  second. 

Chemical  Examination  of  Water  from  the  Charles  River.  —  Averages 
for  Six  Months,  from  June  to  November,  inclusive. 

Charles  River \  above  Milford. 

[Parts  per  100,000.] 


• 

8 

Residue  on 
evapoiatioh. 

Ammonia. 

! 

3 
o 

NlTBOOBV 
AS 

• 

•a 

1 

9 

3 
O 

1 

O 

Yea*. 

3 

© 
•> 

3 

• 

ALBUMINOID. 

• 

5 
S 

§ 

5 

* 

3 

o 
H 

o 

OP 

Sus- 
pended. 

•B 

to 
V 

s 

* 
8 

mIMF)       ■           •           •           • 

.28 

8.98 

1.70 

.0017 

.0248 

.0223 

.0026 

.27 

.0027 

.0008 

.48 

i 

.6 

1900,     .... 

.49 

8.98 

1.67 

.0017 

.0261 

.0231 

.0020 

.26 

.0030 

.0000 

.64 

.5 

1901,     .... 

.46 

4.30 

2.48 

,0066 

.0286 

.0247 

.0039 

.26 

.0060 

.0002 

.66 

.6 

1902,      .... 

.68 

4.42' 

1.90 

.0026 

.0248 

.0210 

.0038 

.29 

.0067 

.0001 

'     .70 

1.1 

Charles  River \  below  Milford, 


1898 

.63 

10.47 

3.08 

.1196 

.0697 

.0422 

.0175 

2.47 

.0473 

.0064 

.69 

2.4 

1899 

.60 

12.62 

3.12 

I 

.3487 

.1346 

.0803 

.0642 

3.00 

i 

.0068 

i 

.0008  • 

1.12  '  2.6 

1900,      ... 

.66 

12.86 

2.66  < 

.7123 

.0764 

.0563 

.0201 

1  2.74 

i 

.0140 

.0056 

.93 

3.1 

1901 

.63 

9.62 

8.37 

.1419 

.0461 

.0317 

.0134 

1.40 

.0422 

.0048 

.86 

2.6 

1902,      .... 

.62 

i 

10.74 

3.38 

.2118 

.0668 

.6406 

.0262 

1 

2.21 

.0236 

i 

.0049  i 

1.02  |  2.7 
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Chemical  Examination  ok  Water  from  the  Charles  River  —Averages 
for  Six  Months,  from  June  to  November,  inclusive  —  Concluded. 

Charles  River,  at  Bellingham. 

[Parte  per  100,000.] 


Kksidck  on 
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nmed. 

Evaporation. 

Ammonia. 

A8 

# 

c 
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!  5 

3 
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1902 

.61 

6.98 

2.60 

.0129 

.0807 

.0278 

.0029 

1.10 

.0270 

.0016  ' 

i 

.64 

2.0 

Charles  River,  at  Needham. 


IoW|          • 

.47 

5.29 

1.97 

.0006 

.0257 

.0239 

.0018 

>  .48 

.0082 

.0000 

.64 

1.6 

.HAW*    •     •     •     • 

.60 

4.92 

1.68 

.0011 

.0249 

.0284 

.0016 

.44 

.0088 

.0000 

.71 

1.2 

1901 

.96 

5.26 

2.61 

.0024 

.0294 

.0272 

.0022 

.89 

.0058 

.0001  ! 

.97 

1.6 

1902,   .... 

.60 

6.24 

1.98 

.0089 

.0271 

.0249 

.0022 

.64 

.0042 

.0001  1 

.66 

1.6 

Charles  River,  opposite  Brookline  Water  Works  Pumping  Station. 


1887 

.83 

6.87 

1.62 

.0018 

.0282 

.44 

.0087 

1888,  , 

.98 

4.87 

1.92 

.0014 

.0264 

.0240 

.0024 

.37 

.0062 

.0002 

_ 

_ 

1896,  . 

s 

.74 

4.91 

2.08 

.0004 

.0287 

.0207 

.0030 

.48 

'.0055 

.0001 

.76 

1.5 

1897, 

1.02 

6.86 

2.46 

.0012 

.0288 

.0262 

.0026 

.43 

.0067 

.0001 

.86 

1.5 

1898,   . 

.87 

6.22 

2.40 

.0012 

.0808 

.0281 

.0022  | 

.39 

.0035 

.0001 

.92 

1.4 

1899, 

.46 

5.08 

1.92 

.0011 

.0262 

.0230 

.0032  I 

.46 

.0026 

.0001 

.62 

1.5 

1900,   . 

.56 

4.96 

1.60 

.0018 

.0262 

.0229 

.0023 

.46 

.0020 

.0000 

.70 

1.4 

1901, 

.92 

6.45 

2.60 

.0020 

.0814 

.0275 

.0089 

.41 

.0047 

.0001 

.96 

1.4 

1902,   . 

.52 

6.46 

i 

2.08 

.0081 

.0234 

.0211 

.0023 

.57 

.0046 

.0001 

.64 

1.5 

Charles  River,  opposite  Newton  Water  Works  Pumping  Station. 


loo',   .... 

.73 

6.63 

1.49 

.0008 

.0287 

.46 

.0088 

. 

. 

looo,   .     •     •     * 

1.08 

6.02 

2.00 

.0012 

.0291 

.0269 

.0022 

.87 

.0075 

.0002 

- 

- 

1897 

1.20 

6.76 

2.87 

.0041 

.0337 

.0302 

.0035 

.49 

.0093 

.0001 

.99 

2.2 

lowo,   .... 

.92 

6.36 

2.51 

.0017 

.0327 

.0298 

.0029 

.42 

.0035 

.0001 

i 

.97 

1.7 

Charles  River,  opposite  Waltham  Water  Works  Pumping  Station. 


1887,   . 

.67 

6.02 

1.62 

.0029 

.0274 

.48 

.0048 

1888,   , 

.82 

5.47 

1.88 

.0036 

.0310 

.0266 

.0045 

.41 

.0087 

.0002 

• 

. 

1897, 

.96 

6.06 

2.46 

.0056 

.0322 

.0299  .0023 

.63 

.0078 

.0002 

.88 

1.0 

1898, 

.81 

5.74 

2.46 

.0050 

.0329 

.0296  1.0033 

.44 

.0043 

.0001 

.86 

1.6 

1899,  . 

.41 

5.50 

1.81 

.0047 

.0264 

.0248  .0016 

.61  1 

.0051 

.0002 

.52 

1.9 

1900,   , 

.62 

6.93 

1.68 

.0064 

.0282 

.0269  .0023 

.53 

.0070 

.0002 

.68 

1.7 

1901,   . 

.82 

5.93 

2.72 

.0065 

.0322 

.0289  1.0033 

.44 

.0067 

.0002 

.86 

1.8 

1902,   . 

.46 

6.21 

1.97 

.0084 

.0258 

.0228  1.0030 

.62 

.0077 

.0003 

.59 

2.0 

Charles  River,  opposite  Watertown  Water  Works  Pumping  Station. 


1887, 
1888, 
1893, 


.67 

7.11 

1.57 

.0086 

.0268 

.69 

.0234 

.86 

6.76 

2.26 

.0061 

.0385 

.0286 

.0070 

.61 

.0320 

.0010 

.67 

7.02 

2.08 

.0088 

.0244 

.0202 

.0042 

.70 

.0242 

.0006 

.-56  i  2.4 
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CHICOPEE  RIVER. 

The  Chicopee  River  is  formed  by  the  junction  of  the  Swift,  Ware  and 
Qnaboag  rivers  below  Palmer,  whence  it  flows  in  a  westerly  direction,  and 
discharges  into  the  Connecticut  River  a  short  distance  above  Springfield. 

The  following  tables  give  statistics  in  regard  to  the  drainage  areas  and 
populations  upon  them  at  various  places :  — 


Locality. 


Distance 

above 

Mouth 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Estimated 
Population  dis- 
charging 
sewage  or 
Sewage  Effluent 
into  River. 


Swift  River,  at  mouth,    .       .       .       . 

Ware  River,  just  below  Ware, 

Ware  River,  at  month,   . 

Seven  Mile  River,*  Just  below  Speneer, 

Qaaboag  River,  at  month, 

Ohicopee  River,  at  Lndlow,  . 

Chioopee  River,  at  month, 


18.1 

218.0 

7,700 

86 

28.2 

102.4 

18,700 

71 

17.5 

228.2 

18,000 

81 

46.6 

80.6 

7,800 

288 

17.6 

218.5 

28,400 

183 

8.8 

004.0 

59,100 

86 

0.0 

780.4 

77,700 

106 

000 

8,000 

8,700 

6,500 

10,460 

22,750 

80,660 


*  A  tributary  of  the  Qnaboag. 

Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 

Water-shed  of  the  Chicopee  River. 


CRT  OS  TOW*. 


§ 


a 
a 


a 

00 


It 

o 

00 


2  °  a 

SsSsJ 

w 


1 


Manuftctories  discharging 
Wastes  Into  River. 


Petersham,   . 

New  Salem, . 

Dana,    . 

Shatesbury, 

Preeoott, 

Greenwich,  . 

Enfield, 

Belehertown, 

Palmer, 

Hubbardaton, 

Rutland, 

Barre,   . 

New  Brain  tree, 

Hardwiek,    . 


868 
807 
700 
882 
880 
401 
1,086 
>    2,292 
7,801 
1,227 
1,884 
2,069 
500 
8,208 


None. 

0 

None. 

0 

None. 

0 

None. 

0 

None. 

0 

None. 

0 

Small     private 

aewera. 
None. 

200 
0 

General. 

8,100 

None. 

100 

None. 

100 

None. 

800 

None. 

0 

Private  aewera. 

1,600 

None. 

None. 

One  satinet  mill. 

None. 

None. 

None. 

One  aatinet  mill,  one  woolen  mill. 

None. 

One  dnck  mill,  one  cotton  mill,  one  woolen 

mill,  one  carpet  mill,  one  wire  mill. 
One  blanket  mill,  one  beeswax  refinery. 

One  aatinet  mill. 

One  cotton  mill. 

None. 

One  woolen  mill,  one  paper  mill. 
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Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 
Wateb-shed  of  the  Chicopee  River—  Concluded. 


1    , 

City  or  Town. 

a 

a 

3 

5 

a 
p. 

2, 

*> 
Sewerage  System. 

<P2k° 
£•8*3 

5    SaS 
Sgko? 

Manufactories  discharging 
Wastes  Into  River. 

Ware,   . 

Pazton, 

Oakham, 

Spencer, 

North  Brookfleld, 

Brookfleld,  . 

West  Brookfleld, . 

Warren, 

Brlmfleld,     . 

Monson, 

Ludlow, 

Ohleopee, 

Wllbraham, . 
Springfield,  . 

8,263 
469 
688 

7,627 
4,687 
8,062 
1,448 
4,417 
041 
8,402 
8,686 
10,167 

1,606 
62,060 

General. 

None. 

None. 

General.* 

Partial.* 

None. 

None. 

None. 

None. 

None. 

General. 

General. 

None. 
General. 

6,000 

0 

0 

6,600 

1,000 

0 

0 

v       0 

1,200 

0 

760 

2,000 

16,000 

800 
1,600 

One  paper  mill,  one  woolen  mill,  two  cotton 

mills. 
None. 

None. 

'Three  woolen  mills,  one  satinet  mill,  five  wire 

mills. 
None. 

Two  woolen  mills. 

One  creamery. 

One  cotton  mill,  one  woolen  mill,  one  firearm* 

factory. 
None. 

Four  woolen  mills,  one  straw   factory,  one 

shoddy  mill 
One  jute  and  hemp  mill. 

One  foundry,  one  carpet  mill,  one  paper  mill, 
one  firearms  factory,  one  rubber  factory,  one 
machine  shop,  one  bleachery. 

One  paper  mill. 

One  cotton  mill,  one  worsted  mill. 

*  Purification  works  In  use. 


The  Swift  River,  which  is  the  most  westerly  of  the  three  branches,  drains 
a  section  of  the  State  which  is  sparsely  populated,  and  has  very  little 
direct  pollution. 

At  Enfield  there  is  a  woolen  mill  and  a  satinet  mill,  employing  about  190 
persons,  sewage  from  which,  together  with  some  manufacturing  waste,  is 
discharged  into  the  stream. 

At  West  Ware  a  paper  mill  employing  26  persons  discharges  sewage  and 
wastes  into  the  stream ;  and  at  Bondsville  in  the  town  of  Palmer  near  the 
mouth  of  the  river  there  is  a  large  duck  and  flannel  mill  employing  600 
persons,  from  which  sewage  is  discharged  into  the  stream,  together  with 
wastes  from  dyeing.  At  this  place  the  river  receives  also  the  sewage  from 
a  population  of  about  100.  The  water  of  the  Swift  River  is  clean  in  ap- 
pearance throughout  its  entire  course,  and  its  condition  is  nowhere  objec- 
tionable. 

The  Ware  River  drains  a  section  between  the  water-sheds  of  the  Swift 
and  Quaboag  rivers.  At  Hubbardston,  about  36  miles  above  its  mouth,  the 
stream  receives  sewage  and  wastes  from  a  woolen  mill,  in  which  40  persons 
are  employed,  together  with  the  sewage  from  a  small  population;  and  at 
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Barre  the  river  receives  wastes  and  sewage  from  a  large  cotton  factory 
where  300  persons  are  employed,  and  the  sewage  from  several  smaller  fac- 
tories. At  Rutland*  a  satinet  mill  employing  65  persons  discharges  sewage 
and  wastes  into  Long  Meadow  brook,  a  small  tributary  of  the  Ware  River. 

At  the  village  of  Gilbertville  in  the  town  of  Hardwick  there  is  a  large 
woolen  mill  employing  825  persons,  in  which  about  90,000  pounds  of  wool 
are  scoured  each  week,  the  wastes  from  which,  together  with  the  wastes 
from  dyeing  and  washing,  are  discharged  directly  into  the  river.  A  paper 
mill  employing  about  140  persons  also  discharges  large  quantities  of  wastes 
into  the  stream,  and  the  sewage  from  the  operatives  in  both  these  factories, 
together  with  the  sewage  from  250  tenement  houses,  is  discharged  in  an 
unpurifled  state  into  the  river. 

The  town  of  Ware  is  about  4  miles  below  Gilbertville.  This  town  had  in 
1900  a  population  of  8,268,  and  is  provided  with  a  complete  sewerage  sys- 
tem, practically  all  of  the  sewage  being  discharged  into  the  Ware  River 
just  below  the  thickly  settled  portion  of  the  village.  The  shore  and  bed  of 
the  river  in  the  immediate  vicinity  of  the  main  outlet  is  in  a  very  objectionable 
condition,  but  there  is  no  population  near  the  outlet  or  near  the  stream  for  a 
long  distance  below.  A  small  quantity  of  sewage  is  discharged  from  an  out- 
let on  the  opposite  side  of  the  river,  but  the  conditions  about  this  outlet  are 
not  objectionable.  In  addition  to  the  sewage  discharged  into  the  stream 
from  the  sewers,  sewage  and  wastes  from  a  cotton  mill  employing  1,900 
persons,  a  cotton  and  woolen  mill  employing  250  persons  and  a  woolen 
mill  employing  825  persons  are  discharged  directly  into  the  river.  At  the 
cotton  and  woolen  mill  about  8,000  pounds  of  wool  are  scoured  each  week. 

Below  Ware  the  river  flows  through  the  village  of  Thorndike  in  Palmer, 
where  it  receives  sewage  and  wastes  from  two  cotton  mills  employing  about 
600  persons,  and  the  sewage  from  a  few  houses. 

The  water  of  the  Ware  River  above  Gilbertville  is  not  noticeably  polluted. 
Immediately  below  Gilbertville  the  water, is  objectionable  in  appearance,  on 
account  of  the  large  quantity  of  sewage  and  wastes  which  enter  it  at  that 
place  ;  and  at  Ware,  in  the  vicinity  of  the  mills  and  immediately  below  the 
sewer  outlet,  it  is  very  decidedly  polluted  at  times  of  dry  weather.  Below 
the  Ware  sewer  outlets  the  water  quickly  loses  its  polluted  appearance,  and 
when  it  reaches  its  mouth  the  effect  of  the  sewage  pollution  upon  the 
appearance  or  odor  of  the  stream  is  not  noticeable. 

The  Quaboag  River,  the  most  southerly  of  the  branches  of  the  Chicopee, 
rises  in  the  town  of  Spencer,  and  throughout  its  course  is  used  largely  for 
manufacturing  purposes.  There  are  numerous  ponds  and  storage  reser- 
voirs which  are  used  to  equalize  the  flow  of  the  stream,  so  that  the  flow  is 
well  maintained  in  dry  weather.    * 

The  first  sources  of  pollution  of  the  river  are  in  Spencer,  near  the  head 
waters.  A  small  brook  tributary  to  the  Seven  Mile  River,  which  is  one  of 
the  main  tributaries  of  the  Quaboag,  flows  near  the  central  section  of  the 
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village  of  Spencer,  and  receives  a  large  quantity  of  refuse  from  the  fac- 
tories along  its  course.  On  this  stream  are  located  three  woolen  mills,  a 
yeast  factory  and  gas  works,  from  all  of  which  sewage  and  wastes  have 
been  discharged,  until  recently,  into  the  stream.  A  connection  has  recently 
been  made  with  the  town  sewer,  so  that  the  wastes  from  the  yeast  factory 
are  now  disposed  of  with  the  sewage  of  the  town,  and  thus  one  of  the  chief 
sources  of  pollution  has  been  removed  from  the  brook,  but  the  brook  is  still 
very  foully  polluted. 

The  Seven  Mile  River  below  the  village  receives  sewage  and  sewage 
effluent  from  the  Spencer  sewerage  system.  The  town  of  Spencer  had  a 
population  in  1900  of  7,627,  and  about  3,000  persons  are  served  by  a  sys- 
tem of  sewers,  the  sewage  from  which  is  purified  upon  sand  filter  beds. 
The  quantity  of  sewage  treated  on  these  beds  varies  greatly  at  different 
seasons  of  the  year,  owing  to  the  large  quantity  of  ground  and  surface 
water  which  enters  the  sewers  at  times  of  storm  or  when  the  level  of  the 
ground  water  is  high.  The  ordinary  dry-weather  flow  of  sewage  is  about 
375,000  gallons  per  day.  Although  the  filter  beds  are  fully  capable  of 
purifying  all  of  the  sewage,  un purified  sewage  is  at  times  discharged 
directly  into  the  river  from  the  main  sewer.  A  system  of  sewers  which 
serves  a  few  houses  in  another  section  of  the  town  also  discharges  directly 
into  the  river. 

Just  below  Spencer  the  river  is  joined  by  a  small  brook,  on  which  are 
located  five  wire  factories  employing  together  about  85  persons,  the  sewage 
from  which  is  all  discharged  into  the  brook,  together  with  a  small  quantity 
of  acid  wastes.  There  is  also  a  satinet  mill  on  the  stream  about  a  mile 
below  Spencer,  from  which  the  sewage  from  30  persons  and  a  small  quan- 
tity of  wastes  are  discharged. 

At  East  Brookfleld  there  are  two  woolen  mills  employing  150  persons, 
from  which  sewage  and  wastes  are  discharged  into  the  stream,  but  no  wool 
is  scoured  in  either  of  these  places.  The  river  is  used  at  East  Brookfleld 
as  an  auxiliary  source  of  water  supply  for  the  town  of  Brookfleld,  at  times 
when  there  is  a  shortage  of  water  in  the  permanent  source  of  supply. 

A  creamery  is  located  at  West  Brookfleld,  from  which  offensive  wastes 
are  discharged  into  a  ditch  leading  to  the  river. 

At  Warren  in  the  villages  of  Warren  and  West  Warren  there  are  four 
cotton  mills  employing  over  900  persons,  sewage  from  which,  together  with 
a  small  quantity  of  manufacturing  wastes,  consisting  chiefly  of  spent  dyes, 
is  discharged  into  the  river.  There  is  also  a  woolen  mill  employing  300 
persons,  from  which  sewage  and  wastes  are  discharged  inta  the  stream,  bat 
no  wool  is  scoured.  Sewage  from  a,  firearms  factory  employing  75  persons 
is  discharged  into  the  stream  at  this  place. 

In  the  upper  portion  of  Palmer  a  small  shoddy  mill  employing  12  persons 
discharges  sewage  and  wastes  into  the  river.    A  short  distance  below  this 
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mill  a  branch  known  as  Chicopee  Brook  enters  the  river  from  the  south, 
on  which  is  the  village  of  Monson,  where  there  are  six  woolen  mills  em- 
ploying 435  persons  and  a  straw  goods  factory  employing  300  persons, 
sewage  from  ail  of  which  is  discharged  into  the  stream,  together  with  a 
considerable  amount  of  manufacturing  wastes,  consisting  chiefly  of  spent 
dyes  and  wool-scouring  liquor,  making  this  stream  objectionable  at  times 
in  appearance  and  odor.  v 

Below  its  junction  with  Chicopee  Brook  in  Palmer  the  river  receives  dye 
wastes  and  the  sewage  from  a  woolen  mill  employing  45  persons,  also  sewage 
and  acid  wastes  from  a  wire  factory  employing  100  persons. 

The  river  also  receives  at  Palmer  a  small  quantity  of  sewage  from  the 
town  sewers.  The  population  of  Palmer  in  1900  was  7,801.  A  small  sec- 
tion of  the  village  is  provided  with  sewers,  which  receive  both  sewage  and 
storm  water  and  discharge  into  the  river  at  two  points.  The  upper  outlet 
is  into  an  open  ditch,  through  which  the  sewage  flows  for  a  distance  of 
about  350  feet  to  the  river,  entering  the  river  near  a  highway  bridge.  The 
open  ditch  begins  near  several  buildings  and  runs  along  the  edge  of  a  high- 
way, and  at  times  when  the  flow  of  sewage  has  'been  obstructed  the  ditch 
has  been  the  cause  of  serious  complaint.  The  sewer  is  now  being  extended 
to  the  river.  The  river  below  the  outlet  is  not  noticeably  affected  by  the 
discharge  of  sewage  into  it  at  this  point.  The  lower  outlet  is  just  below 
the  Boston  &  Albany  Railway  bridge,  and  is  at  a  considerable  distance 
from  any  population.  This  outlet  is  unobjectionable,  and  the  sewage  in 
the  river  is  noticeable  for  only  a  short  distance  below. 

The  Quaboag  River  is  not  polluted  to  such  an  extent  as  to  be  objection- 
able in  appearance  or  odor,  except  in  the  immediate  vicinity  of  the  sources 
of  pollution,  in  any  portion  of  its  course. 

Immediately  below  the  junction  of  the  Ware,  Swift  and  Quaboag  rivers, 
at  the  village  of  Three  Rivers,  there  is  a  cotton  factory  employing  775  per- 
sons, from  which  all  of  the  sewage  and  a  small  quantity  of  dye  wastes  are 
discharged  into  the  river. 

The  next  source  of  pollution  of  the  Chicopee  River  is  at  Wilbraham, 
where  wastes  and  sewage  from  a  writing-paper  factory  employing  250  per 
sons  are  discharged  into  the  river. 

At  Ludlow  the  sewage  from  a  factory  employing  1,750  persons  is  dis- 
charged into  the  river,  but  very  little  manufacturing  waste  enters  the  stream 
at  this  point.  The  village  of  Ludlow  is  provided  with  a  system  of  sewers 
having  five  outlets  into  the  river.  The  total  population  connected  with  the 
sewers  discharging  into  the  river  is  about  2,000,  and  the  outlets  are  so  lo- 
cated and  constructed  that  they  are  not  offensive. 

At  Indian  Orchard  in  the  city  of  Springfield,  about  a  mile  below  Ludlow, 
there  are  eight  factories  employing  nearly  700  persons,  sewage  from  all  of 
which  is  discharged  directly  into  the  river,  together  with  a  small  amount  of 
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manufacturing  waste  consisting  chiefly  of  spent  dyes.  At  this  place  the 
river  receives  the  sewage  from  a  combined  system  of  sewers  serving  about 
1,500  persons  in  the  village  of  Indian  Orchard.  The  sewers  all  discharge 
through  one  main  outlet  located  below  the  village,  and  at  the  time  it  was 
examined  the  outlet  was  not  offensive,  although  sewage  was  observable  in 
the  river  for  some  distance  below. 

In  Chicopee  the  river  receives  the  sewage  of  the  principal  portions  of  the 
city,  together  with  manufacturing  wastes  from  a  large  number  of  factories 
in  Chicopee  and  Chicopee  Falls.  The  population  of  Chicopee  in  1900  was 
19,167.  The  city  is  very  thoroughly  sewered,  a  large  proportion  of  the 
sewage  entering  the  Chicopee  River,  although  thgre  are  some  sewers  which 
discharge  into  the  Connecticut  River. 

At  Chicopee  Falls,  the  upper  village,  there  are  two  principal  outlets,  the 
upper  of  which  is  into  a  mill  pond  a  short  distance  above  a  dam.  This 
outlet  was  formerly  located  immediately  below  the  dam,  at  a  place  where 
at  times  there  was  no  flow,  the  water  being  held  back  by  the  dam  above. 
-This  condition  created  such  a  nuisance  that  the  outlet  was  changed  to  a 
point  just  above  the  dam,  since  which  time  there  has  been  no  trouble. 

The  second  outlet  is  into  the  river,  just  below  the  thickly  built  up  portion 
of  the  village.  This  outlet  is  at  a  considerable  distance  from  any  houses, 
but  sewage  is  plainly  evident  along  the  edge  of  the  river  for  a  long  distance 
below.  There  is  one  small  outlet  between  Chicopee  Falls  and  Chicopee 
which  is  unobjectionable. 

The  sewage  of  the  lower  village  of  Chicopee  is  discharged  through  two 
outlets,  the  upper  of  which  is  a  very  small  one,  and  causes  no  trouble. 
The  lower  outlet,  which  is  the  principal  one,  is  near  the  mouth  of  the  river 
where  there  is  ordinarily  very  little  current,  and  at  times  the  water  of  the 
river  for  a  considerable  distance  is  affected  by  sewage. 

The  factories  in  Chicopee  employ  about  4,500  persons,  all  of  the  sewage 
being  discharged  into  the  river.  The  principal  manufacturing  wastes  which 
tend  to  pollute  the  river  are  wool-scouring  liquor  from  a  small  woolen  mill, 
a  small  amount  of  paper  wastes  and  spent  dyes. 

The  Chicopee  River  below  the  junction  of  its  three  principal  tributaries 
is  not  affected  to  any  noticeable  extent  by  the  sewage  and  manufacturing 
wastes  discharged  into  it,  except  in  the  city  of  Chicopee,  where  the  dis- 
charge of  a  large  quantity  of  sewage  at  the  main  sewer  outlet  causes  an 
objectionable  odor  in  the  vicinity. 

Special  examinations  have  been  made  of  the  river  and  its  branches,  the 
results  of  which  are  given  in  the  tables  which  follow,  together  with  the 
average  results  of  analyses  of  samples  collected  at  various  points. 
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Special  Examination  op  Wabe  Kivee  in  the  Vicinity  of  Wake, 

Aug.  18  and  19, 1902. 

[Parte  per  100,000.] 
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Flow  of  sewage  from  main  sewer.  Ware, 
Flow  of  river  at  Ware,      .... 


157,000  gallons  per  day. 
164  cublo  feet  per  second. 


Special  Examination  of  Quaboag  River,  at  Palmer,  Aug.  7  and  8,  1902. 

[Parts  per  100,000.] 


DAT  Samplk. 

Night  Sample. 

c« 

a 

* 

a 

• 

n 

2a 

1 

nold 
monl 

Souse  a. 

o 

1§ 

a 

O 

a 

V 

1 

aS 

s 

a 

0| 

e 

©< 

g< 

o 

9< 

g< 

o 

<y 

& 

•^ 

a 

r*. 

• 

< 

O 

£ 

< 

s 

Chlcopee  Brook,*  near  mouth, 
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Flow  of  sewage  from  upper  sewer,  Palmer, 
Flow  of  sewage  from  lower  sewer,  Palmer, 
Flow  of  river  at  Palmer 


14,000  gallons  p€r  day. 
7,000  gallons  per  day. 
118  cubio  feet  per  second. 


Special  Examination  of  Chicopee  River,  Aug.  20  and  21, 1902. 


-Chlcopee  River,  above  Ludlow, 

.0078 

.0288 

.20 

.0062 

.0288 

.19 

Chicopee  River,  below  Ludlow, 

Chlcopee  River,  below  Indian  Orchard, 

.0072 

.0280 

.20 

.0056 

.0876 

.19 

.0092 

.0316 

.19 

.0068 

.0800 

.19 

Chleope**  River,  above  Cblcopee  Falls 

.0080 

.0292 

.18 

.(K)92    .0244  !  .19 

Main  sewer,  at  Chlcopee  Falls,     .        .       .        .        .        .        . 

- 

- 

-  1 .9600 

.2300 

2.00 

Chicopee  River,  below  Chlcopee  Falls, 

.0072 

.0882 

.20! 

.0064 

.0300 

.19 

-Chlcopee  River,  below  Chieopee,  but  above  main  sewer  outlet, 

.0074 

.0800 

•"! 

.0061 

.0268 

.19 

*  Also  known  as  Quaboag  Brook. 
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Chemical  Examination  of  Water  from  the  Chicopee   River   and  its 

Tributaries.  —  Averages  for  Six  Months,  from  June  to  November, 

inclusive. 

Ware  River,  at  Barre. 

[Parts  per  100,000.] 
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Chemical  Examination  op  Water  from  the  Chicopee  River  and  its 
Tributaries.  —  Averages  for  Six  Months,  from  June  to  November, 
inclusive—  Concluded. 

Chicopee  River,  below  Ludlow. 

[Parts  per  100,000.] 
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1890t              . 

.89 

4.62 

1.66 

.0047 

.0265 

.0221 

.0084 

.24 

.0095 

.0002 

.49 

1.2 

1900 

.89 

4.72 

1.51 

.0047 

.0244 

.0200 

.0044 

.28 

.0048 

.0002 

;     .52 

1.2 

1001 

.49 

4.46 

1.89 

.0069 

.0288 

.0217 

.0071 

.21 

.0060 

.0002 

'     .61 

1.2 

1903 

.49 

4.69 

■, 

1.92 

.0067 

.0279 

.0203 

.0076 

.28 

1 

.0118 

.0001 

.61 

1.2 

Chicopee  River,  at  Chicopee. 


1901, 


.48 


4.67 


1.86 


.0042 


.0263 


.0200 


.0063 


.21 


.0060 


.0002 


.69 


1.6 


CONCORD  RIVER. 

The  Concord  River  is  formed  by  the  Sudbury  and  Assabet  rivers,  which 
unite  in  the  town  of  Concord.  The  river  flows  in  a  northerly  direction, 
and  discharges  into  the  Merrimack  River  in  the  city  of  Lowell. 

The  following  tables  give  statistics  relative  to  the  drainage  areas  and  the 
population  upon  them  at  various  points  :  — 


Locality. 


Distance 
above 
Mouth 

(Miles). 


Drainage   Population 


Area 


on 


(square   ,  Drainage 
Miles).    I     Area. 


Population 

per 

Square 

Mile. 


Bndbary  River,  above  lowest  dam  of  metro- 
politan water  works. 
LakeCochituate  (metropolitan  water  works), 
Total  need  for  metropolitan  water  supply,  . 
Sudbury  River,  below  Saxonville,* 
Bndbary  River,  at  mouth,*     .... 
Assabet  River,  below  Weetborough  filtration 

area. 
Assabet  River,  below  Hudson, 
Assabet  River,  below  Maynard,     . 
Assabet  Riv«*r,  at  mouth. 
Total,  Sudbury  and  Assabet,* 
Concord  River,  at  dam,  North  Billerlca,* 
Concord  River,  at  mouth,* 


Estimated 
Population  dis- 
charging 

sewage  or 
Sewage  Effluent 

into  Kiver. 


86.0 

75.2 

22,400 

298      ■ 

_ 

18.9 

w 

— 

- 

94.1 

- 

— 

31.6 

106.6 

40,700 

882 

16.0 

164.0 

46,700 

279 

42.5 

8.0 

600 

68 

32.0 

73.8 

10,000 

137 

23.0 

115.6 

16,800 

145 

16.0 

176.8 

22,200 

126 

16.0 

840.8 

67,900 

199 

4.6 

370.6 

72,600 

196 

0.0 

402.1 

107,400| 

268 

400 

460 

8,000 

6,200 
6,460 
7,600 
7,960 
23,900 
43,900 


*  Including  portion  used  for  metropolitan  water  supply. 

f  The  population  from  which  sewage  Is  actually  discharged  into  the  river  in  the  city  of  Lowell  is 
larger  than  the  population  within  the  natural  water-shed  of  the  river  in  the  city. 
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Cities  and  Towns,  Considerable  Portions  of  which  arr  within  the 

Watkr-shed  ok  the  Concord  River. 


City  01  Town. 

• 

e 

c 
o 

a 

& 
0* 

• 

B 

<a 
>» 
% 

S> 
C 

* 

Estimated  Popula- 
[    tlon  discharging 
Sewage  or  Sew- 
age Effluent  into 
Klver. 

Manufactories  discharging 
Wastes  into  Hirer. 

• 

Hop  kin  ton,    . 

2,623 

None. 

0 

None. 

Southborough, 

1,021 

None. 

0 

None. 

Marlborough, 

18,609 

General.* 

12,000 

None. 

Aahland, 

1,626 

None. 

0 

None. 

Framingham, 

11,302 

Geueral.* 

400 

One  woolen  mill. 

* 

Nattok,  . 

9,488 

General.* 

0 

None. 

Sudbury, 

1,160 

None. 

0 

None. 

Wayland, 

2,803 

None. 

0 

None. 

Westborougb 

5,400 

General.* 

8,000 

None. 

Shrewsbury, 

1,626 

None. 

0 

None. 

Northborough 

l, 

2,164 

None. 

900 

One  woolen  mill. 

Berlin,    . 

1,003 

None. 

0 

None. 

Hadeon, 

5,454 

Partial. 

2,000 

One  woolen  mill,  one  tannery. 

Bolton,  . 

770 

None. 

0 

None. 

Stow, 

■ 

1,002 

None. 

60 

One  Woolen  mill. 

Maynard, 

3,142 

Partial  * 

1,200 

One  woolen  mill* 

Boxborough, . 

816 

None. 

0 

None. 

Acton,    . 

2,120 

None. 

50 

One  shoddy  mill. 

Concord, 

6,652 

General.* 

4,000 

None. 

Oarllale, . 

480 

None. 

0 

None. 

Blllerlca, 

2,77& 

Partial* 

1,000 

Two  woolen  mills. 

Chelmsford,  . 

3,984 

None. 

0 

None. 

LtUleton, 

1,179 

None. 

0 

None. 

Lowell,  . 

94,969 

General. 

'  20,000 

One  woolen  mill,  onecolton  mill,  one 

bleachery. 

*  Sewage  purification  works  In  use. 


The  Sudbury  River  above  Framingham  is  used  as  one  of  the  sources  of 
water  supply  of  the  metropolitan  water  district,  and  during  dry  weather  a 
large  part  of  the  flow  of  the  stream  above  this  point  is  diverted.  The  area 
of  the  water-shed  of  the  main  stream  above  the  point  of  diversion  is  about 
75  square  miles.  Lake  Cochituate,  situated  on  a  tributary  which  joins 
the  main  stream  at  Saxon ville  in  Framingham,  is  also  a  source  of  water 
supply  of  the  metropolitan  district,  and  in  these  portions  of  the  water-shed 
of  the  Sudbury  River  the  streams  receive  no  direct  pollution,  as  practically 
all  of  the  sewage  and  manufacturing  wastes  are  kept  out  of  the  water  and 
the  sewage  of  the  principal  villages  is  removed  to  purification  works  outside 
of  these  portions  of  the  water-shed.  Below  the  point  of  diversion  the  river 
flows  through  the  town  of  Framingham,  receiving  in  the  village  of  Saxon- 
ville  the  sewage  and  manufacturing  wastes  from  a  woolen  mill  employing 
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about  350  persons,  in  which  about  50,000  pounds  of  wool  are  scoured 
weekly,  and  large  quantities  of  water  used  for  washing  and  dyeing  are 
discharged  into  the  river,  greatly  polluting  the  stream.  The  river  also 
receives  at  this  place  the  sewage  from  a  considerable  population,  although 
the  village  has  no  general  sewerage  system. 

Bannister  Brook,  which  receives  the  effluent  from  the  sewage  purification 
areas  of  the  towns  of  Framingham  and  Natick,  enters  the  river  at  Saxon- 
ville.  This  stream,  which  also  receives  water  which  may  overflow  or  be 
wasted  from  Lake  Cochituate,  is  sometimes  seriously  polluted  by  crude  or 
partially  purified  sewage  from  the  Natick  sewage  disposal  area. 

The  town  of  Framingham  had  in  1900  a  population  of  11,302.  That  por- 
tion of  the  town  included  in  the  village  of  South  Framingham,  which  contains 
probably  about  half  of  the  population  of  the  town,  is  provided  with  sewers, 
the  sewage  being  collected  at  a  pumping  station  and  pumped  to  filter  beds. 
The  sewage  from  the  Reformatory  Prison  for  Women  at  Sherborn  is  also 
taken  into  this  system.  The  average  daily  quantity  of  sewage  pumped 
amounted  in  1902  to  about  580,000  gallons  per  day.  All  of  the  sewage 
collected  in  the  sewerage  system  is  treated  on  the  filter  beds,  and  numerous 
examinations  have  shown  that  the  sewage  is  very  thoroughly  purified  before 
it  enters  Bannister  Brook,  which  conveys  the  effluent  to  the  Sudbury  River. 

The  town  of  Natick  had  in  1900  a  population  of  9,488.  The  town  drains 
naturally  into  Lake  Cochituate,  one  of  the  tributaries  of  the  Sudbury  River, 
which  is  used  as  a  source  of  water  supply  for  the  metropolitan  district. 

The  main  village  of  Natick  is  very  thoroughly  sewered,  the  sewage  being 
pumped  to  a  filtration  area  adjacent  to  the  Framingham  filtration  area. 
The  average  daily  quantity  of  sewage  pumped  in  1902  amounted  to  600,000 
gallons.  Although  the  area  of  land  owned  by  the  town  is  ample,  the  area 
which  has  been  prepared  is  insufficient  for  the  large  flow  of  sewage  at  times 
when  the  flow  is  increased  by  leakage  of  ground  water  into  the  sewers ; 
and  the  sewage  passing  through  the  filters  is  imperfectly  purified,  and  at 
times  unpurified  sewage  has  been  discharged  directly  into  Bannister  Brook. 

Below  Saxonville  the  river  flows  through  extensive  meadows  having  a 
very  slight  fall  to  its  junction  with  the  Assabet  River.  In  this  portion  of 
its  course  it  receives  no  additional  pollution  except  from  the  sewage-disposal 
area  at  Marlborough,  which  is  near  the  head  waters  of  a  tributary  which 
enters  the  river  at  Wayland. 

The  city  of  Marlborough  had  in  1900  a  population  of  13,609,  and  is  very 
thoroughly  sewered,  a  large  proportion  of  the  houses  being  connected  with 
the  sewers.  A  large  section  of  the  city  is  within  the  water-shed  of  the 
Sudbury  River,  above  the  point  where  it  is  diverted  for  the  water  supply 
of  the  metropolitan  district ;  but  the  filtration  area  is  outside  of  this  water- 
shed and  on  the  water-shed  of  a  tributary  of  the  Sudbury  River  which  enters 
it  at  Wayland. 
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The  average  quantity  of  sewage  received  at  the  filtration  area  during  the 
year  1902  was  650,000  gallons  per  day.  The  filtration  area  is  inadequate 
to  purify  the  sewage  at  times  of  high  flow,  and  at  such  times  large  quanti- 
ties of  unpurified  sewage  are  discharged  into  the  brook,  and  some  of  the 
sewage  which  is  treated  on  the  filter  beds  is  imperfectly  purified. 

Above  the  mills  at  Sazonville  the  water  of  the  Sudbury  River  is  of  good 
quality ;  but  below  the  mills,  where  it  passes  through  a  densely  populated 
section  of  the  village,  it  is  very  foul  and  exceedingly  offensive,  especially 
at  times  of  low  flow  and  when  no  water  is  passing  the  dam.  As  the  water 
passes  through  the  extensive  meadows  it  becomes  purified  and  diluted  to 
such  an  extent  that  when  it  has  passed  Way  land,  about  7  miles  below 
Saxon ville,  the  pollution  cannot  be  detected  by  observation. 

The  Assabet  River,  the  other  branch  of  the  Concord,  rises  in  West- 
borough,  not  far  from  the  head  waters  of  the  Sudbury  River.  In  West- 
borough  the  river  receives  the  effluent  from  the  sewage  purification  works  of 
that  town.  The  population  of  Westborough  in  1900  was  5,400.  A  sewer- 
age system  was  constructed  in  1892,  which  serves  practically  the  whole  of 
the  main  village,  a  considerable  portion  of  which  naturally  drains  into  the 
Sudbury  River ;  but  the  sewage  is  conveyed  to  a  filtration  area  near  the 
Assabet  River,  where  it  is  purified  on  sand  filter  beds,  the  effluent  flowing 
into  the  river.  The  quantity  of  sewage  purified  amounts  to  about  250,000 
gallons  per  day,  and,  although  the  purification  works  are  not  operated  in 
such  a  manner  as  to  secure  the  best  results,  the  effluent  does  not  have  a 
visible  effect  upon  the  water  of  the  river. 

At  North  borough  the  river  receives  sewage  from  four  factories  employ- 
ing about  240  persons,  and  wool-scouring  wastes  and  spent  dyes  from  a 
factory  where  cashmere  is  made.  The  river  also  receives,  through  a  tribu- 
tary which  enters  it  at  Northborough,  the  sewage  effluent,  and  at  times  a 
small  quantity  of  unpurified  sewage,  from  the  Westborough  Insane  Hospi- 
tal, which  has  a  population  of  about  1,000. 

At  Hudson,  the  next  town  through  which  the  river  passes,  sewage  from 
eight  factories  employing  about  1,275  persons  is  discharged  directly  into 
the  river,  and  large  quantities  of  wastes  from  a  tannery  and  a  woolen  mill 
are  discharged  into  the  stream. 

The  town  of  Hudson  had  in  1900  a  population  of  5,454.  The  town  has 
no  complete  system  of  sewerage,  but  there  are  numerous  sewers  or  storm- 
water  drains,  which  receive  the  sewage  from  the  thickly  built  up  portion  of 
the  village,  and  discharge  directly  into  the  river.  Plans  have  been  pre- 
pared for  the  construction  of  a  system  of  sewerage,  and  for  the  purification 
of  the  sewage  upon  sand  filter  beds  to  be  located  near  the  Assabet  River 
below  the  village. 

At  Stow,  3  miles  below  Hudson,  there  is  a  woolen  mill  employing  90 
persons,  in  which  about  12,000  pounds  of  wool  are  scoured  each  week,  and 
all  of  the  sewage  and  wastes  are  discharged  directly  into  the  stream. 
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At  Maynard,  5.5  miles  below  Stow  and  7.5  miles  above  the  junction  of 
the  Assabet  and  Sudbury  rivers,  there  is  a  large  woolen  mill  employing 
about  2,300  persons.  Sewage  from  the  operatives  and  wastes  from  scouring 
about  70,000  pounds  of  wool  per  week,  together  with  the  wastes  from  the 
dye  house  and  from  washing  cloth,  are  discharged  directly  into  the  stream. 
Besides  the  sewage  which  enters  the  river  from  the  f aotory,  there  are  sev- 
eral houses  connected  with  small  sewers  which  discharge  into  the  stream. 
A  small  section  of  the  town,  containing  about  100  houses  which  have  been 
recently  erected,  is  provided  with  a  sewerage  system,  the  sewage  being 
pumped  to  sand  filter  beds,  where  it  is  purified.  A  population  of  about 
500  is  served  by  these  sewers. 

The  American  Powder  Company,  situated  a  short  distance  below  May* 
nard,  employs  about  50  persons,  and  the  sewage  from  some  of  them  is  dis- 
charged into  the  river.     No  manufacturing  wastes  are  produced  here. 

At  Concord  Junction  the  river  receives  sewage  from  a  harness  factory 
employing  about  160  persons,  but  no  manufacturing  wastes  are  produced. 
Just  below  the  harness  factory  the  river  receives  the  flow  of  Fort  Pond 
Brook,  which  flows  through  the  village  of  South  Acton,  and  at  that  place 
receives  sewage  from  three  mills  employing  about  40  persons,  and  the 
manufacturing  wastes  from  a  small  shoddy  mill. 

The  Massachusetts  Reformatory  at  Concord  Junction,  which  has  a  popu- 
lation of  about  1,200,  discharges  sewage  upon  land  on  the  edge  of  the  river, 
and  the  effluent  flows  into  the  river.  A  small  quantity  of  wool  is  scoured 
at  this  institution,  and  the  wastes  from  the  wool-scouring  processes  are 
discharged  with  the  sewage  upon  land. 

The  Assabet  River  above  Hudson  is  not  a  badly  polluted  stream,  but  the 
sewage  and  wastes  discharged  into  it  at  Hudson  make  it  unsightly  and 
offensive  at  times.  Immediately  below  Maynard  the  stream  is  very  badly 
polluted  by  the  wool-scouring  wastes,  which  make  it  offensive  to  sight  and 
smell,  but  its  character  improves  from  this  place  until  it  unites  with  the 
Sudbury  River  at  Concord. 

The  Concord  River  between  the  junction  of  the  Assabet  and  the  Sudbury 
rivers  and  the  village  of  North  Billerica  flows  with  a  very  sluggish  current 
through  extensive  meadows,  and  in  this  portion  of  its  course  receives  no 
additional  pollution.  The  effluent  from  the  Concord  sewage  purification 
works  enters  the  stream  a  short  distance  below  Concord. 

The  town  of  Concord  had  in  1900  a  population  of  5,652.  A  sewerage 
system  was  constructed  in  1900,  the  sewage  being  pumped  to  a  filtration 
area  below  the  town.  The  average  quantity  of  sewage  pumped  in  1902  was 
312,000  gallons  per  day.  All  of  the  sewage  conveyed  to  this  area  appears 
to  be  thoroughly  purified. 

At  North  Billerica,  10.5  miles  below  Concord,  the  river  receives  the  efflu- 
ent from  the  sewage  purification  works  of  that  village.  A  sewerage  system 
was  constructed  in  1902,  by  which  the  sewage  is  conveyed  to  an  area  near 
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the  river  below  the  village,  where  it  is  discharged  on  sand  filter  beds.  At 
this  village  there  are  two  woolen  mills  employing  about  450  persons,  the 
sewage  from  which  is  discharged  directly  into  the  stream.  At  one  of  these 
mills  large  quantities  of  wool-scouring  wastes,  together  with  dye-house 
wastes,  are  discharged  into  the  river.  At  the  other  mill  no  wool  is  scoured, 
and  the  only  wastes  are  those  from  the  dye  house. 

Below  North  Billerica  the  river  flows  through  a  portion  of  the  city  of 
Lowell,  and  discharges  into  the  Merrimack  River. 

In  Lowell  the  Concord  River  receives  a  large  quantity  of  sewage  and 
manufacturing  wastes  from  two  tanneries,  two  large  woolen  mills  and  vari- 
ous smaller  factories.  Two  large  and  several  small  sewers  also  discharge 
into  the  river  near  its  mouth.  There  are  numerous  dams  and  mill  ponds 
on  the  stream  in  Lowell,  and  the  water  has  an  objectionable  appearance 
near  its  mouth  at  times  of  low  flow. 

Special  examinations  have  been  made  of  the  Concord  River  and  of  each 
of  its  two  branches,  the  results  of  which,  together  with  the  average  results 
of  analyses  of  samples  collected  during  the  drier  months  for  several  years, 
are  given  in  the  following  tables :  — 

Special  Examination  of  Sudbury  River,  Feb.  27, 1901. 

[Parts  per  100,000.] 


SOUKOB. 


Free 
Ammonia. 


Albuminoid 
Ammonia. 


Chlorine. 


Below  BaxonviUe 

At  Stone  bridge,  2.7  miles  below  BaxonviUe, 

At  Farm  bridge,  6  milea  below  Saxonvllle,     , 

At  Canal  bridge,  Way  land,       . 

At  Heath's  bridge,  Concord,     . 

Near  mouth,  Concord,       .... 


.5040 
.0040 
.0172 
.0244 
.0142 
.0144 


.2720 
.0040 
.0206 
.0214 
.02(0 
.0284 


1.11 
1.68 
.68 
.66 
.62 
.59 


Special  Examination  or  Assabet  River,  Sept.  9, 1902. 


Assabet  River,  just  below  sewage  purification  works,  Westborough, 

Assabet  River,  at  Milk  Street,  Westborough 

Assabet  River,  at  Main  Street,  Northborough 

Cold  Harbor  Brook,  at  mouth,  Northborough, 

Assabet  River,  2  miles  below  Northborough, 

Assabet  River,  i  mile  above  Washington  Street,  Hudson,    . 

Olye  Brook,  at  Cottage  Street,  Hudson, 

Clye  Brook,  at  mouth,  Hudson, 

Brace's  mill  pond,  at  outlet,  Hudson 

Assabet  River,  1&  miles  below  Washington  Street,  Hudson, 


.0304 
.0204 
.0220 
.0148 
.0640 
.0396 
.0760 
.0386 
.0332 
.0000 


.06 
.60 
.62 
.27 
.46 
.42 
.47 
.58 
.41 
1.76 
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Special  Examination  op  Assabet  River,  Sept.  9, 1902  —  Concluded. 

[Parts  per  100,000.] 


Soukgb. 


Free 
Ammonia. 


Albuminoid 
Ammonia. 


Chlorine. 


Assabet  Elver,  100  feet  above  entrance  of  Assabet  Brook,  Stow, 

Assabet  River,  below  Stow, 

Assabet  River,  \  mile  below  Summer  Street,  Maynard, 

Assabet  River,  600  feet  above  Main  Street,  Concord,    .... 

Assabet  River,  100  feet  above  entrance  of  Fort  Pond  Brook,  Concord, 

Fort  Pond  Brook,  at  month,  Concord, 

Assabet  River,  at  month,  Concord, 


.0082 
.0044 
.0110 
.0260 
.0040 
.0340 
.0272 


.0296 
.0166 
.0760 
.0686 
.0266 
.0440 
.0412 


.66 
.87 
.68 
.06 
.82 
.68 
.64 


Chemical  Examination   of  Water   from   the  Concord  River  and  its 
Tributaries.—  A verages  for  Six  Months,  from  June  to  November, 

INCLUSIVE. 

Sudbury  River,  below  Saxonvitte. 

[Parts  per  100,000.] 
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.84 
.88 

7.22 
6.89 
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.0078 
.0160 

.0624 
.0424 

.0431 
.0272 

.0193 
.0162 

.88 

.60 

.0060 
.0103 

.0006 
.0006 

1.06 
.66 

1.9 
2.2 

1901, 
1902, 


Sudbury  River,  at  Mouth. 


.60 

6.77 

2.47 

.0064 

.0811 

.0283 

.0028 

.44 

.0047 

.0001 

.76 

.62 

6.10 

2.26 

i 

.0049 

.0278 

.0261 

.0027 

.62 

.0042 

.0002 

.64 

1.9 
1.9 


Assabet  River,  at  Westborough. 


ZWOj             • 

.99 

6.69 

2.84 

.0024 

.0348 

.0324 

.0024 

.31 

.0012 

.0000 

1.18 

1.5 

1899,   .... 

.63 

6.48 

2.87 

.0093 

.0364 

.0332 

.0082 

.49 

.0087 

.0001 

.90 

1.8 

1900 

.68 

6.41 

2.29 

.0083 

.0866 

.0381 

.0036 

.66 

.0060 

.0001 

.86 

1.7 

1901,   .... 

.87 

i 

6.83 

2.72 

.0032  .0337 

.0808 

.0029 

I 
.85 

.0026 

.0000 

1.11 

1.6 

1902 

.72  | 

6.62 

2.26 

.0030  1.0228 

1     1 

.0264 

.0084 

.45 

.0015 

.0001 

.91 

1.8 
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Chemical  Examination  op  Water  from  the  Concord  River  and  its 
Tributaries.  —  Averages  for  Six  Months,  from  June  to  November, 
inclusive—  Concluded. 

Assabet  River,  below  Hudson. 

[Parti  per  100,000.] 
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1808,  .... 

.79 

6.61 

2.88 

.0062 

.0886 

.0291 

.0044 

.89 

.0068 

.0008 

.87 

1.6 

1899 

.60 

8.80 

8.01 

.0206 

.0467 

.0888 

.0074 

.80 

.0020 

.0004 

.78 

2.1 

1000,  .... 

.48 

8.06 

2.06 

.0882 

.0601 

.0862 

.0189 

1.27 

.0028 

.0007 

.72 

2.0 

1001,  .... 

.66 

6.47 

2.88 

.0108 

.0876 

.0296 

.0080 

.79 

.0107 

.0006 

.01 

1.8 

1002,  . 

.84 

7.06 

2.60 

.0180 

.0464 

.0830 

.0184 

.84 

.0077 

.0006 

.74 

1.0 

Assabet  River,  below  Maynard. 
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2.69 

.0020 

.0387 

.0801 

.0086 

.48 
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1002 

.69 

7.27 

2.87 

.0099 

.0692 

.0381 

.0211 

.67 

.0088 
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.88 
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Assabet  River,  at  Mouth. 


1901, 
1902, 


.78 
.80 


6.60 
6.16 


2.82 
2.28 


.0177 
.0170 


.0416 
.0866 


.0869 
.0313 


.0047 
.0042 


.49 
.48 


.0068 
.0080 


.0006 
.0007 


.90 
.84 


1.7 

1.4 


Concord  River,  at  Billerica. 


1902,  . 


6.98 


2.18 


.0091 


.0347 


.0272 


.0076  I   .63 


.0062 


.0004 


.78 


1.7 


Connecticut  River. 

The  Connecticut  River,  the  largest  stream  in  Massachusetts,  rises  in  the 
extreme  northerly  portion  of  New  Hampshire,  and  flows  in  a  southerly 
direction,  forming  the  boundary  between  New  Hampshire  and  Vermont  to 
the  Massachusetts  line,  thence  across  the  States  of  Massachusetts  and  Con- 
necticut, emptying  into  Long  Island  Sound.  The  water-shed  of  the  portion 
of  the  stream  above  Massachusetts  is  steep,  and  the  river  has  a  rapid  fall 
and  is  subject  to  considerable  variations  in  flow. 
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In  Massachusetts  that  portion  of  the  water-shed  west  of  the  river  has 
steep  slopes,  but  the  water-shed  east  of  the  river  is  very  much  flatter  and 
contains  large  storage  reservoirs,  so  that  the  flow  of  the  streams  which  are 
tributary  from  that  side  is  much  larger  in  dry  weather  in  proportion  to  the 
size  of  their  water-shed  than  the  flow  from  the  west  side.  The  river  has 
comparatively  little  fall  in  Massachusetts,  the  only  falls  which  are  utilized 
being  those  at  Turner's  Falls  and  at  Holyoke.  The  four  principal  tribu- 
taries, the  Deerfleld,  Miller's,  Westfield  and  Chicopee  rivers,  are  treated 
separately  in  this  report,  and  the  description  of  each  of  these  streams  will 
be  found  under  the  name  of  the  stream. 

The  following  tables  give  statistics  in  regard  to  drainage  areas  and  the 
population  on  them  at  various  points :  — 


Locality. 


Distance 

above 
Connecti- 
cut Line 
(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Estimated 
Population  dis- 
charging 
Sewage  or 
8ewage  Kffluent 

Into  River  in 
Massachusetts. 


Above  Miller's  River, 
Below  Miller's  River, 
Below  Deerfleld  River, 
Above  Mill  River,    . 
Below  Mmnban  River, 
At  Holyoke  dam,     • 
Above  Chicopee  River, 
Below  Chicopee  River, 
Above  Weeifield  River, 
Below  Weetfleld  River, 
Above  State  line, 


66.7 

66.7 

49.3 

22.7 

22.4 

16.8 

9.6 

9.6 

4.0 

4.0 

0.0 


7,062.7 
7,462,7 
8,164.6 
8,894.8 
8,689.0 
8,606.6 
8,626.6 
9,867.0 
9,404.1 
9,922.6 
9,968.0 


192,200 
216,600 
242,900 
260,600 
286,600 
298,600 
840,000 
417,700 
484,100 
611,200 
618,000 


27.0 
29.0 
80.0 
81.0 
84.0 
84.0 
89.0 
46.0 
61.0 
62.0 
62.0 


2,600 

28,800 

81,000 

82,600 

66,000 

61,000 

99,000 

188,000 

201,000 

218,600 

216,000 


Principal  Cities  and  Towns  on  the  Connecticut  River  and  its 

Tributaries. 


City  or  Towk. 


St.  Johnebury,  Vt., 
Littleton,  N.  H.,      , 
Haverhill,  N.  H.,     . 
Lebanon,  N.  H., 
Randolph,  Vt., 
Hartford,  Vt.,  . 
Newport,  N.  H.,      . 


Population 
in  1900. 


Stream  on 

which 

Located. 


Distance 
above  Massa- 
chusetts end 
Connecticut 

State  Line 
(Miles). 


7,010 
4,066 
8,414 
4,966 
8,141 
8,817 
8,126 


Moose. 

Ammonooeuc 

Connecticut. 

Connecticut. 

White. 

Connecticut. 

Sngar. 


204.2 
206.0 
178.0 
146.8 
166.7 
138.9 
141.6 


Sewerage 
System. 


General. 
General. 


General. 
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Principal  Cities  and  Towns  on  the  Connecticut  River  and  its 

Tributaries —  Concluded. 


ClTT  OR  TOW*. 


Population 
in  1900. 


Stream  on 

which 
Located. 


Distance 
above  Massa- 
chusetts and 
Connecticut 

State  Line 
(Milts). 


Sewerage 
System. 


Olaremont,  N.  H.,   . 
Springfield,  Vt., 
Rockingham,  Vt.,    . 
Brattleborough,  Vt., 
Keene,  N.  H.,  . 
Gardner,  . 
Winchendon,   . 
Athol, 
Orange,     . 
Deerfleld, . 
Greenfield, 
Montague, 
Amherst,  . 
Northampton,  . 
Easthampton,  . 
Booth  Hadley, . 
Holyoke,  . 
Spencer,    . 
Brookfield, 
North  Brookfield,    . 
Warren,    . 
Monson,    . 
Palmer,     . 
Hard  wick, 
Ware, 
Ludlow,    . 
Chieopee,  . 
West  Springfield,    . 
Springfield, 
Weetfield, 


0,498 
8,483 
6,800 
6,640 
9,166 

10,818 
6,001 
7,061 
6,620 
1,969 
7,927 
6,160 
6,028 

18,648 
6,608 
4,626 

46,712 
7,627 
8,062 
4,687 
4,417 
8,402 
7,801* 
8,203 
8,263 
8,686 

19,167 
7,106 

62,069 

12,810 


Sngar. 

Black. 

Connecticut. 

Connecticut. 

AshneloL 

Miller's. 

Miller's. 

Miller's. 

Miller's. 

Deerfleld. 

Deer  field. 

Connecticut. 

Connecticut. 

Mill. 

Manhan. 

Connecticut. 

Connecticut. 

Ohlcopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Chieopee. 

Connecticut. 

Connecticut. 

Weetfield. 


129.7 
116.7 
108.4 
77.6 
91.4 
96.7 
92.1 
76.6 
69.6 
68.2 
62.0 
46.0 
82.0 
24.6 
26.6 
16.9 
16.9 
66.3 
48.8 
60.8 
42.4 
84.6 
80.6 
46.0 
88.6 
18.6 
10.6 
6.0 
6.7 
16.0 


None. 


General. 

General. 

General.* 

Partial. 

General. 

General. 

None. 

General. 

Partial. 

General.* 

General. 

General. 

Partial. 

General. 

General.* 

None. 

Partial* 

None. 

None. 

General. 

Private 

sewers. 
General. 

General. 

General. 

General. 

General. 

General. 


*  Sewage  purification  works  In  use. 

Above  the  point  where  it  enters  Massachusetts  the  river  receives  com- 
paratively little  se wage,  but  there  are  numerous  factories  on  the  stream 
and  its  tributaries  from  which  sewage  and  manufacturing  wastes  are  dis- 
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charged.  The  water,  however,  gives  very  little  indication  of  sewage  pollu- 
tion where  the  stream  enters  Massachusetts. 

About  10  miles  below  the  New  Hampshire  line  the  river  is  joined  by 
Miller's  River,  which  enters  it  from  the  east,  about  four  miles  above 
Turner's  Falls.  The  water  of  this  river  is  somewhat  more  polluted  than 
that  of  the  Connecticut  River,  although  the  pollution  is  not  noticeable  at 
its  month. 

At  Turner's  Falls  there  is  a  large  number  of  mills  employing  together 
about  1,600  persons,  the  sewage  and  manufacturing  wastes  from  which  are 
all  discharged  into  the  Connecticut  River.  The  principal  wastes  which 
tend  to  pollute  the  water  are  those  from  three  large  paper  mills.  The  sew- 
age from  the  village  of  Turner's  Falls  is  also  discharged  into  the  Con- 
necticut River  through  an  outlet  situated  on  the  edge  of  the  stream  at 
some  distance  below  the  village.  The  outlet  is  above  the  low-water  level 
of  the  river,  and  might  be  objectionable  at  times,  but  there  are  no  dwelling 
houses  within  a  considerable  distance  of  it. 

About  3  miles  below  Turner's  Falls  the  river  receives  the  flow  from  the 
Deerfield  River,  on  the  west.  This  river  receives  very  little  pollution  ex- 
cept that  from  Greenfield,  which  enters  it  near  its  mouth. 

Below  the  Deerfield  there  are  no  important  sources  of  pollution  as  far  as 
Fort  River,  which  enters  the  Connecticut  from  the  east,  opposite  the  city 
of  Northampton.  In  this  portion  of  its  course  the  river  receives  storm 
water  and  a  very  small  amount  of  sewage  at  various  places  from  the  small 
villages  of  Sunderland,  South  Deerfield  and  Hatfield  ;  but  the  quantity  of 
sewage  discharged  is  so  small  in  comparison  to  the  flow  of  the  stream  that 
its  effect  on  the  river  is  not  noticeable  except  by  analysis. 

The  town  of  Amherst,  which  had  in  1900  a  population  of  5,028,  is  situ- 
ated on  Fort  River,  about  7  miles  from  its  mouth.  The  town  is  provided 
with  a  general  sewerage  system,  which  discharges  at  two  outlets,  the  prin- 
cipal one  being  into  the  head  waters  of  Fort  River.  The  sewage  which  is 
discharged  at  this  outlet  is  first  passed  through  settling  tanks,  which  re- 
move a  small  portion  of  the  solid  matter.  At  the  other  outlet  the  sewage 
is  discharged  on  land,  where  it  collects  in  pools  from  which  it  finds  its  way 
more  or  less  directly  into  a  tributary  of  Fort  River. 

Mill  River,  one  of  the  smaller  tributaries  of  the  Connecticut,  rises  in  the 
town  of  Williamsburg  and  flows  through  the  city  of  Northampton,  enter- 
ing the  Connecticut  River  just  below  that  city,  and  about  7  miles  above 
Holyoke.  The  river  has  a  rapid  fall,  and  much  of  this  fall  is  utilized  for 
manufacturing  purposes.  It  has  a  water-shed  of  55  square  miles  at  its 
mouth. 

In  the  village  of  Williamsburg  there  are  numerous  private  sewers,  through 
which  practically  all  of  the  sewage  of  the  buildings  which  are  situated  near 
the  river  is  discharged.     There  are  also  three  small  factories  employing 
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about  20  persons,  sewage  from  which  is  discharged  into  the  stream,  but 
no  wastes  are  produced  at  these  factories* 

In  the  village  of  Haydenville  in  Williamsburg,  about  two  miles  below  the 
village  of  Williamsburg,  there  are  two  factories  employing  about  350  per- 
sons, which  discharge  sewage  into  the  river,  and  from  one  of  them,  a  silk 
mill,  a  small  quantity  of  polluted  wastes  is  discharged  into  the  stream. 

At  the  village  of  Leeds  in  the  city  of  Northampton  there  are  four  facto- 
ries employing  260  persons,  discharging  sewage  into  the  river,  and  a  small 
quantity  of  waste  is  discharged  from  a  large  silk  mill. 

At  Bay  State,  2  miles  below  Leeds,  the  river  receives  sewage  from  about 
850  persons  employed  in  three  factories,  two  of  which  are  large  silk  facto- 
ries, from  which  considerable  quantities  of  wastes  are  discharged,  and  from 
the  third  foul  wastes  from  treating  bones  and  bristles  are  discharged  into 
the  stream. 

In  Northampton  proper  there  are  three  factories  employing  about  480 
persons,  which  discharge  sewage  into  the  river,  but  very  little  manufactur- 
ing wastes  are  produced  in  these  factories. 

The  city  of  Northampton  had  in  1900  a  population  of  18,643.  The  city 
is  provided  with  a  sewerage  system,  which  is  built  in  part  on  the  combined 
plan,  the  sewage  all  being  discharged  into  Mill  River.  There  are  two  prin- 
cipal outlets,  the  larger  one  on  the  easterly  side  of  the  river  below  the  last 
dam  and  below  the  thickly  settled  portion  of  the  city,  and  a  smaller  outlet 
directly  opposite  the  first.  Besides  these  outlets  there  are  several  storm- 
water  overflows  at  convenient  points  into  the  river,  and  there  are  several 
small  sewers  which  discharge  sewage  from  a  few  houses  into  the  river  at 
various  places  along  its  course  through  the  city. 

The  river  has  a  small  water-shed  in  comparison  to  the  sewage  discharged 
into  it,  and  during  much  of  the  time  the  water  is  held  back  by  the  numer- 
ous dams,  so  that  the  sewage  forms  a  large  proportion  of  the  flow  of  the 
stream  below  the  sewer  outlets.  There  is  but  a  small  population  near  the 
sewer  outlets  and  in  the  vicinity  of  Mill  River  below  the  outlets. 

The  river  flows  for  a  distance  of  about  a  mile  from  the  sewer  outlets  to 
the  Connecticut  River,  and  throughout  this  entire  distance  the  water  is  very 
foully  polluted.  Plans  have  been  made  for  extending  the  main  sewer  to  a 
point  in  the  Connecticut  River  a  short  distance  above  the  mouth  of  Mill 
River. 

The  discbarge  of  large  quantities  of  storm  water  through  the  storm  water 
overflows  mingled  with  sewage,  as  at  present,  is  objectionable  on  account 
of  tbe  numerous  mill  ponds  in  the  thickly  built  up  section  of  the  city,  the 
level  of  the  water  in  which  fluctuates  considerably,  leaving  large  areas  of 
the  bottom  exposed  at  times. 

Just  below  Mill  River  enormous  quantities  of  wastes  from  sulphite  pulp 
works  are  discharged  into  the  river.     These  wastes  carry  with  them  a  large 


No.  34.]        EFFECT  OF  SEWAGE  DISPOSAL. 


371 


Amount  of  pulp,  which  is  deposited  in  the  bed  of  the  river  in  front  of  the 
outlet,  and  at  times  of  low  water  these  deposits  are  exceedingly  offensive. 
The  wastes  mingle  with  the  polluted  waters  of  Mill  River  along  the  westerly 
side  of  the  Connecticut,  and  the  odor  is  very  offensive  for  1,000  feet  or 
more. 

Special  examinations  6f  Mill  River  and  of  the  Connecticut  River  im- 
mediately below  Mill  River  have  been  made,  the  results  of  which  are  given 
in  the  tables  on  pages  377  and  378. 

A  short  distance  below  the  outlet  of  the  sewer  from  the  sulphite  pulp 
works  the  Connecticut  River  is  joined  by  the  Manhan  River,  one  of  the 
small  tributaries  from  the  west,  draining  an  area  between  the  water-sheds 
of  the  Westfield  and  Mill  rivers. 

The  water  of  the  upper  portion  of  the  Manhan  River  is  used  for  the 
water  supply  of  the  city  of  Holyoke,  and  during  times  of  low  flow  in  the 
river  all  of  the  water  from  this  portion  of  the  water-shed  is  diverted  from 
the  river. 

The  following  table  gives  data  in  relation  to  the  drainage  areas  and  the 
population  on  the  drainage  areas  at  various  points :  — 


LOCALITY. 


Distance 
above 
Mouth 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Popalatlon 

on 

Drainage 

Area. 

Popalatlon 

per 

Square 

MUe. 

Estimated 
Population  dis- 
charging Sewage 

Into  Mlver. 


Manhan  River,  at  dam  of  Holyoke  water 

works. 
Manhan  Biver,  jnat  above  Broad  Brook, 


Broad  Brook,  at  month,  . 
Manhan  River,  at  month, 


14.8 
2.0 
2.0 
0.0 


18.2 
71.0 
12.4 
80.4 


200 
8,000 
4,600 
8,100 


15 

42 

888 

01 


0 
1,000 
8,000 
4,000 


The  only  town  from  which  the  Manhan  River  receives  any  pollution  is 
Easthampton,  much  of  the  thickly  settled  portion  of  which  is  on  the  water- 
shed of  Broad  Brook,  the  principal  tributary  of  the  river. 

The  town  of  Easthampton  had  in  1900  a  population  of  5,608.  The 
town  is  quite  thoroughly  sewered  by  a  system  of  separate  sewers  discharg- 
ing at  five  principal  outlets.  A  large  proportion  of  the  population  is 
served  by  sewers  discharging  through  two  outlets  near  the  upper  end  of  a 
mill  pond  on  Broad  Brook.  This  mill  pond  is  about  three-quarters  of  a 
mile  long  and  has  an  area  of  approximately  44  acres.  The  principal  out- 
let discharges  just  below  the  surface  of  the  water  and  there  is  a  deposit  of 
organic  matter  in  its  vicinity  which  is  very  objectionable.  The  wastes 
from  a  gas  factory  are  discharged  into  the  pond  just  below  this  outlet. 
The  pond  also  receives  sewage  and  manufacturing  wastes  from  several 
factories,  the  principal  one  being  a  rubber  factory  employing  800  persons. 
Sewage  has  been  discharged  into  the  pond  for  a  period  of  about  eight 
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years,  but  daring  two  years  of  this  time  the  pond  has  been  drawn  off,  so 
that  the  sewage  was  discharged  into  a  flowing  stream.  There  is  consid- 
erable population  all  about  the  pond,  and  there  is  a  large  mill  at  its 
outlet. 

The  water  of  the  mill  pond  on  Broad  Brook  is  badly  polluted, — suffi- 
ciently so  to  be  objectionable  for  use  for  manufacturing  purposes  by  the 
mills  situated  near  the  outlet  of  the  pond,  but  is  not  offensive  in  odor  or 
noticeably  objectionable  in  appearance.  # 

The  Manhan  River  above  the  point  where  it  is  joined  by  Broad  Brook  re- 
ceives sewage  from  a  small  population,  discharged  at  two  outlets,  which 
are  located  at  a  considerable  distance  from  any  population,  and  which  ap- 
pear to  be  unobjectionable. 

Below  Broad  Brook  the  river  flows  for  about  a  mile  through  an  uninhab- 
ited region  to  the  Ox  Bow  on  the  Connecticut  River,  into  which  it  dis- 
charges. The  Ox  Bow  was  formerly  the  channel  of  the  Connecticut  River, 
but  a  new  channel  was  formed  and  one  end  of  the  Ox  Bow  was  filled  in,  so 
that  there  is  no  flow  through  it,  and  it  is  now  a  stagnant  arm  of  the  Con- 
necticut River.  The  height  of  water  fluctuates  with  the  height  in  the  Con- 
necticut River,  and  at  times  when  the  water  of  the  river  is  rising  the  water 
flows  from  the  river  into  the  Ox  Bow.  A  large  pulp  mill  and  a  saw  mill 
are  situated  on  the  island  formed  by  the  Ox  Bow;  and  the  Ox  Bow  is 
used  for  the  storage  of  logs,  the  entire  surface  of  the  water  being  at  times 
covered  with  logs,  and  much  bark  and  waste  material  are  thrown  into  the 
water. 

A  special  examination  of  Broad  Brook  and  the  Manhan  River  was  made 
on  July  14  and  15, 1902,  the  results  of  which  are  given  in  the  table  on  page 
377. 

The  effect  of  the  discharge  of  the  highly  polluted  water  of  Mill  River,  the 
wastes  from  the  pulp  mill  and  the  Manhan  River  is  not  noticeable  in  the 
Connecticut  River  a  short  distance  below  the  sources  of  pollution  on  the 
west  side  of  the  stream,  as  stated  above. 

The  Holyoke  dam  is  about  6.5  miles  below  the  mouth  of  the  Manhan 
River.  The  city  of  Holyoke  is  situated  on  the  westerly  side  and  the  vil- 
lage of  South  Hadley  Falls  on  the  easterly  side  of  the  river  at  this  point, 
and  from  both  of  these  places  sewage  and  manufacturing  wastes  are  dis- 
charged into  the  river. 

The  sewers  of  Holyoke  are  built  on  the  combined  plan,  the  system  of 
carrying  the  sewage  and  storm  water  in  the  same  pipes  having  grown  up 
gradually,  as  in  many  other  cities  in  the  State,  until  it  includes  nearly  all 
of  the  area  of  the  city.  The  separate  system  is  being  introduced  for  the 
higher  areas  and  new  sections  of  the  city  located  at  a  considerable  distance 
back  from  the  river,  and  in  future  extensions  of  the  sewers  it  is  probable 
that  the  separate  system  will  be  employed. 
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The  sewage  of  the  city  of  Holyoke  is  discharged  into  the  Connecticut 
River  at  eight  different  outlets,  and  there  are  two  storm  overflows  into  the 
canals. 

The  principal  sewer  outlet  for  the  northerly  portion  of  the  city,  known 
as  the  Walnut  Street  outlet,  is  located  above  the  Holyoke  dam.  At  this 
outlet  a  large  quantity  of  sewage  is  discharged  at  a  point  where  the  flow  of 
the  river  is  very  sluggish  on  account  of  the  effect  of  the  dam,  and  the  sew- 
age remains  in  the  neighborhood  of  the  outlet,  where  there  are  considerable 
deposits  of  sewage.  The  conditions  about  this  outlet  are  very  foul.  The 
outlet  is  also  objectionable  because  the  sewage  from  this  outlet  finds  its 
way  into  the  canals,  the  water  of  which  is  used  in  the  mills  for  many  pur- 
poses, and  may  be  used  for  drinking.  A  plan  for  diverting  the  sewage 
from  this  outlet  to  an  outlet  below  the  city  has  been  prepared,  but  the 
work  has  not  yet  been  done. 

The  main  outlet  for  the  main  and  southerly  portions  of  Holyoke  is  located 
at  the  southerly  end  of  the  city,  and  discharges  through  a  stone  pier  at  the 
edge  of  the  river.  This  outlet  was  evidently  at  one  time  carried  out  a  con- 
siderable distance  into  the  river ;  but  the  pipe  is  now  broken,  and  sewage 
discharging  at  the  edge  of  the  river  collects  in  a  large  pool  in  the  neighbor- 
hood, and  the  odor  about  this  outlet  is  very  offensive.  There  are  no  dwell- 
ing houses  within  a  considerable  distance. 

A  short  distance  above  this  outlet  at  the  foot  of  Berkshire  Street  is  an 
outlet  from  the  Elmwood  district,  discharging  at  the  edge  of  the  river. 
There  is  a  large  area  of  flats  about  this  outlet,  upon  which  sewage  collects 
and  gives  off  an  offensive  odor.  This  outlet  is  located  at  a  considerable 
distance  from  any  dwelling  house. 

In  the  region  between  the  upper  outlet  at  Walnut  Street  and  Elmwood 
Street,  sewers  for  the  area  of  the  city  lying  between  the  canals  and  the 
river  have  been  provided,  which  discharge  at  four  main  outlets.  The  out- 
lets at  Mosier  and  Appleton  streets  discharge  near  the  edge  of  the  river, 
the  former  at  a  place  used  as  a  dump,  and  both  of  these  outlets  are  located 
at  a  considerable  distance  from  any  dwelling  house.  While  sewage  collects 
about  these  outlets  to  some  extent,  they  were  not  seriously  objectionable 
at  the  time  they  were  examined. 

There  is  a  similar  outlet  at  Jackson  Street,  where  the  sewage  collects  in 
the  neighborhood  and  causes  a  disagreeable  odor. 

The  remaining  outlet,  located  at  Sargent  and  Hamilton  streets,  dis- 
charges through  a  wall  in  the  middle  of  a  canal  wasteway,  and  when  the 
water  is  wasting  from  the  canal  very  little  odor  is  noticeable  in  the  neigh- 
borhood of  this  outlet;  when  no  water  is  wasting,  the  sewage  collects 
in  a  large  pool  about  the  outlet  in  the  immediate  neighborhood  of  mills 
in  which  many  operatives  are  employed,  creating  a  very  objectionable 
nuisance. 
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In  addition  to  the  sewage  discharged  into  the  river  from  the  city  sewers, 
the  river  receives  much  sewage,  discharged  into  it  or  into  the  canals,  from 
the  various  factories  in  Holyoke,  and  enormous  quantities  of  wastes. 

The  factories  of  various  kinds  from  which  considerable  quantities  of  sew- 
age are  discharged  into  the  river  are  classified  in  the  following  table :  — 


Kind  or  Factory. 

Number  of 
Factories. 

Number  of 

Persons 

employed. 

Kimd  or  Faotobt. 

Number  of 
Factories. 

Number  of 

Persons 

employed. 

Paper, 
Woolen,     . 
Dye  works. 
Metal  worki,     . 

10 
6 
1 
8 

4,880 

2,810 

76 

216 

j  Cotton  thread,  . 

Cotton, 
Machinery, 

1 
1 
2 
2 

1,660 

1,000 

1,430 

216 

The  principal  manufacturing  wastes  which  tend  to  pollute  the  river  are 
the  wastes  from  the  large  paper  mills,  and  the  effect  of  the  discharge  of  these 
wastes  is  observable  in  the  river  for  a  considerable  distance  below  the  city. 

The  town  of  South  Hadley  is  located  on  the  easterly  side  of  the  river, 
opposite  the  city  of  Holyoke.  This  town  had  in  1900  a  population  of 
4,526.  The  principal  village  in  the  town  is  South  Hadley  Falls,  which  is 
located  on  the  bank  of  the  river  near  the  Holyoke  dam.  The  village  is  pro* 
vided  with  a  system  of  sewers  built  to  receive  storm  water  as  well  as  sew- 
age, the  first  sewer  having  been  constructed  in  1885.  The  sewage  at  present 
discharges  at  three  main  outlets. 

The  first  of  these  outlets  discharges  into  the  river  above  the  Holyoke 
dam,  about  opposite  the  Junction  of  Taylor  and  Canal  streets.  The  sewer 
ends  in  low  ground  about  100  feet  from  the  river,  and  the  sewage  collects 
in  a  large  pool,  having  an  area  of  about  500  square  feet  at  the  time  the 
examination  was  made,  which  was  filled  with  weeds,  grasses  and  rubbish 
of  various  sorts.  The  odor  from  this  stagnant  pool  of  sewage  was  extremely 
offensive,  and  there  were  several  houses  not  far  from  it. 

The  next  sewer  down  stream  discharges  into  the  tail-race  below  the  mills 
opposite  Bardwell  Street.  The  sewage  is  noticeable  in  the  stream  for  a 
considerable  distance  below  the  outlet,  but  the  odor  is  not  very  noticeable 
in  the  neighborhood  when  the  mills  are  running.  This  outlet  would  be 
objectionable  at  times  when  the  flow  through  the  tail-race  was  small. 

The  sewage  of  the  southerly  portion  of  the  village  discharges  through  a 
main  outlet  into  the  Connecticut  River  a  few  feet  below  the  Holyoke  bridge. 
Sewage  from  this  outlet  spreads  over  a  considerable  area,  but  under  ordi- 
nary conditions  there  is  a  considerable  flow  of  water  past  the  outlet,  so  that 
the  conditions  are  not  objectionable. 

In  the  village  of  South  Hadley  Falls  there  are  two  large  paper  mills  em- 
ploying about  225  persons,  sewage  and  wastes  from  which  are  discharged 
directly  into  the  river. 

The  sewage  of  the  village  of  Willimansett  in  Chicopee  discharges  into  the 
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Connecticut  River  opposite  Holyoke,  bnt  the  conditions  about  the  sewer 
outlets  have  not  been  found  to  be  objectionable. 

The  next  source  of  pollution  below  Holyoke  is  the  city  of  Chicopee,  which 
is  situated  about  6.2  miles  below  the  Holyoke  dam.  The  Chicopee  River 
flows  through  this  city,  and  receives  practically  all  of  the  sewage  and  wastes 
from  it.     The  condition  of  the  Chicopee  River  has  already  been  described. 

Just  below  Chicopee  are  the  city  of  Springfield  and  the  town  of  West 
Springfield. 

The  city  of  Springfield  is  situated  on  the  east  bank  of  the  Connecticut 
River,  5.5  miles  above  the  point  where  the  river  crosses  the  southern  bound- 
ary of  Massachusetts  into  Connecticut.     Its  population  in  1900  was  62,059. 

The  first  sewers  in  the  city  were  built  many  years  ago,  and  about  thirty 
years  ago  a  general  system  of  combined  sewers  was  designed  for  the  thickly 
settled  portions  of  the  city,  which  has  been  extended  from  time  to  time  as 
became  necessary.  The  further  extension  of  the  combined  system  of  sew- 
ers in  the  higher  portions  of  the  city  remote  from  the  river  is  found  to  in- 
volve much  expense,  and  the  separate  system  is  being  employed  in  this 
portion  of  the  city,  and  will  be  employed  in  developing  the  sewerage  of  the 
Mill  River  valley  in  the  southerly  part  of  the  city. 

The  sewage  of  the  principal  portion  of  the  city  of  Springfield  is  discharged 
directly  into  the  Connecticut  River,  without  treatment,  at  twelve  outlets. 
The  height  of  water  in  the  Connecticut  River  opposite  Springfield  is  affected 
somewhat  by  the  dam  at  Enfield,  Conn.,  but  there  is  generally  a  good  cur- 
rent in  the  stream  opposite  the  city.  The  freshets  in  the  spring  raise  the 
height  of  the  water  in  the  river  in  extreme  cases  to  a  level  20  feet  above  the 
ordinary  summer  stage  of  the  stream.  There  are  four  outlets  into  the  Mill 
River,  a  tributary  of  the  Connecticut  River,  in  the  southerly  part  of  the 
city ;  and  the  sewage  of  the  village  of  Indian  Orchard,  which  is  located  on 
the  Chicopee  River  within  the  limits  of  the  city  of  Springfield,  is  discharged 
into  the  Chicopee  River,  as  already  stated. 

The  main  outlets  into  the  Connecticut  River,  all  of  which  formerly  dis- 
charged at  the  edge  of  the  stream,  caused  serious  nuisances  at  many  places 
along  the  shore  in  the  densely  populated  part  of  the  city ;  and  to  remove 
these  nuisances  submerged  pipes  have  been  laid  from  five  of  the  principal 
outlets,  to  convey  the  dry-weather  flow  of  sewage  to  a  point  of  discharge 
near  the  bottom  of  the  river  from  200  to  300  feet  from  shore.  By  this 
plan  the  nuisances  formerly  caused  by  these  outlets  have  been  removed, 
and  no  objectionable  conditions  were  found  to  exist  about  these  outlets  at 
the  times  they  were  examined.  The  submerged  outlets  are  of  sufficient  size 
to  remove  the  dry-weather  flow  of  sewage  only,  so  that  at  times  of  rain  or 
when  snow  is  melting  much  mingled  sewage  and  storm  water  still  discharges 
at  the  old  outlets  at  the  edge  of  the  river,  but  objectionable  conditions  have 
not  been  created  by  this  discharge  at  any  of  the  outlets.  These  outlets  are 
maintained  with  very  little  trouble  and  expense.     They  occasionally  become 
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clogged,  especially  at  periods  of  high  water  in  the  river,  by  sticks  and 
other  matters  brought  down  from  the  sewage  which  collect  near  the  month 
of  the  sewer  at  such  times ;  but  by  removing  this  material  from  the  inlet  to 
the  submerged  pipe  after  the  freshet  flow  has  subsided,  further  trouble  has 
not  been  experienced  in  keeping  these  outlets  clear. 

At  all  of  the  remaining  outlets  into  the  Connecticut  River  sewage  dis- 
charges at  the  edge  of  the  river  bank,  and  in  most  cases  at  the  ordinary 
stage  of  the  river  the  sewage  collects  about  the  outlet  or  along  the  edge  of 
the  river  for  a  short  distance  below  the  outlet,  causing  a  noticeable  odor  of 
sewage  in  the  immediate  neighborhood. 

The  outlets  into  Mill  River  all  discharge  directly  into  the  water,  and,  as 
the  quantity  of  sewage  is  small,  objectionable  conditions  were  not  found  at 
these  outlets  at  the  time  they  were  examined. 

The  outlet  from  Indian  Orchard  into  the  Chicopee  River  has  been 
described  under  that  stream. 

The  town  of  West  Springfield,  which  had  in  1900  a  population  of  7,105, 
is  situated  on  the  westerly  shore  of  the  Connecticut  River,  directly  opposite 
Springfield.  This  town  is  provided  with  a  system  of  combined  sewers,  dis- 
charging through  various  outlets  into  the  Connecticut  and  Westfield  rivers. 

There  are  two  principal  outlets  into  the  Connecticut  River.  The  one 
situated  above  the  north  end  bridge  is  built  on  a  plan  somewhat  similar  to 
the  submerged  outlets  at  Springfield,  a  pipe  being  laid  beneath  the  bed  of 
the  river  to  a  point  well  out  into  the  stream,  of  sufficient  size  to  remove  the 
dry- weather  flow  of  sewage,  the  excess  of  flow  at  times  of  storm  discharg- 
ing at  about  high-water  mark.  The  submerged  outlet,  however,  when  it 
was  examined  was  obstructed  and  was  not  operating,  so  that  all  of  the 
sewage  was  being  discharged  on  the  shore  through  the  storm-water  outlet, 
creating  offensive  conditions. 

The  second  outlet  is  situated  immediately  below  the  old  wooden  bridge. 
This  outlet  is  a  large  one,  and  serves  the  village  of  Merrick.  The  sewage 
is  discharged  near  the  shore  line  at  low  water,  but  there  is  very  little  current 
at  this  place,  and  the  water  in  the  river  is  noticeably  polluted  for  a  con- 
siderable distance  out  from  the  outlet.  This  outlet  has  been  the  cause  of 
serious  complaint  from  the  operatives  in  a  factory  situated  on  the  bank  of 
the  river,  and  is  objectionable  at  times  to  those  passing  over  the  bridge. 

There  is  only  one  factory  in  West  Springfield,  wastes  from  which  tend  to 
seriously  pollute  the  Connecticut  River.  This  factory  is  a  paper  mill,  situ- 
ated near  the  lower  sewer  outlet.  Large  quantities  of  highly  colored  wastes 
are  discharged  at  times  into  the  sewer  near  its  outlet,  and  the  effect  of  the 
wastes  is  noticeable  in  the  river  for  a  long  distance  from  the  sewer  outlet. 

Just  below  West  Springfield  the  Connecticut  River  is  joined  by  the  West- 
field  River,  the  water  of  which  is  considerably  more  polluted  than  the  water 
of  the  Connecticut  River. 

Below  the  Westfield  River  the  Connecticut  River  flows  between  the  towns 
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of  Agawam  and  Longmeadow  to  the  State  line,  receiving  from  the  latter 
town  sewage  and  sewage  effluent.  The  town  of  Longmeadow,  having  in 
1900  a  population  of  811,  is  provided  with  a  system  of  sewers  constructed 
on  the  separate  plan.  The  sewage  is  conveyed  to  two  filtration  areas, 
where  it  is  discharged  on  prepared  sand  filter  beds.  The  filters  do  not 
receive  proper  attention,  however,  and  much  of  the  sewage  does  not  pass 
through  them. 

The  Connecticut  River,  where  it  enters  Massachusetts,  is  practically 
unpolluted,  and  until  it  reaches  Northampton  the  pollution  which  it  receives 
is  not  sufficient  to  create  objectionable  conditions,  except  possibly  in  the 
immediate  vicinity  of  the  sources  of  pollution. 

The  sewage  from  Northampton  which  enters  from  Mill  River,  together 
with  the  manufacturing  wastes  from*  the  sulphite  pulp  mills,  and  the  sewage 
of  Easthampton  which  enters  from  the  Manhan  River  just  below  Mill  River, 
noticeably  pollute  the  river  for  a  short  distance. 

The  sewage  and  manufacturing  wastes  from  Holyoke,  Chicopee  and 
Springfield  have  a  very  perceptible  effect  upon  the  character  of  the  water ; 
but,  notwithstanding  this  pollution,  the  river  as  it  passes  into  the  State  of 
Connecticut  is  not  seriously  polluted,  and  at  Hartford,  19  miles  below  the 
State  line,  the  water  of  the  river  has  recently  been  used  directly  as  a  source 
of  public  water  supply. 

The  results  of  special  examinations  of  the  Mill  and  Manhan  rivers  and 
of  the  Connecticut  River  below  Northampton  are  given  in  the  following 
tables.  The  average  results  of  analyses  of  samples  collected  during  the 
drier  portions  of  the  year  for  several  years  at  Northfield  near  the  New 
Hampshire  line  and  below  Springfield  near  the  Connecticut  line  are  also 
presented. 

Special  Examination  of  Mill  and  Manhan  Rivers,  July  14  and  15, 1902. 

[Parts  per  100,000.] 
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.0920 

.0370 

.27 

.0620 

.0446 

.28 

Main  sewer  outlet,  Northampton, 

1.1100 

.2700 

4.80 

.6600 

.1800 

1.86 

Mill  River,  at  month 

.1600 

.0380 

.46 

.9800 

.0780 

.48 

Connecticut  River,  below  month  of  Mill  River,  bnt  above  "  Ox  Bow," 

.0148 

.0224 

.17! 

.0024 

.0104 

.09 

Broad  Brook,  above  Easthampton  sewer  outlet,         .... 

.0012  .0276 

.19 

.0800 

.0690 

.36 

Easthampton  sewer  outlet, 

1.6300 

.3600 

4.80 

.8000 

.1600 

1.20 

Broad  Brook,  at  month, 

.0824 

.0612 

1.07 

.0880 

.0690 

.64 

Manhan  River,  above  Broad  Brook.  Easthampton,    .... 
Manhan  River,  near  entrance  to  "  Ox  Bow," 

.0084 

.0164 

.16 

.0068 

.0144 

.14 

.0186 

.0312 

.49! 

.0140 

.0200 

.29 

11  Ox  Bow,"  near  outlet  into  Conneetient  River 

.0068  .0272 

1 

.84, 

\        i 

.0104 

.0292 

.42 

Flow  of  sewage  from  main  sewer,  Northampton, 
Flow  of  sewage  from  main  sewer,  Easthampton, 

Flow  of  Mill  River, 

Flow  of  Manhan  River, 


1,600,000  gallons  per  day. 
280,000  gallons  per  day. 

36  cubic  feet  per  second. 
70  cubic  feet  per  second . 
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Special  Examination  op  Connecticut  River,  Sept.  16  and  17, 1902. 

[Parti  per  100,000.] 


SOCBCB. 


Free 
Ammonia. 


Albuminoid 
Ammonia. 


Chlorine. 


Connecticut  River,  above  Northampton, 

Mill  River,  at  mouth, 

Manhan  River,  at  month, 

Connecticut  River,  below  Manhan  River, 

Connecticut  River,  above  Hoi  yoke  dam, 

Connectient  River,  below  Holyoke 

Chloopee  River,  at  month 

Connecticut  River,  below  Chicopee, 

Connectient  River,  below  Springfield,  but  above  Weitfield  River, 

Westfleld  River,  at  mouth, 

Connecticut  River,  below  Westfleld  River, 


.0028 
.0800 
.0048 
.0030 
.0031 
.0042 
.0060 
.0040 
.0021 
.0026 
.0038 


.0128 
.0868 
.0188 
.0136 
.0160 
.0234 
.0286 
.0193 
.0210 
.0282 
.0188 


.09 
.43 
.26 
.10 
.11 
.14 
.31 
.17 
.16 
.29 
.17 


Chemical  Examination  of  Water  from  the  Connecticut  River.  —  Aver- 
ages for  Six  Months,  from  June  to  November,  inclusive. 

Connecticut  River \  at  Northfield. 

[Parts  per  100,000.] 
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Cr 
C 

« 

urn 

1887,   .... 

looo,        .     •     . 
18V9,   .    •    . 

1900,  .... 

1901,  .... 

1902,  .... 

.43 
.28 

.30 
.47 
.31 
.30 

6.46 
6.63 
7.82 
6.24 
6.12 
6.67 

1.82 
1.20 
2.17 
2.11 
2.39 
2.02  \ 

i 

.0038 
.0044 
.0016 
.0028 
.0016 
.0014 

.0144 
.0189 
.0189 
.0190 
.0148 
.0124 

.0118 
.0168 
.0164 
.0122 
.0110 

.0021 
.0081 
.0086 
.0024 
.0014 

.11 
.11 
.11 
.09 
.10 
.08 

.0066 
.0108 
.0023 
.0030 
.0087 
.0067 

.0006 
.0001 
.0001 
.0002 
.0001 

— • 

.86 
.96 
.72 

.60 

1 

3.6 
2.9 
3.2 
2.9 

Connecticut  River,  below  Springfield, 


looo,   .... 

.86 

6.34 

1.24 

.0032 

.0182 

.0148 

.0089 

.16 

.0082 

.0002 

- 

- 

1899,   .... 

.33 

6.61 

1.99 

.0093 

.0238 

.0196 

.0048 

.23 

.0042 

.0008 

.67 

3.1 

1900,   .... 

.44 

6.64 

1.90 

.0098 

.0260 

.0176 

.0074 

.20 

.0034 

.0002 

.89 

3.1 

1901 

.82 

6.08 

2.34 

.0061 

.0190 

.0163 

.0087 

.18 

.0048 

.0003 

.66 

3.0 

1902,   .... 

.81 

6.83 

2.13 

.0062 

.0180 

.0140 

.0040 

.16 

.0066 

.0005 

|  .61 

3.0 
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DEERFIELD  RIVER. 

The  Deerfield  River  is  a  tributary  of  the  Connecticut  River  from  the  west, 
rising  in  the  State  of  Vermont,  and  draining  the  northerly  section  of  Massa- 
chusetts west  of  the  Connecticut  River,  which  is  rugged  and  mountainous. 
The  river  falls  very  rapidly  throughout  nearly  all  of  its  course,  and,  as  there 
are  very  few  ponds  on  the  water-shed,  the  flow  of  the  stream  is  subject  to 
great  fluctuations. 

The  following  tables  give  data  in  regard  to  the  drainage  areas  at  various 
points  and  the  population  upon  the  water-shed :  — 


Locality. 

Distance 
above 
Mouth 

(Miles). 

Drainage 
Area 

(Square 
Miles). 

Population 

on 

Drainage 

Area. 

Population 

per 

8quare 

Mile. 

Estimated 
Population  dis- 
charging 8ewage 

into  River. 

Just  above  north  branoh,  at  Shelburne  Falls, 
North  branch,  at  month,         .... 
Just  below  north  branch,  at  Shelburne  Falls, 
Just  above  Green  River,  at  Deerfleld,  . 

Deerfleld  River,  at  month,      .... 

18.0 

18.0 

18.0 

2.1 

0 

406.9 
03.0 

408.8 

674.6 
80.8 

866.6 

7,600 

2,600 

10,200 

14,000 

9,800 

24,800 

19 
28 
21 
26 
108 
86 

160 

400 

660 

1,660 

6,000 

7,660 

Cities  and  Towns,  Considerable  Portions  of  which  are  within   the 

Water-shed  of  the  Deerfield  River. 


ClTT  OB  TOWH. 


Popula- 
tion 
in  1800. 


Bewerage 
System. 


Estimated 
Population 
discharging 

Sewage 
into  River. 


Manufactories  discharging 
Wastes  into  River. 


Somerset,  Vt.,  . 
Searsbnrg,  Vt., 
Wilmington,  Vt., 
Readsborough,  Vt., 
Whlttlngham,  Vt., 
Marlborough,  Vt., 
Halifax,  Vt.,      . 
Guilford,  Vt.,  . 
Monroe,     • 
Florida,      . 
Rowe, 
Savoy, 
Hawley,     . 
Charlemont, 
Ashfleld.   . 
Bnekland, . 
Heath,  •  . 

Colraln, 
Shelburne, 
Conway.    . 
Deerfleld,  . 
Ley den,     . 
Greenfield, 


67 

None. 

161 

None. 

1,221 

None. 

1,130 

None. 

1,042 

None. 

448 

None. 

662 

None. 

782 

None. 

806 
800 

None. 

None. 

640 

None. 

606 

None. 

420 

None. 

1,004 

Partial. 

066 

None. 

1,446 

Partial. 

441 

None. 

1,740 

None. 

1,608 

Partial. 

1,468 

None. 

1,060 

None. 

370 

None. 

7,027 

General. 

0 

0 

0 

Unknown. 

0 

0 

0 

0 

60 

0 

0 

0 

0 

100 

0 

360 

0 

400 

600    ' 

160 

0 

0 

6,000 


None. 

None. 

None. 

One  tannery,  one  paper  mill. 

None. 

None. 

None. 

None. 

One  paper  mill. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 

None. 

One  cotton  mill. 

None. 

One  cotton  mill. 

None. 

None. 

One  cutlery  factory. 


• 

Within  the  State  of  Vermont  the  Deerfield  River  receives  pollution  from 
a  tannery  and  a  paper  mill  in  Readsborough  about  8  miles  above  the  Mas- 
sachusetts line.    In  Massachusetts  the  first  source  of  pollution  is  in  Monroe, 
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where  the  river  receives  sewage  and  manufacturing  wastes  from  a  paper 
mill  employing  about  60  persons.  The  river  is  not  seriously  affected  by 
this  pollution  except  immediately  below  the  mill. 

At  Sheiburne  Falls  the  river  is  joined  by  North  River,  which  receives 
pollution  in  Col  rain,  about  3  miles  above  its  mouth,  from  three  cotton  mills 
employing  about  270  persons.  The  quantity  of  wastes  discharged  from 
these  mills  is  small,  but  all  of  the  sewage  from  them  goes  directly  into  the 
stream,  together  with  the  sewage  from  about  40  houses. 

At  Sheiburne  Falls,  on  the  Buckland  side  of  the  river,  sewage  is  dis- 
charged from  a  factory  in  which  250  persons  are  employed,  and  on  the 
Sheiburne  side  of  the  river  sewage  from  50  employees  in  a  factory  is 
discharged  into  the  stream.  Neither  Sheiburne  Falls  nor  Buckland  is 
provided  with  a  sewerage  system,  but  there  is  a  small  sewer  in  Buckland, 
discharging  into  the  river  below  the  water  level ;  and  there  is  a  sewer  in 
Sheiburne,  receiving  the  sewage  from  about  100  buildings,  discharging 
about  700  feet  below  the  dam  beneath  the  surface  of  the  water  at  all  times 
except  at  the  lowest  stage  of  the  river.  These  outlets  do  not  appear  to  be 
objectionable,  and  the  effect  of  the  sewage  is  not  noticeable. 

A  short  distance  below  Sheiburne  the  river  is  joined  from  the  south  by 
South  River,  one  of  the  largest  tributaries.  This  stream  flows  through  the 
town  of  Conway,  where  it  receives  sewage  from  a  shoe  shop  in  which  83 
persons  are  employed,  and  sewage  and  manufacturing  wastes  from  a  cotton 
mill  employing  about  55  persons. 

Below  the  South  River  the  Deerfield  River  flows  through  the  town  of 
Deerfield  into  Greenfield.  At  Greenfield  it  is  joined  by  Green  River,  a 
large  tributary  from  the  north,  which  flows  near  the  central  portion  of  the 
village  of  Greenfield,  and  receives  all  of  the  sewage  from  this  village.  The 
town  of  Greenfield  had  in  1900  a  population  of  7,927.  The  town  is  quite 
thoroughly  sewered,  and  the  sewage  from  about  6,000  people  is  discharged 
into  the  river  through  several  outlets.  The  upper  principal  sewer  outlet 
discharges  just  above  a  small  mill  pond  and  the  lower  principal  outlet  just 
above  a  second  mill  pond.  The  water  of  the  river  is  very  badly  polluted, 
and,  as  the  water  in  the  ponds  is  subject  to  considerable  fluctuations  in 
elevation,  local  nuisances  have  been  produced  which  have  been  the  source 
of  complaints.  There  is  a  large  population  in  the  vicinity  of  these  ponds 
and  along  the  stream  below  the  ponds. 

Below  the  Greenfield  sewer  outlets  the  Green  River  flows  for  about  a 
mile  and  discharges  into  the  Deerfield  River,  where  it  is  diluted  by  a  large 
flow  of  comparatively  pure  water  in  the  latter  stream. 

A  special  examination  was  made  of  Green  River  July  16  and  17,  1902, 
the  results  of  which  are  given  in  the  following  table :  — 
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Special  Examination  of  Green  River,  at  Greenfield,  Jult  16  and  17, 

1902. 

[Parts  per  100,000.] 


DAT  SAMPLE. 

Night  Samplb. 

Soubob. 

Free 

Ammonia. 

Albuminoid 
Ammonia. 

• 

e 

o 

§ 

Free 

Ammonia. 

Albuminoid 
Ammonia. 

• 

o 
a 

•g 

e 

Green  River,  above  Greenfield  sewer  outlets 

Shelbnrne  Street  sewer  outlet, 

Green  River,  at  Mill  Street,  between  main  sewer  outlets, . 

Bank  Row  sewer  outlet 

Green  River,  near  month,  |  mile  below  Bank  Row  sewer  outlet,     . 

.0012 
2.4300 

.0216 
1.7800 

.0266 

.0002 
.5100 
.0244 
.3000 
.0208 

.08 

6.35 

.18 

36.60 

.41 

.0012 
.8600 
.0128 
.8500 
.0224 

.0088 
.2200 
.0158 
.1800 
.0220 

.18 
4.2S 

.18 
5.80 

.28 

Flow  of  sewage  from  Shelbnrne  Street  sewer,        ....    166,000  gallons  per  day. 

Flow  of  sewage  from  Bank  Row  sewer, 100,000  gallons  per  day. 

Flow  of  river, 46  cubic  feet  per  second. 


Chemical  Examination  of  Water  from  the  Deerfield  River.  —  Averages 
for  Six  Months,  from  June  to  November,  inclusive. 

Deerfield  River,  at  Shelburne  Falls. 

[Parts  per  100,000.] 
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lBWSj,        .... 

.42 

3.77 

1.03 

.0004 

.0127 

.0111 

.0016 

.0012 

.0000 

.43 

1.7 

JLBVD,       .... 

.40 

3.96 

1.31 

.0013 

.0168 

.0128 

.0026 

.12 

.0068 

.0001 

.66 

1.8 

1901,     .... 

.84 

4.02 

1.82 

.0067 

.0200 

.0171 

.0020 

.00 

.0078 

.0001 

.68 

1.7 

1002,     .... 

.20 

8.62 

1.46 

.0061 

.0161 

.0126 

.0026 

.08 

.0066 

.0002 

.61 

1.7 

Deerfield  River,  at  Deerfield. 


1901,*   . 


.      . 


.28 


4.86 


1.68 


.0011 


.0121 


.0100 


.0012 


.10 


.0080 


.0001 


.88 


2.1 


*  June,  September  and  November. 
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FRENCH  RIVER. 

The  French  River  rises  in  the  town  of  Leicester  and  flows  in  a  southerly 
direction  into  the  State  of  Connecticut,  where  it  joins  the  Quinebaug  River 
and  finally  discharges  into  Long  Island  Sound.  The  river  has  a  small 
water-shed  in  Massachusetts,  but  there  are  numerous  ponds  and  storage 
reservoirs  upon  it,  so  that  the  summer  flow  is  high  and  the  numerous  falls 
are  used  for  manufacturing  purposes. 

The  following  tables  give  statistics  relative  to  the  drainage  areas  and  the 
population  upon  them  at  various  points  :  — 


Locality. 


Distance 

above 

State  Line 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Estimated 
Population  dis- 
charging 
Sewage  or 
Sewage  Effluent 
into  Kiver. 


French  River,  above  Mill  Brook,  Webster,  . 

Mill  Brook,  at  mouth 

French  River,  below  Mill  Brook,  . 
French  River,  at  State  line,    . 


8.5 
8.6 
8.6 
0.0 


78.8 
10.4 
84.2 
08.1 


6,100 

1,400 

7,600 

14,800 


88 
186 

80 
164 


2,630 

200 

2,730 

0,730 


Towns,  Considerable  Portions  of  which  are  within  the  Water-shed 

of  the  French  Kiver. 


1-* 

• 

a 

Estimated  Popula- 
tion discharging 
Sewage  or  sew- 
age Effluent  into 
Kiver. 

TOWK. 

e 
o 

3 

"3 

§■ 

a* 

CO 

I 

I 

CD 

Manufactories  discharging 
Wastes  into  River. 

Leicester, 

Oxford,  .... 

3,416 
2,677 

General.* 
None. 

2,800 
200 

Two  woolen  mills,  one  cotton  mill, 

shop. 
One  woolen  mill,  two  satinet  mills. 

one  knife 

Charlton, 

1,860 

None. 

80 

None. 

Dudley, .... 

8,668 

Partial. 

1,200 

Three  woolen  mills,  one  linen  mill. 

Webster, 

8,804 

General. 

6,000 

One  bleachery,  one  woolen  mill. 

*  Sewage  purification  works  in  use. 


The  first  source  of  pollution  is  at  Leicester,  where  the  stream  receives 
the  effluent,  and  at  times  unpurified  sewage  from  the  Leicester  sewerage 
system.  The  town  of  Leicester  had  in  1900  a  population  of  3,416.  The 
main  village  is  provided  with  a  separate  system  of  sewers.  The  sewage  is 
conveyed  to  a  filtration  area  near  one  of  the  tributaries  of  the  French 
River,  where  it  is  passed  through  settling  tanks  and  then  discharged  on 
prepared  filter  beds  or  into  trenches  on  the  slope  of  a  hill.  At  times  a 
portion  of  the  sewage  finds  its  way  into  the  brook  without  purification. 
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The  next  sources  of  pollution  are  at  the  villages  of  Greenville  and  Roch- 
dale in  the  town  of  Leicester,  where  the  river  receives  sewage  from  four 
mills  employing  about  225  persons.  From  these  factories  water  used  for 
washing  and  dyeing  cotton  and  woolen  cloth,  and  wool-scouring  liquor 
from  washing  about  25,000  pounds  of  wool  per  week,  are  discharged  di- 
rectly into  the  stream,  making  the  water  noticeably  polluted.  The  river 
also  receives  in  these  villages  sink  drainage  from  a  considerable  population. 

At  Larnedville  in  the  town  of  Oxford,  and  at  North  Oxford,  1.5  miles 
below,  there  are  satinet  mills  employing  55  and  240  persons  respectively, 
sewage  from  which,  together  with  water  used  for  washing  and  dyeing,  is 
discharged  into  the  river.  At  the  latter  mill  8,000  pounds  of  cloth  are 
washed  and  dyed  daily.  About  a  mile  below  North  Oxford  the  sink  drain- 
age and  a  portion  of  the  sewage  from  a  factory  employing  about  75  persons, 
and  at  a  short  distance  below  this  the  sewage  from  a  factory  employing  30 
persons,  are  discharged  into  the  river. 

In  Oxford  there  are  two  woolen  mills  employing  about  120  persons,  sew- 
age and  wastes  from  which  are  discharged  into  the  river.  In  one  of  these 
establishments  no  wool  is  scoured  at  present,  but  in  the  other  about  1,000 
pounds  are  scoured  daily. 

The  next  principal  sources  of  pollution  are  in  the  towns  of  Webster  and 
Dudley,  the  former  being  on  the  easterly  side  and  the  latter  on  the  westerly 
side  of  the  river.  In  these  towns  the  river  has  a  rapid  fall,  and  there  are 
numerous  mill  ponds  and  factories. 

The  river  receives  just  above  the  village  of  Webster  the  flow  from  Lake 
Chaubunagungamaug.  This  lake  has  an  area  of  1,250  acres  and  a  water- 
shed of  about  9.7  square  miles.  During  dry  weather  large  quantities  of 
water  are  drawn  from  this  lake  to  increase  the  flow  of  the  river. 

On  Mill  Brook,  which  forms  the  outlet  of  the  lake,  is  situated  a  bleaching, 
dyeing  and  printing  mill,  employing  about  200  persons,  sewage  and  wastes 
from  which  are  discharged  into  the  stream.  The  quantity  of  cloth  dyed 
and  bleached  amounts  to  about  100,000  pounds  each  week,  and  the  water 
of  the  brook  is  highly  colored  and  opaque  from  the  spent  dyes  discharged 
into  it,  and  the  bed  and  shores  of  the  stream  are  also  discolored. 

A  large  cotton  mill  employing  800  persons  is  situated  on  the  French 
River  just  below  the  entrance  of  Mill  Brook,  the  sink  drainage  from  which 
is  discharged  into  the  stream,  but  no  liquid  wastes  are  produced  at  this 
place. 

A  short  distance  below  this  cotton  mill  there  are  two  woolen  mills,  one 
of  which  produces  no  liquid  wastes,  but  discharges  the  sewage  from  about 
50  persons  into  the  river.  At  the  other  850  persons  are  employed  and 
10,000  pounds  of  wool  are  scoured  daily.  The  wool-scouring  wastes  are 
treated  for  the  removal  of  a  portion  of  the  grease,  the  remainder  being  dis- 
charged directly  into  the  stream.  Enormous  quantities  of  spent  dyes  and 
water  from  washing  cloth  are  also  discharged  into  the  stream,  as  well  as 
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the  sink  drainage  from  all  of  the  operatives  and  the  sewage  from  a  con- 
siderable portion  of  them. 

On  the  Dudley  side  of  the  river,  opposite  the  village  of  Webster,  are  a 
linen  and  a  woolen  mill.  At  the  former,  sewage  from  625  operatives  and 
large  quantities  of  bleaching  wastes  and  wash  water  are  discharged  into  a 
brook  just  above  its  junction  with  the  river ;  at  the  latter  mill,  situated  on 
the  main  river,  sink  drainage  from  850  operatives  and  large  quantities  of 
wool-scouring  waste,  water  used  for  washing  cloth  and  spent  dyes  are  dis- 
charged into  the  stream. 

Below  the  main  village  of  Webster  near  the  line  between  Massachusetts 
and  Connecticut  there  are  two  woolen  mills,  both  in  the  town  of  Dudley. 
From  one  of  these  mills  water  used  for  washing  the  finished  product  is  dis- 
charged into  a  brook  about  a  quarter  of  a  mile  above  its  junction  with  the 
river;  and  at  the  other  mill  sewage  from  165  persons,  wastes  from  scour- 
ing about  1 ,000  pounds  of  wool  daily,  spent  dyes  and  water  used  for  wash- 
ing cloth  are  discharged  directly  into  the  stream. 

In  addition  to  the  sewage  and  wastes  from  the  factories,  the  river  receives 
the  domestic  sewage  of  the  town  of  Webster  and  of  a  portion  of  the  town 
of  Dudley. 

The  town  of  Webster  had  in  1900  a  population  of  8,804,  and  is  provided 
with  a  fairly  complete  system  of  sewers.  The  sewers  are  designed  to  take 
sewage  only,  and  at  present  discharge  into  the  river  through  five  outlets. 
The  principal  outlet  is  at  a  bridge  on  the  main  street,  in  the  vicinity  of  a 
large  population.  The  outlet  discharges  beneath  the  surface  into  deep 
water,  and  whenever  it  has  been  examined  the  river  below  was  not  notice- 
ably affected  by  the  sewage.  At  times  in  summer  the  water  is  held  back 
by  the  dams  above  the  sewer  outlet,  and  the  water  in  the  mill  pond  below 
is  drawn  down  so  that  deposits  of  solid  matter  which  have  accumulated 
below  the  outlet  are  exposed,  and  are  said  to  create  a  great  nuisance.  The 
other  four  outlets  are  small  ones,  serving  only  a  limited  population,  and  no 
serious  local  nuisances  appear  to  be  created  by  them.  Plans  have  been 
prepared  for  the  purification  of  the  sewage  of  Webster  on  filter  beds  to  be 
located  near  the  river  below  the  village. 

There  is  no  complete  system  of  sewers  in  Dudley,  but  small  sewers  have 
been  constructed  which  serve  a  population  of  perhaps  300.  These  sewers 
discharge  into  the  river  near  the  highways ;  but  the  quantity  of  sewage  is 
so  small  that  the  outlets  are  not  noticeably  objectionable  at  present,  and 
the  condition  of  the  river,  due  to  the  presence  of  manufacturing  wastes,  is 
such  that  the  effect  of  the  additional  amount  of  sewage  cannot  be  detected. 

The  river  above  Webster  is  noticeably  polluted  at  several  points,  but 
immediately  above  the  village  the  water  is  not  objectionable  in  appearance 
or  odor.  Mill  Brook,  which  enters  just  above  Webster,  contributes  a  large 
flow  of  highly  polluted  and  badly  discolored  water  to  the  river ;  and  at  the 
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large  woolen  mills  enormous  quantities  of  wastes  containing  much  organic 
matter  are  discharged  into  the  stream,  making  it  very  objectionable  ;  and 
the  numerous  mill  ponds  on  the  stream,  the  level  of  the  water  in  which  is 
subject  to  considerable  variations,  tend  to  increase  the  objectionable  con- 
ditions, as  at  times  large  areas  of  the  bottom  are  exposed. 

The  results  of  special  examinations  of  the  French  River  and  the  average  re- 
sults of  regular  analyses  of  the  stream  are  given  in  the  tables  which  follow :  — 

Special  Examination  of  French  River  at  Webster,  Sept.  10,  1901. 

[Partt  per  100,000.] 
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Flow  of  river, 198  cnbio  feet  per  second. 


Chemical  Examination  of  Water  from  the  French  River.  —  Averages 
for  Six  Months,  from  June  to  November,  inclusive. 

French  River,  above  Webster, 
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HOOSICK  RIVER. 

The  Hoosick  River,  a  tributary  of  the  Hudson,  is  formed  by  the  junction 
of  the  north  and  south  branches  in  the  central  portion  of  the  city  of  North 
Adams,  whence  it  flows  north-westerly  through  Williams  town,  and  across 
the  south-western  corner  of  Vermont  to  the  Hudson  River  in  the  State  of 
New  York. 

The  following  tables  give  data  in  regard  to  the  drainage  areas  and  the 
population  upon  the  drainage  areas  at  various  places :  — 


Locality. 


Distance 

above 

State  Line 

(Miles). 


Drainage 
Area 

(Square 
Miles). 


Popalatlon 

on 

Drainage 

Area. 


Population 

per 

Square 

Mile. 


Estimated 
Population  dis- 
charging Sewage 

Into  Klver. 


South  branch,  above  Adams, .... 
South  branch,  abont  2  miles  below  Adams, . 
South  branch,  at  month, . 

North  branoh,  at  mouth, 

Total,  at  confluence, 


Hoosick  River,  at  outlet  of  main  sewer  in 

North  Adams. 
Hoosick  River,  at  Willlamstown,  . 


16.6 
13.0 
7.5 
7.6 
7.6 
7.2 
2.6 


36.8 

63.1 

76.1 

43.4 

118.6 

118.0 

177.2 


1,400 
11,000 
23,400 
10,600 
84,000 
86,200 
41,000 


80 
180 
812 
244 
287 
208 
236 


0 

4,600 

6,000 

300 

6,800 

27,776 

20,775 


Cities  and  Towns,  Considerable  Portions  op  which  are  within  the 

Water-shed  of  the  Hoosick  River. 


City  or  Town. 

Popula- 
tion 
in  1900. 

Sewerage 
System. 

Estimated 
Population 
discharging 

Sewage 
into  Klver. 

Manufactories  discharging 
Wastes  Into  River. 

Cheshire, 

Adams,  .... 

North  Adams, 

Stamford,  Vt., 

Clarksburg,   . 

New  Ashford, 

Willlamstown, 

1,221 

11,134 

24,200 

677 

043 

107 

6,018 

None. 

Private 

sewers. 
General. 

None. 

None. 

None. 

Partial. 

0 

4,600 

23,000 

0 

276 

0 

2,000 

None. 

Five  cotton  mills,  one  paper  mill,  one  woolen 

mill. 
One  cotton  mill,  two  print  works,  two  woolen 

mills,  one  leather  factory. 
None. 

One  woolen  mill. 

None. 

Two  cotton  mills. 

The  only  town  in  the  water-shed  of  the  south  branch  which  contributes 
any  considerable  quantity  of  sewage  or  manufacturing  wastes  to  the  river 
is  Adams,  located  about  7  miles  above  the  junction  of  the  two  branches. 
At  this  place  sewage  and  manufacturing  wastes  are  discharged  in.to  the 
river  from  cotton  mills  employing  about  3,700  persons,  from  a  paper  mill 
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employing  about  300  persons,  and  from  a  woolen  mill  employing  about 
100  persons.  The  quantity  of  manufacturing  wastes  from  the  cotton  mills 
is  not  large,  and  consists  chiefly  of  spent  dyes ;  that  from  the  paper  mills 
consists  of  wastes  from  the  washers  and  paper  machines ;  and  that  from 
the  woolen  mills  consists  of  the  wool-scouring  liquors  and  wastes  from 
washing  cloth. 

The  town  is  not  provided  with  a  sewerage  system,  but  there  is  a  large 
number  of  private  sewers  discharging  into  the  river,  and  many  privies 
are  situated  over  the  river  and  on  the  edge  of  the  canals.  Many  of  the 
outlets  of  the  private  sewers  produce  offensive  conditions  in  the  immediate 
vicinity,  and  are  otherwise  objectionable.  From  the  information  available, 
it  appears  that  the  sewage  from  about  4,500  persons  is  discharged  into  the 
river. 

In  North  Adams  the  south  branch  receives  sewage  from  two  small  sew- 
ers, each  serving  about  25  houses,  and  sewage  from  a  factory  employing 
about  150  persons. 

The  south  branch  above  Adams  is  practically  an  unpolluted  stream.  Be- 
low Adams  the  water  is  polluted,  and  is  somewhat  objectionable  in  appear- 
ance and  odor. 

The  water-shed  of  the  north  branch  contains  no  sources  of  pollution 
above  North  Adams  except  a  woolen  mill  situated  in  Clarksburg,  in  which 
about  275  persons  are  employed,  and  900,000  pounds  of  wool  are  scoured 
each  year.  On  the  north  branch  within  the  city  of  North  Adams  there  are 
several  large  factories,  but  the  sewage  and  manufacturing  wastes  are  now 
discharged  into  the  city  sewers.  A  small  quantity  of  spent  dyes  from  the 
print  works  is  discharged  into  the  stream.  There  are  several  dams  on  this 
branch,  and  at  times  of  dry  weather  the  bed  of  the  river  in  places  is  practi- 
cally dry  except  for  pools  of  water  which  remain  among  the  stones,  the 
main  flow  of  the  river  passing  through  the  canals.  This  condition  has 
been  the  cause  of  a  serious  nuisance.  Near  the  junction  of  the  two  branches 
the  river  receives  the  wastes  from  a  print  works  employing  about  1,400 
persons.  These  wastes  consist  chiefly  of  spent  dyes  and  water  used  for 
washing. 

At  its  mouth  the  north  branch  is  badly  polluted,  and  the  water  is  of 
about  the  same  character  as  that  of  the  south  branch.  Between  the  junc- 
tion of  the  branches  and  the  outlet  of  the  North  Adams  main  sewer  the 
river  receives  sewage  and  manufacturing  wastes  from  a  factory  employing 
about  500  persons.  The  manufacturing  wastes  are  those  from  the  processes 
of  bleaching  and  dyeing. 

North  Adams  had  a  population  in  1900  of  24,200,  and  the  estimated  pop- 
ulation in  1902  is  26,200.  The  city  is  very  thoroughly  sewered  on  the  sep- 
arate plan,  and  it  is  estimated  that  the  total  population  connected  with  the 
sewers  is  about  23,000. 
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The  main  portion  of  the  sewage  is  discharged  into  the  river  about  a  mile 
below  the  junction  of  the  two  branches,  but  there  are  several  other  outlets, 
each  serving  a  very  small  area.  The  main  sewer  was  constructed  in  1891. 
The  outlet  is  located  at  the  edge  of  the  river,  at  a  place  where  the  current  is 
divided,  about  half  of  the  flow  passing  through  the  channel  which  receives 
the  sewage.  The  current  into  which  the  sewage  discharges  is  very  rapid, 
and  the  sewage  is  carried  quickly  away  at  times  when  there  is  considerable 
water  flowing  in  the  river;  but  at  times  of  dry  weather  there  are  periods, 
when  the  mills  above  are  not  in  operation,  when  practically  all  of  the  water 
is  held  back  by  the  dams,  and  there  is  very  little  flow  in  the  stream.  At 
such  times  the  sewage  collects  in  pools,  and  a  great  nuisance  results. 
There  are  several  houses  not  far  from  the  sewer  outlet. 

Below  the  sewer  outlet  the  river  flows  through  the  village  of  Brayton- 
ville,  two-thirds  of  a  mile  distant,  at  which  place  it  receives  the  sewage 
and  manufacturing  wastes  from  a  woolen  mill  employing  about  240  per- 
sons, and  scouring  about  1,000,000  pounds  of  wool  yearly.  At  the  village 
of  Grey  lock,  1.5  miles  below  the  sewer  outlet,  sewage  from  a  cotton  mill 
employing  about  225  persons  is  discharged  into  the  stream ;  and  at  Black - 
inton,  on  the  line  between  North  Adams  and  Williamstown,  2£  miles  below 
the  sewer  outlet,  the  river  receives  sewage  and  wastes  from  a  woolen  mill 
employing  about  350  persons,  and  scouring  about  200,000  pounds  of  wool 
per  year.  At  each  of  these  three  villages  there  is  a  small  mill  pond,  sub- 
ject to  considerable  fluctuations  in  level,  and  there  is  a  large  population 
close  to  the  river. 

The  condition  of  the  stream  immediately  below  the  North  Adams  sewer 
outlet  is  very  offensive,  and  its  appearance  is  that  of  sewage.  Its  condi- 
tion improves  somewhat  further  down  stream,  notwithstanding  the  added 
pollution  entering  it  from  the  various  villages. 

At  Williamstown,  4  miles  below  the  North  Adams  sewer  outlet,  there  is 
a  large  mill  pond  having  an  area  of  45  acres.  Just  above  this  mill  pond 
the  river  is  joined  by  Green  River,  having  a  water-shed  of  43  square  miles. 

The  population  of  Williamstown  in  1900  was  5,013.  The  town  has  no 
complete  sewerage  system,  but  there  are  several  sewers  which  take  sewage 
and  a  considerable  quantity  of  storm  water,  and  discharge  at  convenient 
points. 

Two  of  the  sewers  discharge  into  Green  River,  and  the  remaining  sewers 
discharge  into  the  Hoosick  River  below  the  mill  pond.  The  sewer  outlets 
into  Green  River  are  beneath  the  surface  of  the  water  at  some  distance 
from  the  shore,  and  no  offence  is  caused  by  them.  One  sewer  outlet 
discharges  by  a  highway  bridge  near  the  railroad  station  of  the  Boston  & 
Maine  Railroad.  This  outlet  is  submerged,  and  its  presence  cannot  ordi- 
narily be  detected.  There  are  two  other  outlets  into  the  river  below,  at 
points  remote  from  any  population. 
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On  Green  River  there  is  a  cotton  mill  employing  95  persons,  from  which 
sewage  and  manufacturing  wastes  are  discharged  into  the  stream  ;  and  into 
the  main  river  just  below  Green  River  sewage  and  wastes  are  discharged 
from  another  cotton  mill  employing  225  persons.  The  wastes  consist  chiefly 
of  spent  dyes. 

A  special  examination  of  the  Hoosick  River  and  its  branches  was  made 
on  Sept.  2  and  8,  1902,  at  a  time  when  the  flow  of  the  river  was  consider- 
ably in  excess  of  the  dry-weather  flow.  The  results  of  the  analyses,  whioh 
are  given  in  the  following  table,  show  plainly  the  effect  of  the  sewage  of 
Adams  and  North  Adams  on  the  water. 


Special  Examination  of  Hoosick  River,  Sept.  2  and  3,  1902. 

[Parts  per  100,000.] 
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Flow  of  sewage  from  main  sewer  in  North  Adams,  2,000,000  gallons  per  day. 

Analyses  of  the  water  of  the  river  just  below  Williamstown  have  been 
made  regularly  each  month  for  a  long  period  of  years,  and  monthly  analyses 
have  been  made  of  the  river  and  its  branches  at  various  places  during  the 
drier  portion  of  each  year.  The  following  tables  give  the  averages  of 
these  analyses  during  the  six  months  from  June  to  November,  inclusive, 
of  each  year.  In  1902  the  rainfall  in  this  period  and  flow  of  the  stream 
was  much  higher  than  in  previous  years,  and  the  effect  is  clearly  shown  by 
the  analyses. 
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Chemical  Examination  of  Water  from  Hoosick  River  and  its  Branches. 
—  Averages  for  Six  Months,  from  June  to  November,  inclusive. 

South  Branch,  above  Adams. 

[Parte  per  100,000.] 
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South  Branch,  below  Adams. 
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North  Branch,  at  Mouth. 
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Hoosick  River,  a  Mile  below  Ute  Outlet  of  the  North  Adams  Main  Sewer. 
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Chemical  Examination  of  Water  fkom  Hoosick  River  and  its  Branches. 

—  Averages  for  Six  Months,  from  June  to  November,  inclusive  — 

Concluded. 

Hoosick  River \  at  Williamstown. 

[Parts  per  100,000.] 
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HOUSATONIC  RIVER. 

The  Housatonic  River  is  formed  by  the  junction  of  the  east,  west  and 
south-west  branches,  just  below  the  thickly  built  up  portion  of  the  city  of 
Pittsfield.  It  flows  in  a  southerly  direction  through  Berkshire  County  into 
the  State  of  Connecticut,  and  thence  into  Long  Island  Sound. 

The  following  tables  give  data  in  regard  to  the  drainage  areas  and  the 
population  on  the  drainage  areas  at  various  points :  — 


Locality. 


Bait  branch,  below  Dal  ton,   . 

But  branch,  at  month,   .... 

West  branch,  at  month,  .... 

Booth-wort  branch,  at  month, 

Total  of  the  three  branches,  at  confluence, 

Hontatonic  River,  at  Lenox  station, 

Housatonic  River,  below  Stookbridge, . 

Honaatonto  Rtver,  below  Great  Barrington, 

Honsatonio  River,  at  State  line,     . 


Distance 

above 

State  Line 

(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

on 

Drainage 

Area. 


Popnlation 

per 

8quare 

Mile. 


Estimated 
Popnlation  dis- 
charging 

8ewage  or 
Sewage  Effluent 

Into  River. 


60.2 
44.1 
44.1 
44.7 

87.0 

23.6 

15.2 

0.0 


66.2 

70.2 

85.8 

22.7 

129.0 

168.0 

276.1 

820.0 

527.0 


3,900 
18,400 
10,200 

2,700 
26,600 
28,400 
86,800 
48,400 
49,400 


71 
191 
285 
119 
206 
169 
184 
182 

94 


1,700 

1,700 

7,000 

400 

9,100 

21,700 

26,600 

29,100 

29,280 
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Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 

Water-shed  of  the  Hocsatonic  River. 


Citt  OR  Towjr. 
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a 
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a. 
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an 

GO 
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00 

Estimated  Popula- 
tion discharging 
Sewage  or  Sew- 
age Effluent  into 
River. 

Manufactories  discharging 
Wastes  into  River. 

Hinsdale, 

1,486 

Partial. 

600 

One  woolen  mill. 

Daltoo,  . 
PltUfleld, 

8,014 
21,706 

Partial. 
General.* 

1,900 
20,000 

Five  paper  mills,  one  woolen  mill,  one  shoe 

shop. 
Six  woolen  mills,  one  cotton  mill. 

Lanosborough, 

780 

None. 

0 

None. 

Washington, . 

877 

None. 

0 

None. 

Lenox,    . 

2,942 

General.* 

2,000 

One  paper  mill. 

JLiOOf                         • 

8,696 

Partial. 

700 

Seven  paper  mills,  one  machine  shop. 

Tyringham,    . 

886 

None. 

0 

None. 

Stockbrldge,  . 

2,081 

General.* 

1,200 

None. 

Richmond, 

679 

None. 

0 

None. 

West  Stockbrldge, 

1,168 

None. 

0 

None. 

Great  Barrlngton, 
Alford,   . 

6,864 
272 

General. 
None. 

8,600 
0 

Three  cotton  mills,  one  paper  mill,  one 

ment  factory. 
None. 

instru- 

Egremont, 

768 

None. 

0 

None. 

Sheffield, 

1,804 

Pew 

80 

None. 

Monterey, 

466 

sewers. 
Private 

100 

None. 

New  Marlborough, 

1,282 

sewers. 
None. 

0 

None. 

*  Sewage  purification  works  in  use. 


The  water-shed  of  the  east  branch  contains  the  towns  of  Hinsdale  and 
Dalton  and  a  portion  of  the  city  of  Pittsfield. 

Hinsdale,  situated  11  miles  above  the  junction  of  the  branches,  had  a 
population  in  1900  of  1,485.  It  is  not  provided  with  a  regular  system  of 
sewerage,  but  the  sewage  from  a  population  of  about  300  is  discharged 
into  the  river  through  storm-water  drains  or  private  sewers.  The  sewer  on 
Main  Street  discharges  on  the  bank  of  the  river  at  a  considerable  distance 
from  the  water.  The  odor  from  the  sewage  discharged  upon  the  ground  is 
at  times  very  objectionable.  The  other  outlets  have  not  given  any  serious 
trouble.  The  river  receives  the  wastes  from  a  woolen  mill  in  which  225  per- 
sons are  employed,  and  about  1,200,000  pounds  of  wool  are  scoured  yearly. 

At  Dalton,  7  miles  above  the  junction  of  the  branches,  there  are  two 
sewers,  through  which  the  sewage  of  about  600  persons  is  discharged 
directly  into  the  river.  Both  of  these  sewers  discharge  on  the  bank  of  the 
river  a  considerable  distance  above  the  ordinary  level  of  the  water,  and 
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the  conditions  in  the  immediate  vicinity  of  the  outlets  are  objectionable. 
There  is  no  population  near  either  of  the  outlets.  Sewage  and  manufac- 
turing wastes  from  five  large  paper  mills  employing  about  650  persons,  and 
a  woolen  mill  employing  about  150  persons,  in  which  cloth  is  washed  and 
dyed,  are  discharged  directly  into  the  stream. 

Within  the  city  of  Pittsfield  the  east  branch  reoeives  very  little  pollution, 
except  street  washings  and  the  sewage  from  a  few  houses  discharged 
through  a  storm-water  drain  at  Pomeroy  Avenue. 

The  water  of  the  east  branch  above  Hinsdale  is  practically  unpolluted. 
Immediately  below  the  woolen  mill  at  Hinsdale  it  is  badly  polluted,  but  its 
appearance  improves  until  it  reaches  Dal  ton,  where  the  sewage  and  manu- 
facturing wastes  discolor  the  river  and  give  it  an  objectionable  appearance, 
but  the  odor  from  it  is  not  offensive.  Its  condition  improves  rapidly  and  at 
its  mouth  this  branch  shows  little  evidence  of  the  pollution  which  it  receives. 

The  west  and  south-west  branches  receive  practically  no  pollution  exoept 
within  the  limits  of  the  city  of  Pitts  field. 

The  population  of  Pittsfield  in  1902  is  estimated  to  be  22,300.  The 
main  portion  of  the  city  is  very  thoroughly  sewered,  and  the  population 
connected  with  the  sewers  is  estimated  to  be  18,000. 

The  greater  part  of  the  city  is  sewered  on  the  separate  plan,  and  in  the 
latter  part  of  the  year  1902  works  for  the  purification  of  the  sewage  col- 
lected by  the  separate  system  of  sewers  were  completed.  A  considerable 
area  of  the  city,  however,  is  sewered  by  an  old  system  of  storm-water 
drains,  which  has  an  outlet  into  the  west  branch  just  below  the  thickly 
built  up  section  of  the  city.  The  quantity  of  sewage  discharged  from  this 
sewer  at  times  when  there  is  no  storm  water  amounts  to  from  650,000  to 
1,000,000  gallons  per  day.  The  sewage  is  discharged  at  the  edge  of  the 
river,  and  its  effect  is  noticeable  for  a  long  distance  below  the  point  of  dis- 
charge, but  there  are  no  dwelling  houses  in  the  immediate  vicinity  of  the 
outlet. 

Sewage  and  manufacturing  wastes  from  six  woolen  mills,  in  which  1,725 
persons  are  employed  and  about  8,500  pounds  of  wool  are  scoured  per  day, 
are  discharged  into  the  branches  of  the  river  above  the  most  thickly  settled 
portions  of  the  city.  The  wastes  from  these  mills  consist  chiefly  of  wool- 
scouring  liquors,  water  used  for  washing  the  cloth  and  spent  dyes.  There 
is  also  a  cotton  mill  employing  50  persons,  from  which  sewage  and  spent 
dyes  are  discharged  into  the  stream. 

All  but  one  of  these  mills  are  upon  the  west  branch,  and,  as  these  facto- 
ries are  many  of  them  situated  above  the  thickly  settled  portion  of  the  city, 
the  effect  of  the  discharge  of  sewage  and  wastes  into  the  streams  is  to  make 
the  west  branch  objectionable  in  appearance,  and  to  give  it  an  offensive 
odor  where  it  passes  through  the  city.  The  west  branch  at  its  mouth  is 
badly  polluted,  and  objectionable  in  appearance  and  odor,  especially  at 
times  of  low  flow  in  the  stream. 
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The  south-west  branch  is  seriously  polluted  by  sewage  and  wastes  from 
a  large  woolen  mill,  but  below  the  woolen  mill  it  flows  through  a  practi- 
cally uninhabited  country  to  its  mouth. 

Below  Pittsfield  the  Housatonic  River  flows  for  a  distance  of  about  seven 
miles  to  Lenox  station  through  a  sparsely  settled  territory.  In  this  portion 
of  its  course  it  receives  the  effluent  from  the  sewage  purification  works  of 
Pittsfield.  At  these  works  all  of  the  sewage  collected  in  the  separate  sys- 
tem of  sewers,  amounting  to  about  1 ,800,000  gallons  per  day,  is  purified  on 
sand  filter  beds,  and  the  effluent  is  discharged  into  the  river.  At  Lenox 
station  the  river  receives  sewage  from  the  town  of  Lenox. 

Lenox,  which  had  a  population  in  1900  of  2,942,  has  a  general  system 
of  sewers  constructed  upon  the  separate  plan.  The  sewage  is  delivered 
on  the  side  of  a  hill  near  the  river  below  Lenox  station,  where  works  have 
been  constructed  for  its  purification  by  broad  and  subsurface  irrigation. 
A  connection  is  made  directly  with  the  river,  however,  through  which 
all  of  the  sewage  of  the  town  is  discharged  during  a  large  part  of  the 
time.  At  other  times  some  of  the  sewage  discharged  upon  the  area  finds 
its  way  over  the  surface  of  the  ground  and  flows  eventually  into  the 
river.  The  outlet  into  the  river  is  located  just  above  a  dam,  which  forms 
a  large  mill  pond  and  is  beneath  the  surface  of  the  water.  Within  the 
town  of  Lenox  there  is  one  small  paper  mill  employing  about  15  persons 
and  discharging  sewage  and  a  small  quantity  of  manufacturing  waste  into 
the  river. 

The  next  town  upon  the  river  is  Lee,  which  is  about  11  miles  below  Pitts- 
field. This  town  had  a  population  in  1900  of  3,596.  The  main  village  of 
Lee  is  quite  thoroughly  sewered,  the  sewers  being  constructed  on  the  sepa- 
rate plan,  except  that  one  of  the  separate  sewers  discharges  into  a  storm- 
water  drain  not  far  from  its  outlet. 

There  are  six  sewer  outlets,  and  it  is  estimated  that  there  are  about  700 
persons  connected  with  the  sewers.  All  of  the  sewer  outlets  are  carried 
out  into  the  river,  so  that  they  discharge  below  the  water  at  all  times,  and 
they  are  so  situated  as  not  to  be  objectionable.  Sewage  and  wastes  from 
five  paper  mills  employing  about  375  persons  are  discharged  directly  into 
the  Housatonic  River  at  Lee. 

In  Lee  the  river  is  joined  by  Goose  Pond  Stream,  so  called,  on  which 
there  are  two  paper  mills  and  a  machine  shop,  sewage  and  wastes  from 
which  are  discharged  directly  into  the  stream,  and  there  are  several  privies 
situated  directly  over  the  stream. 

The  next  town  on  the  stream  is  Stockbridge,  which  is  18  miles  below 
Pittsfield  and  7  miles  below  Lee.  This  town  had  a  population  in  1900  of 
2,081,  and  the  main  village  is  quite  thoroughly  sewered.  The  sewers  were 
constructed  in  1898  on  the  separate  plan,  and  all  of  the  sewage  is  purified 
upon  filter  beds  and  an  irrigation  area  situated  near  the  river  below  the 
village.    About  125,000  gallons  of  sewage  per  day  are  treated  at  these 
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works,  and  the  effluent  has  no  appreciable  effect  upon  the  character  of  the 
water  of  the  river. 

Great  Barrington,  situated  about  11  miles  below  Stockbridge,  had  a 
population  in  1900  of  5,854,  included  in  two  principal  villages,  both  of 
which  are  upon  the  river.  The  upper  village,  known  as  Housatonic,  has 
several  sewers  which  were  built  originally  for  storm-water  drains,  but  also 
receive  sewage.  The  quantity  of  sewage  in  these  drains  is  small  and  the 
outlets  are  unobjectionable.  Sewage  and  wastes  from  two  cotton  mills 
employing  about  500  persons,  and  a  paper  mill  employing  800  persons,  are 
discharged  into  the  river  at  Housatonic. 

The  village  of  Great  Barrington  is  thoroughly  sewered,  the  sewage  being 
discharged  into  the  river  through  twelve  outlets,  all  of  which  are  beneath 
the  surface  of  the  water.  None  of  the  outlets  were  objectionable  at  the 
time  they  were  examined. 

Sewage  and  wastes  from  a  cotton  mill  employing  120  persons,  and  the 
sewage  from  an  instrument  factory  employing  250  persons,  are  dipcharged 
into  the  river  at  Great  Barrington. 

Notwithstanding  the  pollution  whioh  the  river  receives  from  the  various 
sewer  outlets  and  factories  in  the  cities  and  towns  below  Pittsfield,  the 
character  of  the  water  improves ;  and  at  Sheffield,  the  lowest  point  at  which 
samples  have  been  collected  for  analysis,  the  quality  of  the  water  is  very 
much  better  than  immediately  below  Pittsfield,  though  it  is  still  somewhat 
objectionable  in  appearance. 

The  most  serious  sources  of  pollution  are  at  Pittsfield.  The  sewage 
purification  works,  whioh  were  put  in  operation  in  the  latter  part  of  1902, 
will  improve  the  conditions  considerably ;  but  it  will  be  necessary  to  re* 
move  the  remainder  of  the  sewage  and  the  most  of  the  manufacturing 
wastes,  to  render  the  stream  unobjectionable. 

A  special  examination  of  the  Housatonic  River  was  made  Sept.  30  and 
Oct.  1,  1902,  the  results  of  which  are  given  in  the  following  table.  At  the 
time  this  examination  was  made,  the  flow  of  the  river  was  much  greater 
than  the  ordinary  dry-weather  flow. 

Special  Examination  of  Housatonic  River,  Sept.  SO  and  Oct.  1,  1902. 

[Parte  per  100,000.] 


Souses. 


Free 
Ammonia. 


Albuminoid 
Ammonia. 


Chlorine. 


Bast  branch,  above  Dalton, 

East  branch,  above  Plttsfleld,   . 

Eait  branch,  near  month,  .... 

Obota  Brook,  at  mouth 

PontOMno  Brook,  at  month, 
West  branch,  at  month,     .... 
South-west  branch,  near  month, 
Housatonto,  above  Pittsfield  filtration  area, 
Housatonic,  below  Pittsfield  filtration  area, 
Housatonic,  near  outlet  of  Lenox  mill  pond, 
Honsatonle,  }  mile  below  Lenox  mill  pond, 
Housatonic,  si  miles  below  Lenox  mill  pond. 


.0040 
.0040 
.0048 
.0008 
.0034 
.0064 
.0008 
.0004 
.0112 
.0124 
.0128 
.0120 


.0264 
.0824 
.0824 


.0260 
.0260 
.0178 
.0280 
.0800 
.0212 
.0240 
.0262 


.14 
.14 
.24 
.22 
.12 
.28 
.11 
.21 
.20 
.22 
.21 
.22 
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Regular  examinations  have  been  made  of  the  three  branches  of  the  river, 
and  of  the  main  river  below  Pittsfield  and  at  Stockbridge  and  Sheffield. 
The  averages  of  the  analyses  from  Jane  to  November,  inclusive,  for  each 
year,  are  given  in  the  tables  which  follow :  — 


Chemical  Examination  of  Water  from  the  Housatonic  River  and  its 

Branches.  —  Averages  for  Six  Months,  from  June  to  November, 

inclusive. 

East  Branch,  at  Pittsfield. 


[Part*  per  100,000.] 

1 
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• 

5 

Evapora- 
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■ 

S 

5 
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• 

3 
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3 
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S 
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5 

a 

o 

• 

b  a. 

.0 

M 

* 

O 

H 

hi 

H 

a 

CO 

o 

» 

K 

o 
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1808 

.86 

9.42 

2.77 

.0089 

.0218 

.0174 

.0080 

.18 

.0140 

.0004 

.61 

8.8 

1809,       

.82 

10.87 

2.40 

.0081 

.0828 

.0269 

.0069 

.21 

.0122 

.0003 

.60 

6.* 

1000,        

.28 

11.06 

2.86 

.0142 

.0878 

.0287 

.0091 

.27 

.0112 

.0006 

.61 

7.5 

1901,        

.81 

9.62 

8.24 

.0171 

.0811 

.0200 

.0111 

.18 

.0098 

.0004 

.68 

7.0 

1902,        

.80 

9.26 

2.96 

.0128 

.0266 

.0199 

.0066 

.16 

.0100 

.0006 

.67 

6.6 

West  Branch,  at  Pittsfield. 


1898,       

.14 

9.12 

1.69 

1.0087 

.0189 

.0182 

.0057 

.12 

1.0087 

.0004 

.22 

6.7 

1899,        

.16 

10.62 

2.86 

.0064 

.0894 

.0284 

.0110 

.29 

.0024 

.0002 

.41 

6.7 

1900 

.16 

9.26 

1.66 

.0044 

.0884 

.0)94 

.0140 

.28 

.0021 

.0001 

.81 

6.6 

1901, 

.11 

8.67 

2.70 

.0109 

.0262 

.0161 

.0101 

.19 

.0027 

.0002 

.30 

6.4 

1902, 

.11 

9.00 

2.40 

.0020 

.0282 

.0161 

.0121 

.16 

.0006 

.0004 

.87 

6.1 

1899, 
1900, 
1901, 
1902, 


South-west  Branch,  at  Pittsfield. 


9                     • 

.17 

14.92 

2.68 

.0040 

.0363 

1 
.0211  .0142 

.16 

.0108 

.0004 

.87 

9.2 

.14 

14.87 

2.16 

.0192 

.0886 

.0229 

.0106 

.21 

.0107 

.0008! 

.36 

10.2 

.14 

13.20 

3.87 

.0051 

.0802 

.0197 

.0106 

.16 

.0096 

.0004) 

.41 

9.4 

m                    • 

.11 

12.80 

8.09 

.0067 

.0224 

.0136 

.0088 

.12 

.0108 

.0006! 

i 
i 

.87 

8.7 

Housatonic  Biver%  below  Pittsfield. 


1898 

.85 

11.17 

2.44 

.0074 

.0192 

.0151 

.0041 

.18 

.0162 

.0022 

.47 

8.1 

1894, 

.35 

12.97 

2.47 

.0208 

.0194 

.0169 

.0026 

.82 

.0206 

.0046 

.40 

9.5 

1895, 

.30 

12.62 

2.88 

.0228 

.0265 

.0214 

.0061 

.81 

.0164 

.0070 

.48 

8.8 

1896, 
1897, 

.27 

12.22 

2.07 

.0224 

.0184 

.0154 

.0030 

.23 

.0168 

.0066 

.86 

9.6 

.87 

11.19 

2.46 

.0148 

.0255 

.0170 

.0086 

.18 

.0186 

.0007 

.42 

8.3 

1898, 

.28 

10.29 

2.43 

.0171 

.0283 

.0168 

.0115 

.16 

.0180 

.0011 

.41 

7.8 

1899, 

.24 

12.63 

2.88 

.0311 

.0278 

.0226 

.0062 

.82 

.0117 

.0028 

.40 

8.1 

1900, 

.27 

12.69 

2.52 

.0692 

.0303 

.0234 

.0060 

.88 

.0088 

.0029 

.46 

8.2 

1901, 

.21 

11.03 

3.46 

.0315 

.0831 

.0197 

.0134 

.26 

.0085 

.0025 

.43 

7.6 

1902, 

.19 

10.63 

3.32 

.0183 

.0246 

.0163 

.0082 

.20 

.0108 

.0022 

.42 

7.3 
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Chemical  Examination  of  Water  from  the  Housatonic  River  and  its 
Branches.  —  Averages  for  Six  Months,  from  June  to  November, 
inclusive  —  Concluded. 

Housatonic  River,  below  Stockbridge. 

[Parte  per  100,000.] 
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.19 

12.61 

2.60 

.0119 

.0246 

.0180 

.0066 

.29 

.0102 

.0010 

.86 

8.8 

1900 

.16 

18.31 

2.67 

.0195 

.0260 

.0205 

.0056 

.85 

.0162 

.0016 

.89 

9.6 

1901 

.20 

12.08 

3.91 

.0149 

.0222 

.0186 

.0036 

.26 

.0158 

.0019 

.48 

8.2 

1902,        

.24 

11.89 

8.85 

.0121 

.0188 

.0150 

.0088 

.24 

.0182 

.0021 

.41 

7.5 

Housatonic  River \  at  Sheffield. 


IWWf          • 

.16 

12.96 

2.81 

.0094 

.0249 

.0219 

.0080 

.88 

.0186 

.0004 

.86 

8.7 

1WAI|                       •           •                       • 

.16 

:    12.81 

2.81 

.0080 

.0282 

.0188  .0044 

.29 

.0170 

.0006 

.86 

9.6 

1901,        

.20 

;  11.96 

8.61 

.0060 

.0196 

.0178..  0023 

.28 

.0138 

.0006 

.88 

7.7 

1902,        •        .        .        •        . 

.16 

1  11.83 

1 

2.81 

.0080 

.0161 

.0138.0028 

.21 

.0117 

.0007 

.41 

8.2 

MERRIMACK  RIVER. 

The  Merrimack  River,  the  second  largest  stream  in  Massachusetts,  rises 
in  the  central  portion  of  New  Hampshire,  flows  southerly  through  the  State 
to  the  city  of  Lowell,  in  Massachusetts,  thence  easterly  through  the  north- 
easterly section  of  Massachusetts,  discharging  into  the  sea  at  Newburyport. 
It  is  affected  by  the  tides  up  to  a  point  between  Haverhill  and  Lawrence, 
21  miles  from  its  mouth. 

The  upper  portion  of  the  drainage  area  is  very  mountainous,  but  in  the 
lower  portions  there  are  large  areas  of  flat  land,  especially  in  that  portion 
of  the  water-shed  within  Massachusetts.  The  water  of  the  river  is  largely 
used  for  manufacturing  purposes,  and  there  are  many  storage  reservoirs 
within  the  water-shed,  which  tend  to  equalize  the  flow  of  the  stream. 

Careful  measurements  of  the  quantity  of  water  flowing  in  the  Merrimack 
River  at  Lawrence  have  been  made  for  a  long  period  of  years,  and  records 
are  kept  of  the  flow  of  two  tributaries,  the  Sudbury  and  the  South  Branch 
of  the  Nashua  River.  Copies  of  these  records  for  the  year  1902  will  be 
found  on  page  1 72  of  this  volume. 

The  principal  portion  of  the  water-shed  of  the  river  in  Massachusetts  is 
contained  within  the  water-sheds  of  its  three  tributaries, — the  Nashua 
River,  which  enters  it  in  New  Hampshire,  the  Concord  River  and  the  Shaw- 
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sheen  River.    The  first  two  of  these  rivers  are  described  in  other  portions 
of  this  report. 

The  following  tables  give  statistics  with  reference  to  the  water-sheds  and 
the  populations  upon  the  water-sheds  at  various  places :  — 


Locality. 

Distance 
above 
Mouth 

(Miles). 

Drainage 

Area 
(Square 
Miles). 

Population 

on 

Drainage 

Area. 

Popolatlon 

per 

Square 

Mile. 

Estimated 
Population  dis- 
charging 

Sewage  or 
8ewage  Effluent 

into  Klver. 

Merrimack  River,  at  Lowell  dam, 
Merrlmaok  River,  at  Lawrence  dam,    . 
Merrimack  River,  juat  below  Haverhill, 
Merrimack  River,  at  month 

88 

20 

10 

0 

4,127 
4,664 

4,882 
4.006 

802,700 
486,600 
602,700 
084,000 

78 
104 
123 

127 

§  §  §  1 

Principal  Cities  and  Towns  on  the  Merrimack  River  and  its 

Tributaries. 


Citt  or  Town. 


Population 
in  1900. 


Stream  on 
which  located. 


Distance 
above  Month 

of 

Merrimack 

River. 


8ewerags 
System. 


Plymouth,  N.  H., 
Franklin,  N.  H., 
Laoonla,  N.  H., 
Concord.  N.  H., 
Pembroke,  N.  H., 
Manchester,  N.  H., 
Mllford.N.H.,  . 
Fltohburg,  . 
Leominster, 
CHnton, 
Ayer,  . 
Pepperell,  . 
rfashua,  N.  H.,  . 
Chelmsford, 
Westford,  . 
Lowell, 
Dracnt, 

Westborough,    . 
Northborough,  . 
Marlborongh,     . 
Hudson, 
Maynard,    . 


1,072 
6,840 
8,042 

10,082 
8,188 

66,087 
3,780 

81,681 

12,302 

18,667 
2,446 
8,701 

23,808 
3,084 
2,624 

04,060 
8,268 
6,400 
2,164 

18,600 
6,464 
8,142 


Pemigewaseet, 

Merrimack,  . 

Wlnnlpiseogee, 

Merrimack,  . 

Merrimack,  . 

Merrimack,  . 

Sonhegan, 

North  Branch,  Nashua, 

North  Bran  oh,  Nashua, 

South  Branch,  Nashua, 

Nashua, 

Nashua, 

Nashua, 

Merrimack, 

Merrimack, 

Merrimack, 

Merrimack, 

Sudbury, 

Aaaabet, 

Sudbury, 

Aaaabet, 

Aaaabet, 


126.8 
100.0 
112.4 
80.1 
72.4 
02.0 
68.4 
02.0 
84.6 
81.2 
70.2 
60.6 
60.0 
41.6 
48.0 
86.7 
87.2 
82.7 
74.0 
70.0 
87.1 
68.6 


General. 

General. 

General. 

General.* 

None. 

Few  sewers. 

General. 

None. 

None. 

General. 

Few  sewers. 

General.* 

None. 

General.* 

Partial. 

Partial.* 


*  Sewage  purification  worka  in  use. 
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Principal  Cities  and  Towns  on  the  Merrimack  River  and  its 

Tributaries  —  Concluded. 


CRT  OB  TOWlf. 


Population 
in  1900. 


Stream  on 
which  located. 


Distance 
above  Month 

of 

Merrimack 

Hirer. 


Sewerage 
System. 


Framingham, 
Nallck, 
Concord,     . 
Billerica,     . 
Derry.N.  II.,     . 
Lawrence,  . 
Methoen,    . 
Andover,    . 
North  Andover, 
Haverhill,  . 
Ames  bury, 
Newbury  port,    . 


11,802 
0,488 
6,862 
2,776 
8,688 

82,660 
7,612 
6,818 
4,248 

87,176 
0,478 

14,478 


Sudbury, 

Sndbury, 

Oonoord, 

Oonoord, 

Merrimack, 

Merrimack, 

Merrimack, 

Shawaheen, 

Merrimack, 

Merrimack, 

Merrimack, 

Merrimack, 


70.6 
71.0 
62.0 
42.8 
62.6 
28.0 
28.4 
28.6 
24.6 
16.0 
4.0 
0.0 


General.* 
General.* 
General.* 
Partial* 

General. 

General. 

General.* 

Partial. 

General. 

Partial. 

General. 


*  Sewage  purification  works  in  nae 

There  are  several  large  cities  on  the  river  or  its  tributaries  above  the 
point  where  it  enters  Massachusetts,  from  which  sewage  is  discharged 
directly  into  the  river,  and  there  are  numerous  factories  which  contribute 
sewage  and  manufactural  wastes  to  the  stream ;  so  that  when  it  reaches 
Massachusetts  it  is  already  much  polluted,  though  the  pollution  has  not 
thus  far  affected  the  appearance  of  the  stream,  or  caused  it  to  have  a  notice- 
able odor. 

The  first  city  in  Massachusetts  through  which  the  river  passes  is  Lowell, 
the  populated  section  of  which  is  situated  on  both  sides  of  the  river.  A 
small  tributary,  Stony  Brook,  flows  through  Westford  and  Chelmsford'  and 
enters  the  river  from  the  south  Just  above  the  city,  and  Beaver  Brook 
enters  it  from  the  north  below  the  dam. 

The  principal  sources  of  pollution  on  Stony  Brook  are  six  woolen  mills, 
employing  over  700  persons  and  scouring  about  70,000  pounds  of  wool  per 
day,  all  the  sewage  and  wastes  from  which  are  discharged  into  the  stream. 
In  addition  there  are  several  smaller  factories,  employing  altogether  about 
700  persons,  and  discharging  sewage  but  no  wastes  into  the  stream ;  and 
there  is  a  small  population  in  Chelmsford  which  is  connected  with  sewers 
discharging  into  the  brook.    This  stream  is  very  badly  polluted. 

On  the  northerly  side  of  the  river,  in  the  town  of  Dracut,  on  Beaver 
Brook,  there  are  two  large  woolen  mills  employing  1,100  persons,  sewage 
from  which,  together  with  water  used  for  scouring  a  small  quantity  of  wool 
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and  that  used  in  washing  and  dyeing,  is  discharged  into  the  brook.  The 
sink  wastes  from  a  considerable  population  and  some  sewage  from  private 
houses  are  also  discharged  into  Beaver  Brook. 

The  Concord  River,  having  a  water-shed  of  402  square  miles,  enters  the 
Merrimack  River  from  the  south  in  the  easterly  part  of  the  city  of  Lowell. 
This  river  and  the  sources  of  pollution  upon  it  are  described  under  the 
44  Concord  River." 

The  city  of  Lowell  had  in  1900  a  population  of  94,969.  The  city  is 
thoroughly  sewered,  there  being  a  little  over  84  miles  of  sewers  at  the 
present  time  ;  and  all  of  the  sewers  are  built  on  the  combined  plan,  receiv- 
ing both  sewage  and  storm  water.  All  of  the  principal  sewer  outlets  dis- 
charge directly  into  the  Merrimack  or  Concord  rivers.  In  a  few  cases  the 
outlets  of  the  sewers  are  located  beneath  the  ordinary  level  of  the  water  in 
the  river,  where  the  outlet  is  at  all  times  covered  with  water,  and  such  out- 
lets are  not  noticeable  in  the  neighborhood.  Many  of  the  outlets  are  lo- 
cated at  the  edge  of  the  river,  and  some  of  them  when  the  water  is  low 
discharge  upon  the  ground  some  distance  back  from  the  water,  creating 
very  offensive  conditions. 

The  following  is  a  general  description  of  the  outlets  of  Lowell  sewers :  — 

At  the  westerly  end  of  the  city  three  small  sewers  discharge  at  the  south- 
erly bank  of  the  river  above  the  dam,  where  there  is  always  a  considerable 
depth  of  water.  When  examined,  the  conditions  about  these  outlets  were 
not  objectionable,  though  all  of  the  sewage  passes  into  the  main  canal, 
from  which  water  is  taken  for  washing  and  various  other  purposes  in  the 
mills. 

The  sewage  of  the  Pawtucketville  district  on  the  northerly  side  of  the 
river  is  collected  at  two  principal  outlets,  one  of  which  discharges  in  the 
rocky  bed  of  the  Merrimack  River  below  the  dam  a  short  distance  below 
the  Pawtucket  bridge,  and  the  other  into  Beaver  Brook  at  the  point  where 
that  stream  joins  the  Merrimack  River. 

The  sewage  from  the  westerly  outlet  collects  among  the  rocks  in  its 
neighborhood  when  little  or  no  water  is  running  over  the  dam,  and  causes 
a  serious  nuisance.  There  is  a  considerable  odor  of  sewage  in  the  imme- 
diate vicinity  of  the  outlet  at  Beaver  Brook,  but,  as  there  are  no  dwelling 
-houses  within  a  long  distance  of  this  outlet,  it  does  not  appear  to  be  seri- 
ously objectionable  at  the  present  time. 

The  sewage  of  the  Centralville  district  in  the  north-easterly  part  of  the 
city  north  of  the  Merrimack  River  is  discharged  into  the  river  at  eight  out- 
lets, the  most  important  of  which  is  at  the  end  of  West  Street,  where  the 
sewage  discharges  at  the  bank  of  the  river  near  the  line  of  ordinary  high 
water,  and  in  summer,  when  the  water  is  low,  runs  over  the  exposed  bed 
of  the  river  nearly  200  feet  to  the  water.  The  sewage  spreads  over  a  large 
area,  and  collects  among  the  weeds,  bushes  and  rocks  between  the  outlet 
and  the  water,  causing  a  very  serious  nuisance. 
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The  next  outlet  down  stream  is  at  Fulton  Street,  where  a  similar  nui- 
sance exists,  though  the  quantity  of  sewage  discharged  at  this  place  is 
small ;  and  a  short  distance  further  down  stream  there  is  a  similar  outlet, 
having  a  somewhat  larger  flow  of  sewage,  about  which  the,  conditions  are 
very  objectionable. 

Two  of  the  remaining  outlets  in  this  section  were  also  objectionable  on 
account  of  deposits  of  sewage  about  them ;  but  the  other  outlets  on  this 
side  of  the  river  discharge  below  the  level  of  low  water  in  the  river,  and 
were  not  objectionable. 

The  principal  outlet  for  sewage  on  the  southerly  side  of  the  river  is  at 
the  Aiken  Street  bridge,  where  the  sewage  flows  into  the  stream  through  the 
middle  of  the  bridge  abutment  at  the  edge  of  the  river.  A  strong  odor  of 
sewage  was  noticeable  on  the  highway  and  on  the  bridge  in  the  neighbor- 
hood of  the  outlet,  and  the  water  of  the  river  was  very  noticeably  polluted 
for  a  considerable  distance. 

A  small  outlet  a  short  distance  above  Aiken  Street  discharges  below  the 
Moody  Street  bridge  into  an  open  ditch,  through  which  it  flows  about  150 
feet  to  the  edge  of  the  river.  The  odor  in  the  neighborhood  of  this  ditch 
is  very  offensive. 

Between  the  outlet  at  Aiken  Street  and  Central  bridge  there  are  two 
outlets  at  the  edge  of  the  river,  which  in  this  vicinity  is  walled.  There 
are  two  main  sewer  outlets  and  several  minor  outlets  into  the  Concord 
River  near  its  mouth.  One  of  the  main  outlets  discharges  where  there  is 
an  overflow  from  the  canal  into  the  river.  At  times  when  no  water  is 
wasting  from  the  canal,  the  sewage  collects  in  a  pool  about  this  outlet,  and 
is  very  offensive  to  the  operatives  of  the  mills  in  the  neighborhood.  An- 
other very  large  sewer  enters  the  Concord  River  near  its  junction  with  the 
Merrimack  at  a  place  where  the  river  is  walled.  The  sewage  from  this 
outlet  was  discharging  into  a  considerable  body  of  water,  and  an  odor  of 
sewage  was  noticeable  in  the  neighborhood,  but  no  deposits  were  visible. 

There  are  three  comparatively  small  outlets  into  the  Merrimack  River  on 
the  southerly  side  of  the  city  below  the  Concord  River,  two  of  which  dis- 
charge above  the  level  of  high  water,  and  the  odor  about  them  is  offensive. 
The  third  outlet  discharges  at  the  level  of  the  water,  and  does  not  appear 
to  be  objectionable. 

In  Lowell  there  are  seven  cotton  mills,  employing  16,000  persons,  sew- 
age from  which  is  discharged  into  the  river  or  into  the  canals,  together 
with  enormous  quantities  of  spent  dyes.  In  one  woolen  mill  2,300  persons 
are  employed,  and  about  100,000  pounds  of  wool  are  scoured  each  week. 
All  of  the  sewage  and  wastes  from  these  factories  go  into  the  stream  or 
into  the  canals.  There  is  also  a  machine  shop  employing  1,300  persons, 
which  discharges  sewage  and  acid  wastes  into  the  river. 

Below  Lowell  the  river  flows  for  a  distance  of  about  8  miles  through  a 
territory  which  is  sparsely  populated  to  the  city  of  Lawrence.    The  river 
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in  this  portion  of  its  course  is  used  very  largely  as  a  pleasure  resort,  and 
the  water  supply  of  the  city  of  Lawrence  is  taken  from  the  river  just  above 
the  city,  the  water  being  purified  by  sand  filtration. 

The  city  of  Lawrence,  which  in  1900  had  a  population  of  62,559,  is  situ- 
ated on  both  sides  of  the  Merrimack  River,  about  26  miles  above  its  mouth, 
the  larger  portion  of  the  city  being  on  the  northerly  side  of  the  river. 

The  town  of  Methuen  adjoins  Lawrence,  and  the  sewage  from  the  town 
enters  the  Lawrence  sewers ;  while  the  wastes  from  the  principal  factories 
enter  Spicket  River,  which  flows  through  Lawrence  and  discharges  into  the 
Merrimack  River  in  the  lower  portion  of  that  city. 

The  sewerage  system  of  Lawrence  is  constructed  on  the  combined  plan, 
receiving  both  sewage  and  storm  water,  and  some  of  the  sewers  also  receive 
wastes  from  factories.  All  of  the  sewers  discharge  directly  into  the  Merri- 
mack River  or  into  the  Spicket  River,  and  there  are  a  few  private  outlets 
from  the  mills  and  other  buildings  near  the  bank  of  the  river. 

There  are  three  small  sewer  outlets  on  the  northerly  side  of  the  river 
above  the  dam.  At  two  of  these  the  sewer  discharges  into  a  ditch  at  a 
considerable  distance  from  the  shore  and  very  offensive  conditions  are  pro- 
duced. At  the  third,  the  outlet  is  below  the  ordinary  water  level  of  the 
river. 

Just  below  the  dam  a  large  sewer  discharges  at  the  easterly  end  of  the 
Broadway  bridge  over  the  Merrimack  River.  At  times  when  little  or  no 
water  is  flowing  over  the  dam  the  sewage  from  this  outlet  collects  in  a 
large  pool  under  the  bridge,  and  at  such  times  the  odor  is  very  offensive 
to  persons  passing  over  the  bridge.  The  conditions  about  this  outlet  could 
be  greatly  improved  if  the  sewer  should  be  extended  further  out  into  the 
river  and  further  down  stream. 

In  the  rear  of  the  Upper  Pacific  mills  a  considerable  quantity  of  sewage 
•and  manufacturing  waste  is  discharged  at  some  distance  above  the  water 
level  and  100  feet  from  the  edge  of  the  stream.  The  ditch  through  which 
the  sewage  passes  from  the  sewer  to  the  stream  was  obstructed  and  much 
sewage  had  deposited. 

The  Lawrence  Street  sewer  discharges  through  a  wall  at  the  edge  of  the 
river  bank  in  the  rear  of  the  Lower  Pacific  mills,  at  about  the  ordinary 
water  level.  The  bottom  of  the  river  in  this  region  is  generally  covered 
with  water,  and,  while  an  odor  of  sewage  was  noticeable  in  the  neighbor- 
hood of  the  outlet,  the  outlet  did  not  appear  to  be  seriously  objectionable 
when  examined,  although  the  flow  of  the  river  at  the  time  of  the  examina- 
tion was  not  as  low  as  it  is  during  much  of  the  year. 

Another  sewer  discharges  into  the  river  through  the  Washington  mills. 
This  sewer  discharges  about  50  feet  from  the  river  and  the  odor  of  sewage 
was  quite  noticeable  in  its  vicinity. 

At  the  Spicket  River  at  Garden  Street  there  is  an  outlet  for  a  sewer 
which  serves  a  large  section  of  the  city  and  also  a  large  portion  of  the 
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town  of  Methuen.  The  outlet  is  located  under  the  westerly  end  of  the 
Garden  Street  bridge  and  the  conditions  about  it  are  at  times  very  objec- 
tionable and  the  river  below  is  greatly  polluted. 

An  outlet  at  Marston  Street  is  located  in  a  ravine  about  150  feet  back 
from  the  river,  and  slightly  above  its  level  at  ordinary  water.  The  sewage 
flows  through  a  channel  obstructed  by  brush  and  other  debris  for  a  distance 
of  from  75  to  100  feet  to  the  river.  Sewage  deposits  in  the  ravine,  and 
the  odor  at  this  outlet  is  very  foul.  Gas  wastes  were  discharged  just 
above  the  outlet  at  the  time  it  was  examined,  and  the  mingled  gas  wastes 
and  sewage  caused  a  very  objectionable  nuisance. 

On  the  southerly  side  of  the  river  one  of  the  principal  outlets  is  at  South 
Broadway,  where  a  large  quantity  of  sewage  is  discharged  under  the  middle 
of  the  abutment  of  the  Broadway  bridge  over  the  Merrimack  River.  The 
sewage  discolors  the  water  for  a  considerable  distance  from  the  outlet,  but 
no  objectionable  odors  were  noticed  at  the  time  the  outlet  was  examined, 
when  there  was  a  large  flow  of  water  over  the  dam. 

A  sewer  discharges  through  the  river  wall  in  the  rear  of  the  Munroe 
Paper  Company  into  a  considerable  body  of  water  and  does  not  produce 
objectionable  conditions. 

At  Parker  Street  a  sewer  discharges  through  an  iron  pipe  into  a  large 
pool  on  the  south  side  of  the  river,  about  100  feet  from  the  water.  At 
times  of  ordinary  summer  flow  in  the  river  a  stream  of  sewage  from  this 
outlet  flows  up  stream  in  the  exposed  bed  of  the  river  a  distance  of  100 
feet  or  more,  and  then  flows  out  into  the  river.  The  quantity  of  sewage 
discharged  at  this  outlet  is  large,  and  after  entering  the  river  the  sewage 
flows  along  the  shore  for  from  300  to  400  feet,  and  the  conditions  about 
the  outlet  are  very  offensive  in  the  summer  season. 

The  Osgood  Street  outlet  is  located  75  feet  back  from  the  bank  of  the 
river  at  its  ordinary  stage,  and  the  sewage  discharges  through  a  stone  abut- 
ment, the  bottom  of  the  sewer  being  about  3  feet  above  the  ordinary  level 
of  the  water.  The  sewage  flows  through  a  channel  worn  in  the  river  silt, 
and  obstructed  by  brush  and  weeds,  which  retain  much  of  the  solid  matter. 
After  entering  the  river  the  sewage  follows  along  the  shore  for  a  consider- 
able distance,  and  the  conditions  about  the  outlet  are  foul.  There  are  no 
dwelling  houses  in  the  immediate  vicinity  of  this  outlet. 

In  addition  to  the  main  outlets  of  sewers  described  above,  there  are  sev- 
eral storm  overflows  into  the  Spicket  River,  through  which  mingled  sewage 
and  storm  water  are  discharged  into  the  stream  at  times  of  storm. 

Nearly  all  of  the  factories  in  Lawrence  and  Methuen  discharge  sewage 
through  private  sewers  directly  into  the  river,  together  with  whatever 
manufacturing  wastes  are  produced,  but  some  of  the  smaller  factories  are 
connected  with  the  city  sewers.  About  16,000  persons  are  employed  in 
the  various  factories. 

The  principal  manufacturing  wastes  which  tend  to  pollute  the  river  come 
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from  three  paper  mills,  three  cotton  mills,  two  bleacheries,  three  woolen 
mills  and  a  wool-scouring  mill.  The  wastes  from  scouring  about  1,300,- 
000  pounds  of  wool  each  week,  containing  enormous  quantities  of  very  fool 
matter,  are  discharged  into  the  river. 

On  the  southerly  side  of  the  river,  below  Lawrence,  the  Merrimack  River 
is  joined  by  the  Shawsheen  River,  which  has  a  water-shed  of  75  square 
miles.  The  town  of  North  Andover,  population  in  1900,  4,243,  is  situated 
on  this  stream,  but  the  sewage  of  the  town  is  discharged  principally  into 
Cochickewick  Brook,  near  its  junction  with  the  Merrimack  River. 

The  main  sewer  outlet  originally  discharged  into  the  Merrimack  River, 
immediately  below  the  entrance  of  the  brook,  but  the  pipe  which  conveyed 
the  sewage  across  the  brook  has  been  broken,  so  that  at  the  present  time 
the  sewage  is  discharged  into  Cochickewick  Brook,  about  100  feet  above 
the  Merrimack  River.  The  effect  of  the  sewage  on  the  water  of  the  brook 
was  very  noticeable  at  the  time  it  was  examined,  but  the  sewage  is  dis- 
charged into  a  large  body  of  water,  and  there  appear  to  be  no  deposits  in 
its  vicinity.  The  other  outlet  discharges  into  the  Shawsheen  River  at  the 
highway  bridge  near  its  mouth,  the  sewage  flowing  out  of  a  pipe  several 
feet  above  the  surface  of  the  water.  The  conditions  about  this  outlet  are 
not  seriously  objectionable. 

In  North  Andover  there  are  four  factories,  employing  together  about 
1,100  persons,  all  of  the  sewage  from  which  is  discharged  into  the  streams. 
Three  of  the  four  factories  are  woolen  mills,  in  which  wool  is  scoured,  the 
amount  scoured  being  about  14,500  pounds  per  day.  At  one  of  these  fac- 
tories, in  which  3,000  pounds  of  wool  are  scoured  daily,  the  wastes  are 
discharged  into  settling  tanks,  and  the  solid  matter  which  accumulates  in 
the  bottom  is  removed  by  farmers  and  used  for  fertilizer ;  the  remaining 
portion  of  the  wastes  is  discharged  into  the  stream. 

About  2.5  miles  above  its  mouth  the  Shawsheen  River  receives  the  efflu- 
ent from  the  sewage  purification  works  of  the  town  of  Andover,  together 
with  a  small  amount  of  unpurifled  sewage.  The  town  of  Andover  had  in 
1900  a  population  of  6,813;  and  a  sewerage  system  was  constructed  in 
1899,  the  sewage  being  purified  on  sand  filter  beds  near  the  Shawsheen 
River.  The  quantity  of  sewage  treated  at  these  works  amounts  to  about 
150,000  gallons  per  day.  A  small  portion  of  the  sewage  from  low  sec- 
tions of  the  town  is  collected  at  two  small  pumping  stations,  from  which 
it  is  pumped  into  the  sewers  leading  to  the  filter  beds ;  but  during  a  portion 
of  the  time  these  pumps  are  not  operated,  and  the  sewage  is  discharged 
into  the  river. 

There  are  three  factories  in  Andover  from  which  sewage  and  wastes 
are  discharged  into  the  stream.  The  number  of  persons  employed  in  these 
factories  is  about  800,  and  the  principal  wastes  are  those  from  scouring 
about  30,000  pounds  of  wool  per  week  and  from  washing  and  dyeing  cloth. 

About  5.5  miles  above  Andover  the  river  is  joined  by  Strongwater 
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Brook,  which  receives  the  sewage  from  the  State  Hospital  at  Tewksbury, 
which  has  a  population  of  about  1,400.  A  part  of  this  sewage  is  dis- 
charged upon  land,  but  a  large  portion  finds  its  way  in  an  un purified  state 
directly  into  the  brook. 

Below  the  Shawsheen  River  the  Merrimack  River  flows  rapidly  for  a  dis- 
tance of  about  6  miles  to  a  point  where  the  water  of  the  river  is  affected  by 
the  tides. 

The  city  of  Haverhill  is  situated  10  miles  below  Lawrence  and  16  miles 
from  the  mouth  of  the  river.  The  principal  portion  of  the  city  is  on  the 
northerly  side  of  the  river,  but  that  portion  known  as  Bradford  is  on  the 
southerly  side. 

The  city  is  provided  with  a  regular  system  of  sewers  built  upon  the  com- 
bined plan,  with  the  exception  of  the  sewers  in  a  small  area  in  the  north- 
erly part  of  the  city,  for  which  the  separate  system  has  been  adopted. 
The  sewage  is  all  discharged  into  the  Merrimack  River  through  thirty-six 
outlets,  thirty-one  of  which  are  on  the  northerly  side  of  the  river,  and  the 
remaining  five  on  the  southerly  side  in  the  Bradford  district. 

Besides  the  outlets  of  the  city  sewers,  there  are  numerous  outlets  of  pri- 
vate sewers  from  buildings  along  the  banks  of  the  river. 

The  height  of  the  water  in  the  river  is  affected  by  the  tides,  which  have 
an  ordinary  range  of  4  or  5  feet  opposite  the  city.  At  times  of  very  low 
flow  in  the  river  the  current  is  up  stream  during  a  portion  of  the  incoming 
-tide. 

The  following  is  a  brief  description  of  the  conditions  about  the  principal 
outlets  examined,  taking  them  in  order  going  down  stream  on  the  northerly 
side  of  the  river. 

The  upper  principal  outlet  is  at  Florence  Street.  The  sewer  at  this  place 
discharges  into  a  ravine  above  the  level  of  the  ordinary  stage  of  the  river, 
and  50  feet  or  more  from  the  channel  at  low  water.  The  ravine  through 
which  the  sewage  flows  contains  brush  and  rubbish  of  various  sorts,  among 
which  much  matter  from  the  sewage  has  collected,  and  from  which  a  very 
offensive  odor  arises.  There  are  no  dwelling  houses,  however,  in  the  imme- 
diate vicinity  of  this  outlet. 

Similar  conditions  exist  at  the  Vilas  Street  and  Beach  Street  outlets,  the 
next  two  outlets  in  order  going  down  stream. 

At  Ayer  Street  the  sewage  discharges  at  a  high  wall  at  the  edge  of  the 
river  near  the  level  of  low  water;  and,  while  the  water  is  slightly  polluted 
along  the  edge  of  the  river,  the  odor  from  this  outlet  was  not  seriously 
objectionable  when  examined. 

Near  Ford  Street  there  is  an  outlet  at  the  edge  of  low  water,  where  the 
conditions  are  similar  to  those  at  Ayer  Street,  but  the  bank  of  the  river  is 
not  walled  at  this  place. 

At  Washington  Avenue,  just  above  the  Boston  &  Maine  Railroad  bridge, 
sewage  is  discharged  at  the  edge  of  the  water  at  low  tide,  and  collects  in  an 
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eddy  just  above  the  bridge,  where  there  is  a  foal  deposit.  The  conditions 
about  this  outlet  are  objectionable. 

At  Essex  and  Emerson  streets  there  are  large  sewers  discharging  through 
a  wall  at  the  bank  of  the  river,  which  are  chiefly  objectionable  on  account 
of  the  odor  of  sewage  in  the  neighborhood. 

The  outlets  at  West,  Howe,  Tucker,  Fleet,  Main  and  State  streets  all 
discharge  at  the  edge  of  the  river,  which  is  here  bordered  by  a  wall,  and 
the  sewage  is  discharged  into  a  considerable  depth  of  water  at  all  stages 
of  the  tide.  An  odor  of  sewage  is  noticeable  about  these  outlets,  but 
excepting  at  West  Street  there  were  no  considerable  deposits. 

At  Moore  and  Kent  streets  the  sewage  discharges  at  the  edge  of  the  river 
at  low  water,  and  the  conditions  about  these  outlets  were  objectionable  on 
account  of  the  deposits  of  sewage  and  an  offensive  odor. 

All  of  the  remaining  outlets  on  the  northerly  side  of  the  river  below  Kent 
Street,  with  one  exception,  discharge  near  the  high-water  bank  of  the  river, 
from  which  the  sewage  flows  across  the  exposed  bottom  of  the  river  for 
distances  of  from  20  to  40  feet  to  the  water  at  the  time  of  low  tide.  At 
these  outlets  there  were  deposits  of  solid  matter  from  the  sewage,  covering 
a  considerable  area  of  the  exposed  river  bottom  between  high  and  low 
water,  and  the  conditions  were  very  offensive  at  low  tide.  The  single 
exception  is  the  outlet  at  Chestnut  and  School  streets,  which  discharges 
through  a  wall  under  the  water,  and  is  not  noticeably  objectionable. 

On  the  Bradford  side  of  the  river  the  principal  outlets  are  at  Bradford 
Avenue,  Prospect,  Summer,  Main  and  Ferry  streets.  At  all  of  these  out- 
lets objectionable  conditions  were  found,  and  some  of  them  were  extremely 
offensive.  At  Ferry  Street  the  sewage  is  discharged  at  a  point  75  feet 
back  from  the  edge  of  the  river  into  a  channel  obstructed  by  debris  of 
various  kinds,  which  holds  the  sewage  back  in  pools.  There  is  a  large 
flow  of  sewage  from  this  outlet,  but  there  are  no  dwelling  houses  in  its 
immediate  neighborhood. 

The  very  offensive  conditions  about  most  of  the  Haverhill  sewer  out- 
lets could  be  removed  by  extending  the  sewers  under  the  stream  so  as 
to  discharge  the  dry-weather  flow  of  sewage  at  a  considerable  distance 
from  the  shore,  where  it  would  not  be  liable  to  return  and  cause  deposits 
of  sewage  to  form  on  the  banks  and  bottom  of  the  stream  exposed  at  low 
water. 

In  addition  to  the  objectionable  conditions  caused  by  the  main  outlets  of 
sewers  in  the  city  of  Haverhill,  there  are  storm  overflows  from  some  of  the 
principal  sewers  which  discharge  into  Little  River  in  its  course  through  the 
thickly  settled  portions  of  the  city.  This  river  also  receives  much  pollu- 
tion from  manufacturing  wastes  and  refuse  from  the  factories,  and  is  at 
times  a  very  objectionable  nuisance  in  the  lower  part  of  its  course. 

There  is  a  great  number  of  small  factories  in  the  city  of  Haverhill,  most 
of  which  discharge  sewage  directly  into  the  Merrimack  River  or  into  Little 
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River,  and  some  of  them  discharge  considerable  quantities  of  manufacturing 
wastes. 

The  principal  factories  discharging  manufacturing  wastes  into  Little 
River  are  a  woolen  factory,  in  which  15,000  pounds  of  wool  are  scoured 
weekly,  a  tannery  and  a  gas  works.  The  wastes  from  these  three  factories 
have  a  very  serious  effect  upon  the  character  of  the  river,  and  give  it  a  very 
objectionable  appearance  and  odor. 

On  the  Merrimack  River  are  a  brewery,  a  paper  mill  and  two  hat  fac- 
tories, from  all  of  which  considerable  quantities  of  polluting  wastes  are 
discharged  into  the  river. 

Below  Haverhill  the  river  is  a  tidal  stream.  About  4  miles  above  its 
mouth  it  receives  from  the  north  the  flow  of  the  Powow  River,  on  which  is 
situated  the  town  of  Amesbury,  which  had  in  1900  a  population  of  9,478. 
This  town  is  not  provided  with  a  regular  sewerage  system,  although  many 
of  the  buildings  in  the  centre  of  the  village  are  connected  with  sewers  or 
drains,  which  discharge  both  sewage  and  storm  water  directly  into  the  river. 
These  sewer  outlets  are  very  objectionable,  and  they  are  located  in  the 
midst  of  a  large  population. 

The  principal  factories  in  Amesbury  are  carriage  factories,  which  pro- 
duce no  liquid  wastes.  There  is  a  large  cotton  factory  employing  from 
700  to  800  persons,  situated  in  the  centre  of  the  village,  where  no  liquid 
wastes  are  produced.  All  of  the  sewage  from  the  various  factories  is  dis- 
charged directly  into  the  river.  The  number  of  persons  employed  in  these 
mills  is  about  1,300. 

Below  Powow  River  the  Merrimack  River  flows  for  a  distance  of  3  miles 
to  the  city  of  Newburyport,  which  is  situated  near  its  mouth.  The  sewer 
outlets  from  this  city  are  described  in  Part  I  of  this  report. 

Samples  of  water  collected  from  the  river  above  Lowell  and  above  Law- 
rence have  been  analyzed  for  a  long  period  of  years,  and  the  average 
results  of  these  analyses  for  the  drier  portion  of  each  year  are  given  in  the 
tables  which  follow.  A  special  examination  of  the  river  has  also  beep 
made,  the  results  of  which  are  presented. 


Special  Examination  of  Merrimack  River,  Sept.  23,  1902. 
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Merrimack  River,  above  Lawrence, 
Merrimaek  River,  below  Lawrence, 
Merrimack  River,  above  Haverhill, 
Merrimack  River,  below  Haverhill, 


.0097 
.0002 
.0112 
.0080 
.0102 
.0152 


:0187 
.0278 
.0222 
.0672 
.0818 
.0268 


.18 
.84 
.28 
.88 
.81 
.80 
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Chemical  Examination  of  Water  from  the  Merrimack  River. —  Aver- 
ages for  Six  Months,  from  June  to  November,  inclusive. 

Merrimack  River ;  above  Lowell. 

[Parte  per  100,000.] 
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Nitrates 
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S3 

1 

1887,  .... 

.45 

4.08 

1.10 

.0024 

.0156 

. 

. 

.17 

.0078 

. 

1888,   . 

.82 

8.47 

1.01 

.0014 

.0161 

.0137 

.0024 

.16 

.0082 

.0002 

• 

- 

1880,   . 

.87 

- 

- 

.0028 

.0166 

.0148 

.0028 

.17 

.0067 

.0001 

• 

- 

1800,   . 

.84 

3.86 

1.58 

.0026 

.0148 

.0123 

.0025 

.14 

.0106 

.0002 

• 

1.4 

1891,   . 

.27 

3.78 

1.47 

.0020 

.0147 

.0111 

.0036 

.17 

.0080 

.0002 

• 

1.4 

1802,   . 

.80 

8.76 

1.87 

.0028 

.0130 

.0106 

.0033 

.16 

.0007 

.0002 

- 

1.6 

1808,   . 

.26 

8.47 

1.13 

.0023 

.0141 

.0110 

.0031 

.17 

.0072 

.0001 

.88 

1.1 

1804,   . 

.20 

3.86 

1.82 

.0087 

.0140 

.0114 

.0026 

.10 

.0042 

.0001 

.86 

4.2 

1805,  . 

.48 

8.07 

1.61 

.0010 

.0107 

.0161 

.0046 

.24 

.0064 

.0001 

.66 

1.2 

1806,   . 

.44 

3.86 

1.41 

.0040 

.0181 

.0140 

.0032 

.18 

.0068 

.0002 

.66 

1.0 

1807,   . 

.54 

8.62 

1.68 

.0030 

.0181 

.0148 

.0083 

.16 

.0077 

.0001 

.62 

0.0 

1808,   . 

.80 

3.08 

1.74 

.0032 

.0107 

.0171 

.0026 

.10 

.0047 

.0001 

.51 

1.0 

1800,   . 

.20 

3.88 

1.46 

.0060 

.0205 

.0166 

.0080 

.22 

.0055 

.0002 

.88 

1.2 

1000,   . 

.28 

8.72 

1.21 

.0068 

.0215 

.0168 

.0067 

.28 

.0088 

.0002 

.44 

1.8 

1001,   . 

.88 

4.82 

1.08 

.0060 

.0208 

.0172 

.0036 

.20 

.0042 

.0002 

.60 

1.2 

1002,   . 

.88 

8.81 

1.50 

.0066 

.0163 

.0142 

.0021 

.17 

.0048 

.0001 

.64 

0.0 

Merrimack  River%  above  Lawrence. 


1887,  .   .   .   . 

.47 

4.82 

1.24 

.0027 

.0211 

.22 

.0007 

1888, 

.82 

3.64 

1.18 

.0020 

.0107 

.0168 

.0044 

.18 

.0074 

.0003 

_. 

- 

1880, 

.86 

- 

• 

.0047 

.0212 

.0176 

.0036 

.20 

.0058 

.0002 

• 

• 

1800, 

.87 

4.27 

1.56 

.0061 

.0187 

.0148 

.0030 

.10 

.0068 

.0002 

• 

1.6 

1801, 

.21 

4.06 

1.37 

.0066 

.0170 

.0138 

.0041 

.21 

.0000 

.0002 

• 

1.4 

1802, 

.46 

4.26 

1.60 

.0054 

.0186 

.0166 

.0081 

.10 

.0087 

.0002 

. 

1.5 

1803, 

.40 

4.26 

1.62 

.0084 

.0172 

.0188 

.0084 

.28 

.0067 

.0008 

.52 

1.3 

1804, 

.32 

8.82 

1.85 

.0086 

.0174 

.0142 

.0082 

.26 

.0043 

.0001 

.40 

1.3 

1806,   , 

.62 

4.46 

1.07 

.0068 

.0261 

.0194 

.0057 

.80 

.0067 

.0003 

.60 

1.5 

1806, 

.46 

4.24 

1.70 

.0100 

.0224 

.0181 

.0043 

.25 

.0067 

.0005 

.67 

1.3 

1807,   . 

.68 

4.06 

1.67 

.0061 

.0222 

.0100 

.0032 

.21 

.0063 

.0002 

.63 

1.0 

1808,   . 

.44 

4.46 

1.87 

.0076 

.0262 

.0208 

.0054 

.25 

.0060 

.0005 

.60 

1.3 

1800,   . 

.24 

4.42 

1.57 

.0188 

.0277 

.0207 

.0070 

.32 

.0052 

.0004 

.43 

1.8 

1000, 

.27 

4.22 

1.36 

.0126 

.0240 

.0100 

.0060 

.32 

.0060 

.0008 

.46 

1.3 

1901, 

.44 

4.73 

1.00 

.0100 

.0280 

.0205 

.0075 

.28 

.0070 

.0006 

.66 

1.5 

1002,   . 

.42 

4.40 

1.85 

.0110 

.0231 

.0180 

.0051 

.26 

.0088 

.0008 

.66 

1.1 

Merrimack  River,  above  Haverhill. 


1887 

.48 

6.24 

1.32  ' 

.0081 

.0220 

.21 

.0083 

i 

. 

1888 

.38 

3.06 

1.10  , 

.0013 

.0200 

.0163 

.0046 

T20 

.0097 

.0003 

- 

- 

1800,   .... 

.20 

6.56 

1.87 

.0148 

.0368 

.0260 

.0108 

.88 

.0060 

.0006 

.58 

1.6 

1000,   .... 

.30 

4.04 

1.43 

.0210 

.0324 

.0236 

.0089 

.41 

.0052 

.0007 

.66 

1.4 

1901 

.44 

6.27 

2.24 

.0133 

.0330 

.0222 

.0108 

.29 

.0058 

.0006 

.65 

1.5 

1002,   .   .   .   « 

.44 

4.47 

1.82 

.0100 

.0270 

.0190 

.0080 

.27 

.0060 

.0004 

.80 

1.3 

Merrimack  River,  below  Haverhill. 


1899,   .... 

.80 

5.60 

1.08 

.0227 

.0881 

.0263 

.0118 

.38 

.0060 

.0006 

.68 

1.6 

1900,   .... 

.32 

6.03 

1.62 

.03tl 

.0335 

.0246 

.0089 

.42 

.0056 

.0010 

.67 

1.2 

1001 

.46 

6.37 

2.27 

.0140 

.0348 

.0237 

.0111 

.80 

.0050 

.0006 

.74 

1.4 

1002,   .... 

.42 

4.77 

1.82 

.0226 

.0333 

.0223 

.0110 

.82 

.0057 

.0004 

.72 

1.4 

No.  34.]         EFFECT  OF   SEWAGE  DISPOSAL. 


409 


MILLERS  RIVER. 

The  Miller's  River  is  a  tributary  of  the  Connecticut  from  the  east, 
draining  a  portion  of  New  Hampshire  and  the  northerly  section  of  Massa- 
chusetts. The  drainage  area  of  the  river  is  generally  hilly,  bnt  there  are 
considerable  areas  of  comparatively  fiat  land,  and  there  are  many  lakes 
and  ponds  need  for  storage  purposes. 

The  following  tables  give  data  relating  to  the  drainage  areas  and  the 
population  on  them  at  various  places :  — 


Locality. 


Distance 
i  above 
Month 
(Miles). 


Drainage 

Area 
(Square 
Miles). 


Population 

Popolation 

on 

per 

Drainage 

Square 

Area. 

Mile. 

Estimated 
Population  dis- 
charging 

Sewage  or 
Sewage  Effluent 

Into  River. 


Miller's  River,  below  Wlnchendon, 
Otter  Rtoer,  below  Gardner,  . 
Otter  River,  at  mouth,    . 
Miller's  River,  below  Otter  Rtver, 
Miller's  River,  below  Athol,  . 
Miller's  River,  below  Orange, 
Miller's  River,  at  mouth, 


65.6 
22.0 
61.0 
174.0 
282.S 
821.7 
890.0 


4,600 

81 

10,800 

468 

14,600 

286 

20,700 

118 

29,400 

104 

84,400 

107 

87,200 

96 

8,000 
8,000 
8,600 
11,600 
16,700 
19,700 
20,800 


Towns,  Considerable  Portions  of  which  are  within  the  Water-shed 

of  Miller's  River. 


§ 

a 

« 

a 

80 

si**-5 

Town. 

• 

W4 
g 

s 

& 

a 

<2 

GO 

i 

• 
* 

Manufactories  discharging 
Wastes  Into  River. 

Jeffrey,  N.  H.f 

1,891 

— 

. 

- 

Fltzwllltam,  N.  H. 

» 

987 

- 

- 

- 

Kludge, "N.  H-, 

866 

- 

- 

Aahbornham, 
Wlnchendon, 
Gardner, 

1,882 

6,001 

10,818 

Few 

sewers. 
Partial. 

General.* 

0 
8,000 
8,000 

None. 

Two  cotton   mills,  one  leather  factory,  one 

foundry. 
One  ohalr  factory. 

Templeton,    . 
Phllllpeton,    . 

8,489 
441 

None. 
None. 

600 

0 

One  chair  factory,  one  asbestos  factory,  one 
leather  factory,  one  woolen  mill,  one  stove 
factory. 

None. 

Roysleton,     . 

968 

None. 

100 

One  woolen  mill. 

Athol,     . 
Orange,  . 

7,061 
6,620 

General. 
General. 

5,000 
8,000 

One  woolen  mill,  one  machine  shop,  one  thread 

mill,  one  straw  factory,  one  satinet  mill. 
Two  satinet  mills,  one  machine  shop. 

Warwick,       . 

619 

None. 

0 

None. 

Wendell, 

492 

None. 

100 

One  paper  mill. 

Knrlng,  . 

978 

Partial. 

600 

One  paper  mill,  one  machine  shop. 

Montague, 

6,160 

Partial. 

600 

None. 

*  Sewage  purification  works  In  use. 
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The  first  sources  of  pollution  of  the  river  in  Massachusetts  are  at  Win- 
chendon,  where  the  sewage  from  thirteen  factories,  employing  about  1,200 
persons,  is  discharged  directly  into  the  river,  together  with  manufacturing 
wastes  from  cotton  mills  and  various  other  factories.  The  quantity  of 
manufacturing  wastes  from  these  mills,  with  the  exception  of  the  dye 
wastes  from  the  cotton  mills,  is  quite  small. 

There  is  no  regular  system  of  sewerage  in  the  town  of  Winchendon,  bat 
a  large  number  of  houses  in  the  thickly  populated  sections  of  the  town  dis- 
charge Be  wage  through  private  sewers  into  the  brooks  which  are  tributary 
to  the  river. 

About  6  miles  below  Winchendon  the  river  is  joined  by  the  Otter  River, 
on  which  are  the  town  of  Gardner  and  the  villages  of  Otter  River  and 
Baldwinville. 

The  town  of  Gardner  had  in  1900  a  population  of  10,813,  and  i9  pro- 
vided with  a  general  system  of  sewers.  A  portion  of  the  sewage  is  con. 
veyed  to  filter  beds  located  on  Pond  Brook,  a  tributary  of  Otter  River, 
where  it  is  discharged  on  sand  filter  beds.  The  quantity  of  sewage  re- 
ceived at  these  filter  beds  amounts  ordinarily  to  about  250,000  gallons  per 
day ;  but  the  filter  beds  are  of  insufficient  capacity  to  provide  for  the  puri- 
fication of  all  of  the  sewage,  and  at  times,  especially  during  the  winter  and 
spring  months  when  the  quantity  of  sewage  greatly  exceeds  the  amount  indi- 
cated above,  a  large  portion  of  the  sewage  overflows  from  the  filter  beds 
directly  into  the  brook  without  purification.  Another  portion  of  the  sewage 
of  Gardner  is  conveyed  to  filter  beds  located  near  Otter  River,  about  2  miles 
below  Pond  Brook.  At  this  place  the  sewage  is  first  passed  through  coke 
8 trainers  and  then  through  sand  filters,  and  all  of  the  sewage  received  at 
the  beds  is  thoroughly  purified.  The  quantity  of  sewage  treated  at  this 
place  amounts  ordinarily  to  about  300,000  gallons  per  day.  There  are  no 
factories  in  Gardner  which  contribute  any  considerable  quantity  of  manu- 
facturing wastes  to  the  river. 

At  the  village  of  Otter  River,  6  miles  below  Gardner,  there  are  three 
small  factories  employing  together  about  65  persons,  the  sewage  from 
which,  together  with  a  very  small  quantity  of  manufacturing  waste,  is 
discharged  into  the  river. 

At  Baldwinville  in  the  town  of  Templeton,  1.75  miles  below  Otter 
River,  there  are  five  mills  employing  about  350  persons,  which  discharge 
sewage  directly  into  the  stream.  These  factories  do  not  produce  any  con- 
siderable quantity  of  manufacturing  waste.  In  this  village  a  small  quan- 
tity of  sewage  is  discharged  through  private  sewers  into  the  river,  and  the 
river  receives  the  sewage  more  or  less  directly  from  a  hospital  which  has  a 
population  of  about  150. 

At  South  Royalston,  3  miles  below  the  entrance  of  Otter  River,  sew- 
age and  manufacturing  wastes  from  a  woolen  mill  employing  about  115 
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persons,  together  with  dye  wastes  and  water  used  for  washing,  are  dis- 
charged into  Miller's  River. 

The  town  of  Athol  is  situated  7.25  miles  below  Royals  ton,  and  about 
18.5  miles  from  the  month  of  the  river.  The  town  is  provided  with  a  gen- 
eral system  of  sewerage,  the  sewage  being  discharged  at  various  outlets 
into  Miller's  River  and  into  Mill  Creek,  one  of  the  tributaries  of  Miller's 
River  from  the  south.  The  principal  outlets  are  at  the  lower  end  of  the 
village,  discharging  well  ont  into  the  river  beneath  the  surface  of  the  water. 
These  outlets  are  said  to  be  objectionable  at  times  when  the  water  is  held 
back  by  the  dams  above. 

The  principal  factories  in  the  town  from  which  manufacturing  wastes 
are  discharged  are  a  woolen  mill,  a  silk  mill  and  a  hat  factory.  From  each 
of  these  places  a  large  quantity  of  objectionable  waste  is  discharged  into 
the  river. 

Just  below  the  village  of  Athol  the  river  receives  the  flow  of  Tully  Brook 
from  the  north,  on  which  is  located  a  satinet  mill,  employing  30  persons, 
sewage  and  wastes  from  which  are  discharged  into  the  stream. 

The  town  of  Orange  is  5.5  miles  below  Athol.  This  town  had  a  popula- 
tion in  1900  of  5,520,  and  is  provided  with  a  general  system  of  sewerage, 
the  sewage  being  discharged  into  the  river  through  two  outlets.  The  upper 
outlet  is  on  the  southerly  side  of  the  river,  Just  below  the  works  of  the 
New  Home  Sewing  Machine  Company.  This  outlet  discharges  at  the  edge 
of  the  water  at  a  considerable  distance  from  any  buildings,  and  no  objec- 
tionable conditions  are  produced.  The  lower  outlet  is  on  the  northerly  side 
of  the  river  at  the  railroad  bridge  below  the  village- of  Orange.  In  the 
vicinity  of  this  outlet  there  are  deposits  of  material  from  the  sewage,  and 
the  conditions  around  the  outlet  are  objectionable,  but  there  is  no  popula- 
tion within  a  considerable  distance  of  the  outlet  or  of  the  river  immediately 
below  the  outlet. 

There  are  several  factories  in  Orange  employing  a  large  number  of  per- 
sons, the  sewage  from  which  is  all  discharged  either  into  the  sewers  or  di- 
rectly into  the  river.  No  considerable  quantities  of  manufacturing  wastes 
are  produced  at  these  factories. 

Below  Orange  the  river  receives  sewage  from  about  100  persons  em- 
ployed in  small  factories,  from  which  no  manufacturing  wastes  are  dis- 
charged into  the  river. 

In  the  town  of  Wendell,  about  3  miles  below  Orange  and  10  miles  from 
the  mouth  of  the  river,  there  are  three  factories,  employing  about  87  per- 
sons, one  of  which  is  a  paper  mill,  from  which  large  quantities  of  polluting 
wastes  are  discharged. 

At  the  village  of  Miller's  Falls,  part  of  which  is  in  the  town  of  Mon- 
tague and  part  in  the  town  of  Erving,  the  river  receives  sewage  from  a 
considerable  population.     The  village  has  no  general  system  of  sewerage, 
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but  there  are  various  storm-water  drains  and  private  sewers  discharging 
into  the  river.  One  of  the  outlets  from  Montague  is  very  objectionable  on 
account  of  the  deposits  of  sewage  in  its  vicinity,  and  a  bad  local  nuisance 
is  created.  There  are  two  factories  at  this  place,  one  of  which  is  a  paper 
rartll  employing  60  persons,  and  discharging  large  quantities  of  waste  into 
the  river.  The  other  is  a  tool  factory,  from  which  considerable  quantities 
of  acid  wastes  and  the  sewage  of  350  persons  are  discharged. 

Miller's  River  enters  the  Connecticut  River  about  4  miles  above  the  vil- 
lage of  Turner's  Falls. 

The  stream  above  Athol  is  not  badly  polluted  except  in  the  immediate 
vicinity  of  the  sources  of  pollution.  Below  Athol  the  water  is  very  badly 
•polluted  by  sewage  and  manufacturing  wastes,  and  the  effect  of  this  pollu- 
tion, together  with  the  added  pollution  received  at  Orange,  is  noticeable 
for  a  considerable  distance  below  the  latter  town.  At  the  mouth  of  the 
river,  however,  the  water  is  not  badly  polluted. 

A  special  examination  of  the  Miller's  River  has  been  made,  the  results  of 
which  are  given  in  the  following  tables,  together  with  the  results  of  the 
examination  of  regular  samples  at  various  places  during  the  dry  months  of 
several  years :  — 


Special  Examination  of  Miller's  River,  Aug.  25  and  26,  1902. 

[Part*  per  100,000.] 


80URCK. 


Miller's  River,  above  Athol, 

Mill  Creek,  near  mouth, 

Tully  Brook,  near  mouth, 

Miller's  River,  below  Athol,  above  sewer  outlets, 

Main  sewer  outlet, 

Miller's  River,  2  miles  below  sewer  outlet,  . 

Miller's  River,  |  mile  above  dam  at  Orange, 

Miller's  River,  at  dam  at  Orange, . 

South  side  sewer  outlet,  Orange,  . 

Miller's  River,  below  south  side  sewer  outlet, 

North  side  sewer  outlet,  Orange,  . 

Miller's  River,  just  below  north  aide  sewer  outlet, 

Miller's  River,  1}  miles  below  north  side  sewer  outlet, 
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.0032 
.0064 
.0080 


.0028 
.9600 


.0080 
.0072 

.8100 
.0064 


1.7100 


.0064 


0800 
0804 
.0226 


0288 
,2000 


,0202 
,0280 

.2700 
.0284 


,6800 


.0284 


.14 
.15 
.07 
.11 
1.66 
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.14 
.12 

1.901 
.11 
8.75 

.11 


.0048 
.0108 

.0020 
.0860 


.0032 
.0048 
.0036 
.1500 

2.3200 

.0080 


,0292 
,0232 

,0264 
.0460 


.11 
.19 

.10 
.80 


I 
.0260  !  .11 


.0824 
.0244 
.0580 

.1200 
.0826 


.12 

.13 

1.03 

2.40 
.16 


Flow  of  sewage  from  north  side  sewer  in  Orange, 
Flow  of  sewage  from  south  side  sewer  in  Orange, 
Flow  of  river  at  Athol, 


80,000  gallons  per  day. 
256,000  gallons  per  day. 

284  enblo  feet  per  second. 
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Chemical  Examination  of  Water  from  Miller's  River.  —  Averages  for 
Six  Months,  from  June  to  November,  inclusive. 

Above  Athol. 

[Parts  per  100,000  ] 


Ybab. 


1809, 
1900, 
1001, 


1.00 

.74 

1.00 


Residue  on 
Evaporation. 


o 
H 


.1 


!! 


S 


4.00 
6.88 
4.60 


2.18 
1.80 
2.60 


AMMONIA.. 

ALBUMINOID. 

• 

• 

2 

Sus- 
pended. 

.0051 
.0040 
.0088 


I 


.0206 
.0486 
.0386 


.0266 
.0268 
.0275 


.0040 
.0168 
.0060 


9 

a 


.24 
.17 
.22 


NlTBOOEV 


as 


.0018 
.0074 
.0040 


.0001 
.0001 
.0001 


Above  Orange. 


a 

9 
« 

e 

5 

o 

01 

I 


.00 

.07 

1.08 


1.0 
1.2 


1902, 


1.00 


4.32 


2.26 


.0045 


.0291 


.0244 


.0047 


.20 


.0068 


.0001 


1.00 


.8 


Below  Orange. 


1898, 
1900, 
1901, 
1902, 


.88 

4.10 

2.21 

.0141 

.0278 

.0288 

.0040 

.17 

.0016 

.0002 

.08 

.74 

4.44 

1.80 

.0068 

.0207 

.0248 

.0049 

.26 

.0038 

.0001 

.02 

.88 

4.10 

2.13 

.0067 

.0300 

.0246 

.0064 

.20 

.0042 

.0002 

.07 

.06 

4.12 

2.00 

.0046 

.0281 

.0227 

.0064 

.20 

.0038 

i 

.0001 

1.06 

.7 

.8 

1.1 

.8 


NASHUA  RIVER. 

The  Nashua  River  is  formed  by  the  junction  of  the  North  and  South 
branches  at  Lancaster.  From  Lancaster  the  river  flows  in  a  north-easterly 
direction  into  the  State  of  New  Hampshire,  and  joins  the  Merrimack  River 
at  Nashua  in  that  State  about  9  miles  from  the  Massachusetts  boundary. 

The  water  of  the  South  Branch  of  the  Nashua  River,  about  5  miles 
above  the  junction  of  the  two  branches,  is  taken  for  the  water  supply  of 
the  metropolitan  district ;  and  during  dry  weather  a  large  portion  of  the 
flow  of  this  portion  of  the  water-shed,  which  amounts  to  118.23  square 
miles,  is  diverted  from  the  stream. 

The  following  tables  give  statistics  relating  to  the  drainage  areas  and  the 
populations  upon  them  at  various  places :  — 


LOCALITT. 

Distance 
above 
Mouth 

(Miles). 

Drainage 

Area 
(Square 
Miles). 

Population 

on 

Drainage 

Area. 

Population 

per 

Square 

Mile. 

Estimated 
Population  dis- 
charging 

Sowaffe  or 
Sewage  Kflluent 

into  River. 

North  Branch,  above  FHchburg,    . 
North  Branch,  below  Flichburg,   . 
North  Branch,  above  Monooanock  Brook,    . 
Monoo*noek  Brook,  at  mouth, 
North  Branch,  at  mouth,        .... 
South  Branch,  at  metropolitan  water  worke 
dam. 

South  Branch,  at  month 

ToUl,  North  and  South  branches, 

47.4 
43.8 
30.8 
80.8 
31.3 
86.2 

81.3 
31.3 

65.2 
62.1 
83.1 
11.5 
120.6 
118.2 

131.0 
260.6 
608.0 

4,900 
27,800 
36,600 

6,600 
47,000 

7,400 

21,400 
69,300 
85,600 

80 
448 
441 
574 
370 

68 

168 

266 
168 

500 

28,500 

29,000 

7,000 

37,000 

0 

11,000 
48,000 
40,600 
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Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 

Water-shed  of  the  Nashua  Kiver. 


City  or  Tow*. 

§ 

a 

c 
o 

5J 

i 

* 

B 

* 

« 

1 

Estimated  Popula- 
tion dlschaiglng 
Sewage  or  Sew- 
a«e  Effloent  Into 

t     River. 

Manufactories  discharging 
Wastes  Into  Kiver. 

Princeton, 

076 

None. 

0 

None. 

Sterling, 

1,420 

None. 

0 

None. 

Holden,  . 

2,464 

None. 

0 

None. 

Boylslon, 

1,864 

None. 

0 

None. 

Weat  Boylaton,     , 

2,814 

None. 

0 

None. 

OUnton, . 

18,667 

General.* 

11,000 

One  cotton  mill,  two  wonted  mills. 

Aahbnrnham, 

1,883 

Pew 

500 

None. 

Westminster, 

1,327 

sewers. 
None. 

0 

None. 

Fltohburg, 
Lnnenbnrg,    . 

81,681 
1,882 

General. 
None. 

28,000 
0 

Thirteen  paper  mills,  one  cotton  mill,  three 
woolen  mills,  one  machine  shop,  one  foundry. 
None. 

Leominster,  . 
Lancaster, 

'< 

12,802 

2,478 

General. 
Few 

8,000 
500 

Bight  horn  goods  factories,  one  chair  factory, 

one  cotton  yarn  mill,  two  paper  mills. 
None. 

Harvard, 

1,180 

sewers. 
None. 

0 

None. 

Ayer,      . 

2,446 

None. 

100 

One  tannery. 

Shirley,  . 
Groton,  . 

1,680 
2,052 

Private 

sewers. 
None. 

400 
100 

One  cotton  mill,  one  woolen  mill,  one  extract 

factory. 
Three  paper  mills. 

Aahby,  . 

876 

None. 

0 

None. 

Townsend,     . 

1,804 

Few 

200 

One  paper  mill. 

Pepperell, 

8,701 

sewers. 
Partial. 

800 

Four  paper  mills. 

New  Ipswich,  N.  ] 

I..   . 

en 

- 

- 

- 

Mason,  N.  H., 

460 

- 

- 

- 

Nashua,  N.  H.,      , 

28,808 

General. 

- 

- 

Brookline,  N.  H., 

506 

- 

- 

- 

Hollis,  N.H., 

010 

- 

- 

- 

Greenville,  1ST.  H., 

1,608 

- 

- 

- 

*  Sewage  purification  works  In  use. 


The  North  Branch  of  the  Nashua  River  drains  a  portion  of  the  northerly 
section  of  the  State,  and  its  drainage  area  extends  into  the  State  of  New 
Hampshire. 

The  first  sources  of  pollution  of  this  branch  are  at  Ash  burn  ham,  where 
the  river  receives  sewage  from  a  considerable  part  of  the  population  of  the 
villages  of  Ashburnham  and  South  Ashburnham,  including  the  sewage 
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from  four  factories  employing  about  185  persons.  No  objectionable  manu- 
facturing wastes  are  produced  at  any  of  these  factories. 

Through  the  city  of  Fitchburg  the  river  has  a  rapid  fall,  all  of  which  is 
utilized  for  power  purposes,  and  there  are  numerous  mill  ponds  and  fac- 
tories along  the  stream. 

The  population  of  Fitchburg  in  1900  was  31,531.  The  city  is  thor- 
oughly sewered,  the  sewers  being  constructed  on  the  combined  plan,  and 
discharging  at  twenty-one  outlets  located  at  convenient  points  along  the 
river.  Many  of  these  outlets  are  objectionable,  but  the  conditions  about 
them  are  not  much  more  objectionable  than  the  general  condition  of  the 
stream,  which  is  offensive  to  sight  and  smell  throughout  much  of  its  course 
in  the  city.  Plans  have  already  been  prepared  for  the  construction  of  an 
intercepting  sewer  to  convey  the  dry-weather  flow  of  sewage  to  a  point 
below  the  city,  where  it  will  be  purified  on  sand  filter  beds. 

There  are  in  Fitchburg  about  thirty  mills,  employing  5,100  persons,  all 
the  sewage  from  which  is  discharged  into  the  river.  These  mills  include 
paper  mills,  woolen  mills,  cotton  mills  and  silk  mills,  from  many  of  which 
enormous  quantities  of  very  foul  wastes  are  discharged,  which,  together 
with  the  sewage,  make  the  river  a  foully  polluted  stream.  The  fluctuations 
in  the  level  of  the  water  in  the  numerous  mill  ponds,  by  which  portions  of 
the  bottom  of  the  river  are  frequently  exposed,  increase  the  objectionable 
conditions. 

About  5.5  miles  below  Fitchburg  the  river  is  joined  by  Monoosnock 
Brook,  which  receives  the  sewage  of  the  main  portion  of  the  town  of 
Leominster.  Leominster  had  in  1900  a  population  of  12,392.  The  town 
is  quite  thoroughly  sewered,  the  sewers  taking  some  storm  water  as  well  as 
sewage.  The  principal  outlet  for  the  sewers  is  into  Monoosnock  Brook, 
about  a  mile  above  the  point  where  it  joins  the  Nashua  River.  There  are 
no  deposits  in  the  vicinity  of  the  outlet,  as  the  stream  into  which  the  sew- 
age is  discharged  has  a  rapid  current,  but  the  water  below  the  outlet  is 
badly  polluted  by  sewage,  especially  at  times  of  low  flow,  and  the  odor  in 
the  vicinity  is  objectionable.  There  are  no  houses  in  the  immediate  vicin- 
ity of  the  outlet  or  of  the  brook  below  the  outlet.  There  is  another  small 
sewer  outlet  into  Fall  Brook,  a  tributary  of  the  Nashua  River,  but  the 
quantity  of  sewage  discharged  from  this  outlet  is  small. 

There  are  numerous  factories  in  the  town,  many  of  which  do  not  produce 
any  objectionable  manufacturing  wastes  ;  but  wastes  are  discharged  either 
directly  into  the  brook  or  into  the  sewers  from  several  laundries,  from  fac- 
tories where  horn  goods  are  made  and  from  two  woolen  mills.  At  the  lat- 
ter mills  no  wool  is  scoured,  the  only  wastes  produced  being  those  from 
washing  and  dyeing  the  cloth.  Plans  are  now  being  prepared  for  the  puri- 
fication of  the  sewage  of  Leominster,  including  the  objectionable  manufac- 
turing wastes. 
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The  South  Branch  of  the  river  rises  in  the  towns  of  Princeton  and  Hol- 
den,  and  flows  in  a  generally  north-easterly  direction.  The  water  of  this 
branch  above  Clinton  is  nsed  for  the  water  supply  of  the  metropolitan  dis- 
trict, and  the  pollution  of  streams  above  this  point  is  prevented. 

In  Clinton  there  are  several  factories  discharging  wastes  into  the  stream, 
and  the  river  receives  the  effluent  from  the  sewage  purification  works  of  the 
town. 

The  town  of  Clinton  had  in  1900  a  population  of  18,667.  It  is  thor- 
oughly sewered,  the  sewers  being  constructed  on  the  separate  plan,  and  the 
sewage  is  collected  at  a  pumping  station  near  the  river  and  pumped  to  filter 
beds.  At  times  of  wet  weather  the  flow  of  sewage  is  greatly  increased  by 
leakage  of  ground  and  surface  water  into  the  sewers,  and  at  such  times  a 
small  amount  of  sewage  is  allowed  to  discharge  directly  into  the  river 
opposite  the  pumping  station.  This  outlet  is  situated  near  the  highway, 
but  there  are  no  dwelling  houses  in  its  immediate  vicinity,  and  as  such 
overflows  occur  only  at  times  when  there  is  a  large  quantity  of  water  flow- 
ing in  the  stream,  objectionable  conditions  have  not  been  produced. 

About  750,000  gallons  of  sewage  per  day  are  received  at  the  filtration 
area,  and  the  effluent  is  discharged  into  a  small  brook  which  joins  the  Soath 
Branch  about  a  quarter  of  a  mile  above  its  junction  with  the  North  Branch. 
At  times  the  sewage  has  not  been  well  purified,  and  the  water  flowing  in  the 
brook  has  had  an  objectionable  appearance. 

The  principal  factories  discharging  sewage  directly  into  the  river  in 
Clinton  are  a  cotton  and  a  carpet  factory,  from  both  of  which  spent  dyes 
are  discharged  into  the  stream ;  a  small  woolen  mill,  from  which  spent 
dyes  and  water  used  for  washing  cloth  are  discharged  ;  and  a  large  woolen 
mill,  in  which  200  persons  are  employed  and  about  15,000  pounds  of  wool 
are  washed  weekly,  all  of  the  sewage  and  wastes  going  into  the  river. 

Both  the  North  and  South  branches  of  the  river  where  they  unite  at 
Lancaster  are  foully  polluted,  having  a  very  offensive  appearance  and 
odor.  Below  the  junction  of  the  branches  the  first  pollution  which  the 
river  receives  is  at  the  village  of  Shirley,  7.5  miles  below,  where  it  is 
joined  by  a  brook  which  receives  a  small  amount  of  sewage  from  the  village 
of  Shirley  and  some  wastes  from  three  factories  employing  400  persons. 

At  Ayer  the  river  receives  the  flow  of  a  brook  which  flows  through  the 
centre  of  the  village,  and  which  receives  sewage  and  wastes  from  a  tannery 
employing  100  persons.     This  brook  below  the  tannery  is  very  foul. 

About  2  miles  below  Ayer  the  river  receives  the  flow  of  Squannacook 
River,  a  large  stream  which  enters  it  from  the  north-east,  having  a  part  of 
its  drainage  area  in  the  State  of  New  Hampshire.  This  river  receives  the 
sewage  from  a  small  population  in  Townsend,  and  sewage  and  wastes  from 
a  leatherboard  factory  which  employs  12  persons.  It  also  receives  at  West 
Groton  sewage  and  wastes  from  a  paper  mill  employing  40  persons,  and 
from  a  leatherboard  factory  employing  20  persons. 
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At  Paper  Mill  Village,  4.5  miles  below  Squannacook  River,  a  paper  fac- 
tory employing  40  persons  discharges  sewage  and  wastes  into  the  stream. 

The  town  of  Pepperell  is  situated  on  the  river,  about  3.5  miles  above 
the  New  Hampshire  line.  The  town  has  no  regular  system  of  sewers, 
but  there  are  several  sewers  which  serve  a  large  number  of  houses  in  the 
village,  discharging  directly  into  the  river.  The  outlets  of  these  sewers 
appear  to  be  unobjectionable,  as  the  quantity  of  sewage  discharged  is  small 
in  comparison  to  the  flow  of  water. 

On  the  Nashua  River  and  the  Nissitisset  River,  a  tributary  which  joins  it 
just  below  Pepperell,  there  are  four  paper  mills  in  the  town  employing 
about  550  persons,  sewage  and  great  quantities  of  wastes  from  which  are 
discharged  into  the  river. 

Below  the  junction  of  the  North  and  South  branches  the  condition  of  the 
river  improves  considerably,  but  where  it  leaves  the  State  the  river  is  still  a 
very  badly  polluted  stream. 

Examinations  of.  the  river  have  been  made  at  various  places  for  many 
years,  and  the  averages  of  the  chemical  analyses  of  samples  collected  during 
the  drier  portion  of  each  year  are  given  in  the  following  tables,  together 
with  the  results  of  a  special  examination  made  in  August,  1902 :  — 


Special  Examination  of  Nashua  River  and  Tributaries,  Aug.  4  and  5, 

1902. 

[Parts  per  100,000.] 


Dat  Sample. 

Night  Sample. 

SOUBCB. 

Free 

Ammonia. 

Albuminoid 
Ammonia. 

• 

•i 
a 

■c 

o 
o 

Free 

Ammonia. 

Albamlnoid 
Ammonia. 

• 

o 

g 

Flagg  Brook,  above  Fltahborg, 

.0066 

.0444 

.12 

.0076 

.0864 

.ia 

Nashua  River,  above  Fltchborg, 

.0072 

.0248 

.14 

.0082 

.0204 

.14 

Nashua  River,  below  aewer  outlets  io  Flichburg,       .... 

.1800 

.0686 

.88 

.1600 

.0616 

.89 

Nashua  River,  In  Leominster,  1  mile  below  Fltchborg  line, 

.1600 

.0600 

.82 

.1660 

.0660 

,9» 

Nashua  River,  in  Leominster,  2  miles  below  Fltchburg  line,    . 

.1660 

.0680 

.87 

.2160 

.0646 

1.03 

Nashua  River,  just  above  Monoosnock  Brook, 

.1800 

.0786 

1.08 

.2820 

.0666 

1.00- 

Monoosnook  Brook,  above  Leominster  sewer  outlet, 

.0266 

.0844 

.86 

.0416 

.0382 

.67 

Leomioater  aewer  outlet, 

.9700 

.4800 

6.76 

.0000 

.2600 

3.4a 

Konoosnoek  Brook,  below  sewer  outlet, 

.0640 

.1206 

2.26 

.3060 

.0860 

1.11 

Monoosnock  Brook,  at  mouth,  1  mile  below  sewer  outlet, 

.1000 

.0960 

.88 

.3240 

i 

.0690 

1.18- 

Nashua  River,  just  below  Monoosnock  Brook, 

.1000 

.0686 

1.06 

1.2480 

.0608 

1.01 

Nashua  River,  }  mile  below  Monoosnook  Brook,        .... 

.2100 

.0660 

1.03 

.2160 

.0690 

1.00- 

Flow  of  Nashua  River, 74  oublc  feet  per  second. 

Flow  of  Monoosnock  Brook, 17  cubio  feet  per  second. 
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Chemical  Examination  of  Water  from  the  Nashua  River  and  its  Tribu- 
taries.—  Averages  for  Six  Months,  from  June  to  November,  in- 
clusive. 

Nashua  River,  above  Fitchburg. 

[ParU  p«r  100,000.] 


RB8IDUS  OX 

NlTXOOBM 

• 

§ 

Evaporation. 

AJfMONIA. 

t 

o 
.a 
U 

AS 

I 

5 

& 

a 

s 

X 

o 

Tear. 

• 

3 

• 

a 

26 

r 

1 

ALBUMINOID. 

■ 

m 

1 

2 

i 

s 
s 

m 

• 

1 

• 

if 

■x  fe 

Sus- 
pended. 

3 

e 
<o 
u 

m 
B 

1808,  .... 

.78 

8.81 

1.08 

.0016 

.0828 

.0264 

.0084 

.16 

.0028 

.0000 

.84 

.8 

1800,   .... 

.68 

3.70 

1.81 

.0010 

.0108 

.0178 

.0020 

.16 

.0080 

.0000 

.70 

.6 

1000,   .... 

.44 

8.86 

1.88 

.0010 

.0186 

.0162 

.0028 

.10 

.0088 

.0000 

.68 

.6 

1001,   .... 

.40 

8.41 

1.67 

.0018 

.0188 

.0168 

.0020 

.16 

.0067 

.0002 

.65 

.6 

1002,   . 

.67 

8.88 

1.70 

.0016 

.0106 

.0171 

.0026 

.16 

.0088 

.0000 

.80 

.7 

Nashua  River %  below  Fitchburg. 


1808,   . 

.70 

8.82 

8.88 

.0663 

.0406 

.0280 

.0116 

.78 

.0007 

.0080 

.73 

3.2 

1804, 

.66 

0.18 

2.22 

.0087 

.0426 

.0308 

.0117 

.00 

.0123 

.0084 

.64 

2.4 

1805,   , 

.71 

0.42 

2.72 

.1387 

.0408 

.0381 

.0112 

1.08 

.0088 

.0014 

.82 

2.6 

1806,   . 

.67 

0.27 

2.62 

.0808 

.0587 

.0384 

.0168 

.06 

.0127 

.0030 

.71 

2.4 

1807,   . 

.67 

7.62 

2.60 

.0612 

.0618 

.0880 

.0129 

.71 

.0112 

.0000 

.70 

2.1 

1808,   , 

.66 

7.02 

2.87 

.0688 

.0620 

.0800 

.0280 

.66 

1.0007 

.0016 

.72 

1.8 

1800,   , 

.68 

10.12 

8.06 

.1607 

.0848 

.0637 

.0311 

1.03 

1.0066 

.0018 

.88 

2.4 

1000, 

.42 

0.65 

2.42 

.1676 

.0826 

.0470 

.0346 

1.08 

.0080 

.0015 

.78 

2.6 

1001,   . 

.42 

8.46 

2.58 

.0064 

.0608 

.0347 

.0161 

.67 

.0080 

.0018 

.60 

2.2 

1002,   . 

.30 

7.83 

2.42 

.1070 

.0667 

.04U7 

.0160 

.68 

.0072 

! 

.0018 

.71 

1.0 

Monoosnock  Brook,  below  Leominster. 


low,   .... 

•  W 

5.66 

2.67 

.0408 

.0451 

.0831 

.0120 

.63 

.0072 

.0000 

.83 

1.6 

1000,   .... 

.62 

4.82 

1.83 

.0162 

.0437 

.0280 

.0148 

.82 

.0070 

.0004 

.76 

.8 

1001 

.66 

4.47 

2.13 

.0304 

.0850 

.0254 

.0106 

.28 

.0086 

.0006 

.78 

1.2 

1002,   .... 

.66 

4.64 

1.00 

.0803 

.0806 

.0246 

.0160 

.86 

.0087 

.0006 

1  .61 

1.2 

North  Branch  Nashua  River,  at  Lancaster. 


1802,   . 

.48 

0.76 

2.10 

.0422 

.0274 

.0287 

.0037 

1.11 

.0460 

.0010 

8.0 

1BV4| 

.40 

8.07 

1.07 

.0216 

.0226 

.0182 

.0044 

.07 

.0206 

.0011 

.40 

2.2 

1805, 

.51 

8.28 

2.80 

.0318 

.0272 

.0214 

.0068 

1.01 

.0284 

.0084 

.66 

2.3 

1806, 

.67 

6.07 

2.17 

.0258 

.0322 

.0263 

.0060 

.66 

.0167 

.0034 

.60 

2.0 

1807, 

.66 

5.45 

2.08 

.0225 

.0200 

.0221 

.0060 

.40 

.0168 

.0016 

.68 

1.5 

1808,   . 

.48 

6.88 

2.10 

.0400 

.0845 

.0263 

.0082 

.66 

.0227 

.0088 

.51 

1.7 

1800,   . 

.80 

7.60 

2.83 

.0780 

.0365 

.0306 

.0060 

.76 

.0168 

.0028 

.60 

2.0 

1000, 

.20 

7.17 

1.66 

.0646 

.0326 

.0264 

.0062 

.81 

.0202 

.0088 

.52 

2.1 

1001, 

.87 

6.72 

2.14 

.0432 

.0320 

.0240 

.0080 

.64 

.0087 

.0021 

.68 

1.9 

1002, 

.40 

7.06 

2.66 

.0767 

.0824 

.0267 

.0067 

.70 

.0188 

.0043 

.68 

1.8 

South  Branch  Nashua  River,  at  Lancaster,  above  Clinton  Sewage  Purification 

Works. 


1002,     . 


.88 


8.00 


3.60 


.0881 


.0437 


.0203 


.0146 


1.06 


.0103 


.0008 


.64 


2.1 
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Chemical  Examination  of  Water  from  the  Nashua  River  and  its  Tribu- 
taries.—  Averages  for  Six  Months,  from  June  to  November,  in- 
clusive— Concluded. 

South  Branch  Nashua  River,  at  Lancaster,  below  Clinton  Sewage  Purification 

Works. 

[Parti  per  WO, 000.] 
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1882 

.48 

6.68 

1.65 

.0181 

.0267 

.0214 

.0053 

.59 

.0160 

.0006 

1.8 

1804,   . 

.61 

6.48 

1.96 

.0606 

.0297 

.0232 

.0(166 

.67 

.0104 

.0020 

.47 

1.8 

1895,   .   . 

.62 

4.89 

1.85 

.0229 

.0251 

.0191 

.0060 

.88 

.0096 

.0014 

.69 

1.6 

1896, 

.48 

6.20 

1.89 

.0140 

.0246 

.0200 

.0046 

.44 

.0100 

.0009 

.68 

1.7 

1897,   . 

.66 

4.56 

1.97 

.0181 

.0266 

.0212 

.0053 

.36 

.0100 

.0005 

.69 

1.4 

JloWf,    • 

.49 

6.36 

2.30 

.0718 

.0410 

.0808 

.0102 

.44 

.0030 

.0022 

.66 

1.6 

1809,   . 

.67 

1  9.29 

2.62 

.1641 

.0624 

.0883 

.0141 

1.03 

.0072 

.0026 

.60 

2.2 

1900,   .  ' 

.85 

1  10.20 

2.15 

.0584 

.0892 

.0*80 

.0112 

1.46 

.0697 

.0036 

.47 

2.8 

1901,   . 

.38 

•  9.18 

2.62 

.0265 

.0314 

.0242 

.0072 

.98 

.0447 

.0018 

.49 

2.4 

1908,   . 

.86 

"•99 

1 

2.91 

.0509 

.0886 

.0286 

.0100 

1.18 

.0297 

l 

.0031 

.62 

2.2 

Nashua  River,  at  Pepper  ell. 


1899,   .... 

.28 

6.91 

2.19 

.0167 

.0248 

.0221 

.0027 

.78 

.0187 

.0008 

.46 

2.1 

1901,   . 

.87 

6.00 

2.06 

.0164 

.0266 

.0230 

.0036 

.45 

.0092 

.0006 

.65 

1.9 

1902,   .... 

.87 

6.81 

2.07 

.0118 

.0184 

.0167 

.0017 

.49 

.0162 

.0006 

.61 

1.7 

NEPONSET  RIVER. 

The  Neponset  River  rises  in  the  Neponset  reservoir  in  Foxborough,  and 
flows  in  a  generally  north-easterly  direction  to  Dorchester  Bay.  In  the 
npper  and  lower  portions  of  its  coarse  the  fall  of  the  stream  is  rapid,  and 
there  are  numerous  factories  and  mills  along  the  stream ;  but  in  the  middle 
of  the  valley  the  river  is  bordered  for  many  miles  by  the  Fowl  Meadows, 
through  which  the  fall  of  the  stream  is  slight  and  its  current  very  sluggish. 
The  principal  tributaries  are  the  east  branch,  or  Canton  River,  which  enters 
the  main  stream  in  the  upper  end  of  the  Fowl  Meadows,  and  is  used  for 
power  by  many  factories  in  Canton,  S  tough  ton  and  Sharon ;  and  Mother 
Brook,  which  flows  from  the  Charles  River  at  Dedham  into  the  Neponset 
River  at  Hyde  Park,  and  is  used  extensively  for  mill  power.  About  one- 
third  of  the  flow  of  the  Charles  River  at  Dedham  is  diverted  to  Mother 
Brook. 

The  following  tables  give  statistics  in  regard  to  the  drainage  areas  and 
the  population  on  them  at  various  points :  — 
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Locality. 

Distance 
above 
Mouth 

(Miles). 

Drainage 

Area 
(Square 
Miles). 

Population 

on 

Drainage 

Area. 

Population 

per 

Square 

Mile. 

Estimated 
Population  dis- 
charging 

8e  trace  or 
Sewage  Effluent 

Into  Klver. 

Neponset    River,   above  jnnetioo   of  east 

branch,  or  Canton  River. 
Neponset    River,   below  junction   of  east 

branch,  or  Canton  River. 
Neponset  River,  above  Mother  Brook, . 

Kepooset  River,  below  Mother  Brook, 

Neponset  River,  at  month  (Milton  Lower 
Mills). 

10.5 

10.6 

3.6 

8.5 

0 

48.9 

76.0 

00.3 

104.3* 

176.8* 

0,000 
10,000 
24.600 
48,200* 
57,600* 

206 

261 

266 

268* 

827* 

1,166 
1,815 
1,880 
2,760 
3,266 

*  Including  one-third  of  the  water-shed  of  the  Charles  River  above  Dedham. 


Cities  and  Towns,  Considerable  Portions  of  which  are  within  the 

Water-shkd  of  the  Neponset  River. 
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Factories  discharging  Wastes 
into  Kiver  or  Tributaries, 


Foxborongh,    . 
Walpole,  . 
Norwood, 
Westwood, 
Sharon,     . 
Stonghton, 
Canton*     . 
Dedham,  . 
Hyde  Park,      . 


Milton,     . 
Boston  (Dorchester 
Qnlney,     . 


district) 


3,266 
8,672 
6,480 
1,112 
2,060 
6,442 
4,584 
7,457 
18,244 


6,578 
77,488 
28.890 


Few 

sewers. 
None. 

Partial. 

None. 

None. 

None. 

None. 

General.* 

General.* 

General.* 
General.* 
General.* 


166 

(in  asylum) 
200 

800 

0 

60 

100 

600 

800 

700 

60 

400 

0 


None. 

One  rubber  factory,  one  yarn  mill,  one 

batting  mill,  three  paper  mills. 
One  gas  works,  one  tannery. 

None. 

None. 

One  shoddy  mill,  one  woolen  mill,  one 
robber  faotory,  one  knit  goods  mill. 
One  silk  mill,  one  woolen  mill. 

One  dye  works,  one  woolen  mill,  one 

carpet  mill. 
One  hair  factory,  one  shoddy  mill,  one 

woolen   mill,  one  paper  mill,  one 

wool-scouring  mill. 
None. 

One  paper  mill. 

None. 


*  South  metropolitan  district. 

The  Neponset  River  has  its  source  in  the  Neponset  reservoir  in  Foxbor- 
ongh, and  a  short  distance  below  the  outlet  of  the  reservoir  is  joined  by  a 
brook  which  receives  the  effluent  from  the  sewage  purification  works  of  the 
Massachusetts  Hospital  for  Dipsomaniacs  and  Inebriates.  The  sewage  is 
well  purified,  and  the  effluent  does  not  have  an  objectionable  effect  upon 
the  stream.  The  main  portion  of  Fozborough  is  outside  of  the  water- 
shed. 

The  first  sources  of  pollution  of  the  stream,  of  importance,  are  at  the  vil- 
lage of  Walpole,  where  the  stream  is  polluted  by  wastes  from  the  washing 
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of  robber ;  the  wastes  from  the  washing,  bleaching  and  dyeing  of  7,000  to 
8,000  pounds  of  cotton  yarns  daily ;  the  wastes  of  a  cotton  mill,  consisting 
of  about  8,000  gallons  per  day  of  waste  water  from  bleaching  and  dyeing 
cotton,  and  about  20,000  gallons  per  day  of  water  used  for  washing  cotton ; 
the  wastes  from  a  paper  mill ;  and  oily  matters  from  cleaning  cotton  waste. 
The  sewage  from  some  of  these  mills  is  also  discharged  into  the  stream. 
The  wastes  from  the  yarn  mill  and  the  paper  mill  have  a  visible  effect  upon 
the  river  in  the  immediate  neighborhood  of  the  point  of  discharge,  but 
below  the  village  of  Walpole  the  river  is  not  objectionable  in  appearance 
or  odor. 

At  East  Walpole  the  river  is  very  greatly  polluted  by  wastes  from  two 
large  paper  mills  and  by  sewage  from  a  considerable  number  of  operatives, 
and  below  these  mills,  as  the  river  enters  Norwood,  the  water  is  much  dis- 
colored and  has  an  offensive  odor. 

In  Norwood  the  river  is  joined  by  Hawes  Brook,  which  receives  the 
wastes  from  a  large  tannery  discharging  about  500,000  gallons  per  day  of 
very  offensive  wastes  from  the  processes  of  tanning  and  wool-scouring, 
and  an  additional  quantity  of  slightly  polluted  water  used  in  the  various 
processes  of  washing  and  rinsing.  One  of  the  other  tributaries  in  the  town 
of  Norwood  is  polluted  by  the  direct  discharge  of  unpu  rifled  sewage  from 
three  establishments  employing  about  1,000  persons.  From  the  mouth  of 
Hawes  Brook  to  tide  water  the  Neponset  River  is  grossly  polluted,  and 
offensive  to  sight  and  smell  throughout  the  drier  portion  of  the  year.  On 
the  main  stream  below  the  junction  with  Hawes  Brook  are  an  ink  factory 
and  gas  works,  from  which  gas  wastes  and  sewage  from  operatives  are 
discharged  into  the  stream.  A  short  distance  below  the  ink  works  the 
river  is  joined  by  a  sewer  owned  by  the  town  of  Norwood  which  discharges 
wastes  from  a  tannery  and  much  domestic  sewage  into  the  river. 

Below  Norwood  the  main  stream  enters  the  Fowl  Meadows,  and  is  joined 
by  the  east  branch,  or  Canton  River,  in  the  upper  part  of  these  meadows. 
This  stream  and  its  tributaries  are  polluted  in  Stoughton  by  the  wastes 
from  a  large  shoddy  mill,  where  about  25,000  pounds  of  shoddies  per  week 
are  treated ;  the  wastes  from  a  woolen  mill,  where  about  1 ,000  pounds  of 
cloth  are  washed  and  dyed  per  day ;  the  waste  from  a  knit  goods  mill, 
where  cotton  garments  are  bleached  and  washed ;  and  the  wastes  from  a 
rubber  goods  mill,  resulting  from  the  washing  of  rubber.  The  wastes 
from  the  shoddy  mill  enter  Muddy  Brook,  a  small  stream,  and  render  it 
offensive  for  a  short  distance  below  the  mill.  A  considerable  quantity  of 
domestic  sewage  is  discharged  into  the  streams  in  Stoughton  through  pri- 
vate outlets. 

In  Sharon  and  Canton  the  stream  receives  a  small  amount  of  pollution 
from  several  mills,  a  very  little  domestic  sewage  from  silk  mills  where  about 
200  to  300  pounds  of  silk  per  day  are  manufactured,  and  the  wastes  from 
a  woolen  mill  where  about  5,400  pounds  of  material  are  used  in  making 
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woolen  cloth ;  and  all  wastes,  inclnding  the  dust  from  shoddy-picking  ma- 
chines and  water  used  in  washing  and  dyeing  cloth,  are  discharged  into  the 
stream.  Much  sewage  from  operatives  in  these  and  other  mills  and  from 
dwelling  houses  is  discharged  into  the  stream.  The  stream  below  the  silk 
mills  in  Canton  is  grossly  polluted  for  a  considerable  distance,  and  in  dry 
weather  this  stream  has  an  objectionable  appearance  near  the  point  where 
it  joins  the  main  river. 

In  the  north-easterly  part  of  Canton  there  is  a  woolen  mill  at  which 
about  500  pounds  of  wool  are  scoured  daily  and  cloth  is  treated  and 
dyed,  the  wastes  going  into  a  small  stream  which  enters  the  Neponset 
River  below  the  east  branch.  This  stream  is  grossly  polluted  through- 
out its  length,  but  there  are  no  dwelling  houses  in  its  neighborhood  below 
the  factory. 

The  water  of  Mother  Brook,  as  it  flows  out  of  the  Charles  River  at  Ded- 
ham,  is  clean  and  satisfactory  in  appearance,  and  shows,  from  chemical 
analysis,  little  evidence  of  pollution.  In  the  town  of  Dedham,  Mother 
Brook  is  polluted  at  a  dye  works,  where  the  wastes  from  rinsing  and  dye- 
ing about  5,000  pounds  of  cotton  per  day  are  discharged  into  the  stream ; 
by  wastes  from  a  woolen  mill,  where  about  1,000  pounds  of  woolen  cloth 
are  washed  and  dyed  per  day ;  and  by  the  wastes  from  wool-scouring  and 
dyeing  at  a  carpet  mill,  where  about  1,000  pounds  of  wool  are  scoured  per 
day.  The  stream  shows  evidence  of  pollution  below  the  woolen  mill,  and 
below  the  carpet  mill  it  is  discolored  and  turbid,  but  has  not  been  found  to 
be  noticeably  offensive  in  odor. 

At  Hyde  Park  there  are  several  factories  along  the  course  of  the  brookr 
most  of  which  discharge  very  little  manufacturing  waste  into  the  stream ; 
but  a  woolen  mill  near  the  mouth  of  the  brook  discharges  the  wastes  result- 
ing from  the  scouring  of  from  5,000  to  6,000  pounds  of  wool  and  the 
washing  and  dyeing  of  3,000  pounds  of  woolen  cloth  per  day,  and  below 
this  mill  the  water  is  badly  polluted.  A  considerable  quantity  of  domestic 
sewage  is  discharged  into  Mother  Brook  in  Dedham  and  Hyde  Park  from 
the  mills  and  from  private  sewer  outlets. 

The  Neponset  River  in  Hyde  Park  receives  a  very  large  amount  of 
manufacturing  wastes,  the  principal  pollution  coming  from  wastes  from  a 
factory,  where  1,500  pounds  of  hair  are  washed  per  day  and  about  50O 
pounds  are  dyed ;  wastes  from  a  large  steam  laundry ;  wastes  from  a 
shoddy  mill,  where  about  4,000  pounds  per  day  of  shoddies  are  washed 
and  about  200  pounds  per  day  are  dyed ;  and  wastes  from  a  paper  mill, 
where  30  tons  of  paper  are  made  per  day  from  wood  pulp  and  rags. 

Between  Mattapan  and  tide  water  there  is  another  large  paper  mill, 
where  about  6£  tons  of  paper  per  day  are  made  from  rags  and  pulp,  and  a 
great  quantity  of  wastes  are  discharged  into  the  stream.  The  river  is  also 
polluted  in  Hyde  Park  by  the  sewage  from  operatives  in  the  mills,  and  by 
large  numbers  of  privies  and  private  drains  which  discharge  into  the  stream. 
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A  considerable  quantity  of  sewage  from  snch  sources  is  also  discharged  into 
the  stream  at  Mattapan  and  Milton  Lower  Mills  near  the  mouth  of  the  river. 

Special  examinations  of  the  waters  of  this  stream  and  its  tributaries  have 
been  made  from  time  to  time  in  past  years,  and  the  results  will  be  found  in 
the  annual  reports  of  the  State  Board  of  Health  and  in  the  special  report 
on  the  improvement  of  the  Neponset  River  published  in  1897. 

The  character  of  the  Neponset  River  and  the  changes  from  year  to  year 
are  well  shown  by  the  following  table  of  analyses,  giving  the  yearly  aver- 
ages of  monthly  analyses  of  the  water  of  the  river  above  Hyde  Park,  and 
the  results  of  analyses  of  the  waters  of  the  stream  and  its  tributaries  at 
other  points  in  recent  years :  — 

Chemical  Examination  of  Water  from  the  Neponset  River.  —  Averages 
for  Six  Months,  from  June  to  November,  inclusive. 
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Below  Walpole, 


1901, 
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1.42 
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At  Hyde  Park. 
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1.80 

11.64 

8.84 

.0836 

.0494 

.0417 

.0077 

i.8i ; 

.0037 

.0001 

1.81 

1.28 

8.82 

8.52 

.0161 

.0505 

.0898 

.0107 

1.02 

.0023 

.0002 

1.30 

1.14 

16.24 

4.61 

.0264 

.0936 

.0693 

.0243 

1  2.20 

.0032 

.0002 

1.76 

1.10 

10.69 

2.99 

.0400 

.0576 

.0381 

.0195 

1.45 

.0048 

.0005 

1.07 

1.43 

18.26 

5.09 

.0224 

.0802 

.0591 

.0211 

1.69  i 

.0036 

.0006 

1.82 

1.02 

12.67 

4.19 

.0360 

.0640 

.0547 

.0093 

1.72  | 

i 

.0035 

.0004 

1.29 

At  Milton  Lower  Mills, 


8.82 
3.88 


2.6 
4.1 
3.7 
8.3 
4.0 
2.7 
6.7 
8.2 
4.2 
4.0 


.0241 

.0480 

.0367 

.0123 

■                        i 

.93  | 

.0077 

.0006 

1.29 

.0397 

.0617 

.0619 

.0098 

1.70 

.0037 

.0006 

1.19 

8.1 
4.0 
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QUINEBAUG  RIVER. 

The  Quinebaug  River  has  its  source  in  the  towns  of  Wales  and  Brim- 
field,  from  which  it  flows  in  a  generally  south-easterly  direction  through 
the  towns  of  Sturbridge  and  Southbridge  into  the  State  of  Connecticut, 
where  it  is  Joined  by  the  French  River,  and  eventually  discharges  into  the 
Thames  River  and  thence  into  Long  Island  Sound. 

The  water-shed  of  the  river  is  generally  hilly,  but  there  are  numerous 
large  reservoirs  which  are  used  for  storage  purposes,  so  that  the  dry- weather 
flow  of  the  stream  is  large. 

The  following  tables  give  statistics  in  regard  to  the  drainage  areas  and 
the  population  upon  them  at  various  places :  — 


Locality. 

Distance 

Above 

State  Line 

(Miles). 

Drainage 

Area 
(Square 
Miles). 

Population 

on 

Drainage 

Area. 

Popalation 

per 

Square 

Mile. 

Estimated 
Population  dis- 
charging 

Sewage  or 
Sewage  Affluent 

Into  River. 

Quinebaug  River,  above  Southbridge,  . 

Quinebaug  River,  below  Southbridge  (at 

Baandersdale). 
Quinebaug  River,  at  State  line, 

7.6 
4.6 
0.0 

100.0 
128.2 
167.7 

8,900 
14,000 
16,000 

89 

109 

99 

050 
7,860 
9,000 

Towns,  Considerable  Portions  of  which  are  within  the  Water-shed  of 

the  Quinebaug  River. 


Town. 


a 
o 


© 

04 


S 


i 

CD 


Manufactories  discharging 
Wastes  Into  River. 


Brimfleld, 

Wales,    . 

Holland, 

Sturbridge, 

Southbridge, 

Charlton, 

Dudley,  . 


•                    •       ^,          • 

941 

None. 

0 

773 

None. 

260 

109 

None. 

0 

2,068 

None. 

400 

10,026 

General.* 

8,000 

1,800 

None. 

200 

3,663 

None. 

160 

None. 

Two  woolen  mills. 

None. 

One  tool  factory. 

One  woolen  mill,  one  optical  factory,  one  print 

works. 
One  wire  mill,  one  woolen  mill,  one  satinet  mill. 

One  paper  mill,  one  satinet  mill. 


*  Sewage  purification  works  in  nse. 


The  first  sources  of  pollution  of  the  river  are  near  the  head  waters  in 
Wales,  where  there  are  two  woolen  mills,  employing  together  about  200 
persons,  sewage  and  wastes  from  which  are  discharged  into  the  river.  At 
one  of  these  mills  about  1,000,000  pounds  of  wool  are  scoured  each  year, 
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bat  in  the  other  no  wool  is  scoured.  Wastes  from  washing  and  dyeing 
cloth  are  discharged  into  the  stream  at  both  of  these  places.  The  water 
below  these  mills  is  very  foully  polluted.  The  river  also  receives  a  small 
amount  of  sewage  from  dwelling  houses  in  Wale?. 

The  next  source  of  pollution  is  at  East  Brimfield,  where  the  sewage  from 
30  operatives  in  a  small  factory  is  discharged  into  the  stream. 

At  Fiskdale,  in  the  town  of  Stur bridge,  the  river  receives  the  sewage 
from  300  operatives  in  a  factory;  and  a  short  distance  below  Fiskdale 
there  is  a  tool  shop  which  discharges  sewage  from  100  operatives,  and  a 
small  quantity  of  wastes. 

Just  above  the  main  village  of  Southbridge  sewage  from  about  80  per- 
sons is  discharged  directly  into  the  river.  At  Southbridge  the  river  receives 
sewage  from  about  2,900  persons  employed  in  factories,  and  wool-scouring 
wastes  from  washing  about  1,500,000  pounds  of  wool  per  year,  together 
with  a  very  large  quantity  of  polluting  wastes  from  washing  and  dyeing 
cloth,  and  a  small  amount  of  highly  colored  wastes  from  grinding  lenses  at 
an  optical  factory.  The  wastes  from  the  woolen  mill  pollute  the  stream 
greatly,  and  those  from  the  optical  factory  discolor  the  water. 

Just  below  Southbridge  the  river  receives  the  effluent  from  the  sewage 
purification  works  of  the  town.  The  town  of  Southbridge  had  in  1900  a 
population  of  10,025.  It  is  thoroughly  sewered,  the  sewers  being  con- 
structed on  the  separate  plan,  and  the  sewage  is  discharged  on  filter  beds 
located  below  the  village.  The  quantity  of  sewage  discharged  at  the  filter 
beds  amounts  to  about  300,000  gallons  per  day,  and  at  times  a  considerable 
proportion  of  this  is  discharged  into  the  river  without  purification,  as  the 
works  are  not  receiving  proper  attention. 

Cady  Brook,  which  rises  in  Charlton,  enters  the  Quinebaug  River  from 
the  north  in  Southbridge.  On  this  stream  there  are  several  small  factories 
employing  together  about  250  persons,  sewage  from  which  is  discharged 
into  the  stream.  The  principal  wastes  which  these  factories  produce  are 
those  from  washing  and  dyeing  cloth,  and  those  produced  in  manufacturing 
shoddies. 

At  the  village  of  Saundersdale,  below  Southbridge,  the  river  receives 
highly  colored  wastes  from  a  print  works,  together  with  the  sewage  from 
300  operatives. 

At  West  Dudley  it  receives  the  wastes  from  a  small  paper  mill,  and  near 
the  State  line  in  that  town  the  river  receives  sewage  and  wastes  from  a 
satinet  mill  employing  180  persons,  the  wastes  consisting  of  water  used  for 
washing  cloth,  and  spent  dyes. 

The  large  quantities  of  sewage  and  wastes  which  the  river  receives  in 
Southbridge  pollute  the  stream,  and  the  condition  of  the  water  has  been 
such  as  to  be  a  cause  of  complaint  from  persons  living  below  Southbridge. 
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Chemical  Examination  of  Water  from  the  Quinebauo  River.  —  Aver- 
ages for  Six  Months,  from  June  to  November,  inclusive. 

Above  Southbridge. 

[Parts  per  100,000.] 


■ 

o 

Rbsidub  ok 
Evaporation. 

Ahmohia. 

9 

e 
1 

e 

NlTROOBM    1 
AS             ' 

I 

• 

• 

a 

B 

a 
C 

5 

B 

Si 

6 

Ykar. 

■ 

O 

Loss  on 
Ignition. 

s 

In 

ALBUM  IHOID. 

• 

• 

C 

• 

• 

3 
5 

c 

■ 

3 

o 

Dis- 
solved. 

Sus- 
pended. 

■ 

4) 

e 

c 
S3 

1001,     .... 
1002 

.60 
.60 

4.22 
8.04 

1.66 
1.66 

.0085 
.0076 

.0227 
.0270 

.0180 
.0208 

.0088 
.0067 

.18 
.20 

.0088 
.0014 

.0001 
.0001 

.60 
.62 

1.8 
1.0 

Below  Southbridge. 


1808,     .... 

.64 

4.18 

2.00 

.0064 

.0372 

.0800 

.0068 

.18 

.0060 

.0003 

.66 

.8 

1800,     .... 

.44 

4.82 

1.72 

.0071 

.0208 

.0220 

.0060 

.28 

.0048 

.0002 

.64 

1.2 

1000 

.40 

4.81 

1.66 

.0168 

.0824 

.0211 

.0118 

.26 

.0024 

.0008 

.62 

1.0 

1001,     .... 

.42 

4.62 

1.67 

.0147 

.0282 

.0168 

.0074 

.10 

.0060 

.0006 

.46 

1.7 

1002,     .... 

.86 

4.12 

1.46 

.0068 

.0224 

.0170 

.0046 

.24 

.0064 

.0002 

.48 

1.1 

TAUNTON  RIVER. 

The  Taunton  River  drains  an  area  in  the  south-eastern  section  of  Massa- 
chusetts, discharging  into  Mount  Hope  Bay  at  Fall  River.  The  water-shed 
of  the  stream  is  for  the  most  part  flat,  and  contains  large  areas  of  swamp, 
so  that  the  flow  of  the  stream  is  well  maintained  in  dry  weather.  The 
effect  of  the  tide  is  felt  to  a  point  just  above  Taunton,  17  miles  from  the 
mouth  of  the  river. 

The  following  tables  give  statistics  relating  to  the  water-sheds  at  various 
points  and  the  population  upon  them :  — 


Locality. 

Distance 
Above 
Mouth 

(Miles). 

Drainage  'Population 

Area      |       on 
(Square   ,  Drainage 

Miles),    i     Area. 

i 

Population 

per 

Square 

Mile. 

Estimated 
Population  dis- 
charging 

Sewage  or 
8ewage  Kffloent 

into  River. 

Taunton  River,  above  mouth  of  Town  River, 

Taunton  River,  below  Town  River, 

Taunton  River,  just  above  mouth  of  Nemae- 

ket  River. 
Nemaaket  River,  at  mouth,     .... 

Taunton  River,  just  below  month  of  Nemaa- 
ket River. 
Taunton  River,  below  Taunton,    . 

Taunton  River,  at  month,      .... 

36.6 

36.6 
28.8 
28.8 
28.8 
12.6 
0.0 

76.2 
60.4 
136.6 
183.0 
68.0 
242.8 
361.0 
612.4 

64,600 

11,100 

66,700 

67,600 

4,600 

72,100 

107,200 

138,600 

716 
184 
481 
868 
76 
207 
306 
261 

1,600 
86,820 
36,820 
36,866 

3,000 

80,865 

64,016 

166,740 
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Cities  and  Towns,  Considerable  Portions  of  which  ark  within  the 

Water- shed  of  the  Taunton  River. 


ClTT  OR  Town. 

a 
© 

0 

S 

OS 

In 
O 

ce 

Estimated  Popula- 
tion discharging 
Hewago  or  >cw- 
age  Effluent  Into 
River. 

Manufactories  discharging 
Wastes  Into  River. 

Wrentham,    . 

2,720 

Nooe. 

0 

None. 

Foxborough, . 
Mansfield, 

8,266 
4,006 

Few 

sewers. 
None. 

1,500 
200 

One  leather  factory,  one  foundry,  one  jewelry 

faotory 
Five  metal  working  shops. 

Norton,  . 

J      1,826 

None. 

25 

One  woolen  mill. 

Easton,  . 

4,837 

None. 

300 

One  shovel  works. 

Btonghton,     . 

5,442 

I 

None. 

0 

None. 

Avon, 

1,741 

l 

None. 

0 

None. 

Brockton, 

40,063 

General.* 

85,000 

Four  shoe  shops,  one  tack  shop. 

Abtngton, 
Whitman, 

4,480 
6,155 

■ 

Few 

sewers. 
None. 

200 
500 

Two  machine  shops,  one  shoe  shop. 
None. 

Hanson, . 

1,455 

None. 

0 

None. 

East  Bridge  water, 

3,025 

None. 

300 

None. 

West  Bridgewater, 

1,711 

None. 

20 

None. 

Bridgewater, . 

5,806 

None. 

500 

One  leatherboard  faotory. 

HaHfaz, . 

622 

None. 

25 

One  saw  mill. 

Plympton, 

too 

None. 

20 

Three  saw  mills. 

Middleborough,     . 

6,885 

General. 

8,000 

None. 

Raynham, 

1,540 

None. 

50 

One  shoe  shop,  one  tack  shop,  one  saw  mill. 

Lakeville, 

958 

None. 

0 

One  tack  shop. 

Taunton, 
Dighton, 

81,086 
1,802 

General. 
None. 

25,000 
0 

Three  cotton  mills,  two  stove  factories,  one  sil- 
verware factory,  one  paper  mill,  one  bleach- 
ery. 

None. 

Berkley, 

940 

None. 

0 

None. 

Freetown, 
8omerset, 

1,394 
2,241 

None. 
None. 

100 
0 

One  bleachery,  one  saw  mill,  one  cotton  waste 

mill. 
None. 

Fall  River,     . 

104,863 

General. 

100,000 

None. 

*  Sewage  purification  works  in  use.  . 

The  upper  portion  of  the  water-shed  of  the  Taunton  River  is  drained  by 
numerous  large  branches,  the  most  important  of  which  is  the  Salisbury 
Plain  River,  which  rises  in  Stoughton  and  flows  through  Avon,  Brockton 
and  East  Bridgewater.  In  Stoughton  and  Avon  there  are  no  serious 
sources  of  pollution. 

The  city  of  Brockton  had  in  1900  a  population  of  40,063.  The  city  is 
provided  with  a  general  system  of  separate  sewers,  the  sewage  being  col- 
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lected  at  a  reservoir  near  the  Salisbury  Plain  River  at  the  lower  end  of  the 
city,  and  pumped  to  filter  beds  in  the  south-westerly  corner  of  the  city 
within  the  water-shed  of  the  Coweeset  River,  another  tributary  to  the 
Taunton.  At  times  of  wet  weather  there  is  a  large  leakage  of  ground 
and  surface  water  into  the  sewers,  and  the  flow  of  sewage  is  very  much 
augmented.  At  such  times  a  portion  of  the  diluted  sewage  has  been  dis- 
charged directly  into  the  river,  but,  as  the  flow  of  the  river  during  these 
periods  is  high,  no  objectionable  conditions  are  known  to  have  been 
produced. 

The  quantity  of  sewage  pumped  to  the  filtration  area  amounts  to  about 
750,000  gallons  per  day,  all  of  which  is  thoroughly  purified. 

None  of  the  factories  in  the  city  discharge  sewage  directly  into  the 
stream,  most  of  them  being  connected  with  the  sewers,  and  the  others  dis- 
charging the  sewage  into  cesspools.  A  few  of  the  factories  discharge  a 
small  quantity  of  wastes  into  the  river,  these  wastes  consisting  for  the  most 
part  of  water  used  for  soaking  leather,  and  a  small  quantity  of  acid  wastes. 

In  East  Bridge  water  the  Salisbury  Plain  River  is  joined  by  Beaver 
Brook,  a  practically  unpolluted  stream.  No  sewage  or  manufacturing 
waste  is  discharged  into  the  stream  at  this  place. 

Just  below  the  village  of  East  Bridgewater  the  river  receives  the  flow  of 
the  Satuckct  River,  which  rises  in  Abington  and  flows  through  Whitman. 
In  Abington  there  are  two  small  factories,  employing  about  30  persons, 
from  which  sewage  and  a  small  amount  of  manufacturing  waste  are  dis- 
charged into  the  stream ;  and  the  sink  drainage  from  a  factory  employing 
100  persons,  and  the  wastes  from  several  large  shoe  shops,  find  their  way 
into  the  river.  The  river  also  receives  at  Abington  the  sewage  from  a 
number  of  houses  in  the  town. 

At  Whitman  the  river  flows  through  Hobart's  Pond,  which  is  used 
directly  as  a  source  of  water  supply  for  the  town.  There  is  a  large  shoe 
factory  at  this  place,  from  which  some  wastes  are  discharged  into  the 
stream  below  the  pond,  and  a  box  factory  which  discharges  a  small  amount 
of  sewage. 

In  East  Bridgewater  this  stream  receives  the  sewage  from  375  persons 
employed  in  a  machine  shop,  and  a  small  quantity  of  acid  wastes. 

About  1 .5  miles  below  the  Satucket  River  the  Taunton  River  is  joined  from 
the  west  by  the  Town  River,  which  flows  through  the  towns  of  Eastern, 
West  Bridgewater  and  Bridgewater.  The  first  source  of  pollution  on  this 
stream  is  in  the  village  of  North  Easton,  where  a  small  amount  of  acid 
waste  is  discharged  into  the  river  from  a  tool  factory.  The  river  also  re- 
ceives the  sewage  from  a  small  population  at  this  place.  Below  North 
Easton  the  river  receives  the  effluent  from  the  Brockton  purification  works, 
which  are  described  above. 

In  Bridgewater  the  Town  River  receives  the  overflow  from  a  cesspool 
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into  which  the  sewage  from  a  large  shoe  shop  is  discharged,  and  all  of 
the  sewage  from  a  foundry  and  machine  shop  employing  225  to  250  per- 
sons. 

Below  the  Town  River  the  Taunton  River  flows  for  a  considerable  dis- 
tance through  a  sparsely  inhabited  territory,  until  it  is  joined  by  the  Ne- 
masket  River,  which  enters  it  from  the  south.  At  the  head  waters  of  the 
Nemasket  River  there  are  several  large  lakes,  water  from  which  is  taken 
for  the  water  supplies  of  the  cities  of  New  Bedford  and  Taunton.  The 
town  of  Middleborough  is  situated  on  the  Nemasket  River,  a  short  dis- 
tance below  the  outlet  of  Lake  Assawompset,  the  largest  of  these  lakes. 

The  population  of  Middleborough  in  1900  was  6,885.  The  town  is  pro- 
vided with  a  system  of  sewerage,  the  sewage  being  discharged  directly  into 
the  river.  The  principal  sewer  outlet  is  at  Mayflower  Avenue,  where  the 
sewage  discharges  into  an  open  ditch,  through  which  it  runs  for  a  distance 
of  about  400  feet  to  the  river,  and  the  sewage  in  this  open  ditch  is  at  times 
exceedingly  offensive.  There  is  no  population  in  the  immediate  vicinity  of 
the  sewer  outlet.  The  lower  outlet  is  below  the  dam  in  the  lower  part  of 
the  village.  This  outlet  discharges  at  some  distance  above  the  water,  and 
the  sewage  falls  into  the  bed  of  a  tail  race  from  a  works  operated  chiefly  at 
night,  through  which  the  sewage  flows  slowly  to  the  river.  There  is  an 
offensive  odor  about  this  outlet.  The  condition  of  the  river  at  Middle- 
borough is  made  more  objectionable  by  a  mill  pond  below  the  sewer  outlets, 
the  water  of  which  is  drawn  down  in  such  a  manner  as  to  leave  large  areas 
of  the  bottom  exposed  at  times. 

Besides  the  sewage  discharged  into  the  stream  at  Middleborough  form 
the  town  sewers,  the  river  receives  the  sewage  from  a  factory  in  which  90 
persons  are  employed. 

Just  below  the  point  where  the  Nemasket  River  joins  the  Taunton  River, 
the  water  of  the  river  is  used  for  the  supply  of  the  State  Farm  at  Bridge- 
water.  Until  within  about  two  years  the  water  has  been  taken  directly 
from  the  river  for  water  supply  purposes,  but  about  two  years  ago  a  sand 
filter  was  constructed,  and  now  all  the  water  used  in  the  institution  is  passed 
through  this  filter. 

Below  the  Nemasket  River  the  Taunton  River  receives  no  pollution  until  it 
reaches  East  Taunton,  where  it  receives  sewage  from  a  cotton  mill  in  which 
425  persons  are  employed.  Between  East  Taunton  and  Tauqton  it  receives 
the  flow  of  several  small  streams,  into  which  a  number  of  small  factories 
discharge  sewage  and  a  very  small  quantity  of  waste. 

The  city  of  Taunton  had  in  1900  a  population  of  31,036.  It  is  provided 
with  a  sewerage  system  constructed  partly  on  the  combined  and  partly  on 
the  separate  plan.  A  system  of  sewage  disposal  has  been  designed  for  the 
eity,  and  the  sewerage  system  is  being  rebuilt  so  as  to  exclude  all  storm 
water.    The  principal  outlet  of  the  sewers  at  the  present  time  is  into  the 
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Taunton  River,  in  the  lower  section  of  the  city  at  the  walled  edge  of  the 
stream.  The  river  is  affected  by  the  tides,  and  has  a  rise  and  fall  of  about 
8  feet,  but  at  all  times  there  is  a  considerable  depth  of  water  in  front  of  the 
sewer  outlet.  The  water  of  the  river  is  very  noticeably  affected  in  the 
vicinity  of  the  outlet,  which  is  in  the  midst  of  a  considerable  population. 

There  are  numerous  factories  in  the  city,  many  of  which  discharge  sew- 
age directly  into  the  river,  the  others  being  connected  with  the  sewers. 
There  are  no  factories  on  the  main  river  which  discharge  any  very  fool 
wastes  into  the  stream,  the  principal  wastes  coming  from  the  copper  works 
below  the  main  sewer  outlet. 

In  the  central  portion  of  the  city  the  river  is  joined  by  Mill  River,  which 
flows  through  a  densely  populated  section.  This  river  receives  sewage 
directly  from  several  small  sewers  and  from  the  Taunton  Insane  Hospital. 
It  also  receives  a  large  quantity  of  manufacturing  wastes  from  cotton  mills 
and  dye  works,  and  the  stream  is  offensive. 

About  2.75  miles  below  the  main  sewer  outlet  the  river  is  joined  by 
Three  Mile  River  from  the  north-west.  This  stream  rises  in  Foxborough 
and  flows  through  the  towns  of  Mansfield  and  Norton.  At  Foxborough 
near  its  head  waters  it  receives  the  sewage  from  a  considerable  population 
in  that  town  which  is  discharged  directly  into  it,  and  a  small  amount  of 
manufacturing  wastes  from  shoe  shops  and  straw  factories.  In  Mansfield 
several  jewelry  factories  discharge  acid  wastes  into  the  river,  and  the  river 
also  receives  sewage  from  about  200  operatives  in  the  factories. 

One  of  the  branches  of  the  river  receives  wastes  from  a  wool-scouring 
establishment,  in  which  20,000  pounds  of  wool  are  scoured  each  day.  The 
river  below  this  latter  establishment  is  very  much  polluted.  In  Taunton 
the  sewage  from  about  100  persons  employed  in  factories,  and  the  wastes 
from  a  paper  mill,  a  foundry  and  two  cotton  mills,  are  discharged  into  the 
Three  Mile  River. 

Below  Taunton  the  Taunton  River  is  a  tidal  navigable  stream  for  a  dis- 
tance of  about  14.5  miles  to  the  city  of  Fall  River.  At  Fall  River  all  of 
the  sewage  of  the  city  is  discharged  into  the  stream  through  numerous  oat- 
lets,  which  are  described  in  Part  I  of  this  report. 

The  average  results  of  analyses  of  samples  of  water  collected  during  the 
drier  months  from  the  Taunton  River  and  its  tributaries  are  given  in  the 
tables  which  follow :  — 
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Chemical  Examination   of  Water  from   the   Taunton   River  and  its 

Tributaries. — Averages  for  Six  Months,  from  June  to  November, 

inclusive. 
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Chemical  Examination  of  Water  from  the  Taunton  River  and  its 
Tributaries.  —  Averages  for  Six  Months,  from  June  to  November, 
inclusive  —  Concluded.     . 

Taunton  Biver,  above  Taunton. 

[Parte  per  100,000.] 
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Taunton  River,  below  Taunton. 
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TEN  MILE  RIVER. 

The  Ten  Mile  River  rises  in  the  town  of  Wrentham,  and  flows  in  a  south- 
erly direction  through  the  towns  of  North  Attleborough  and  Attleborough 
into  the  State  of  Rhode  Island,  where  it  unites  with  the  Seekonk  River. 
The  river  has  a  water-shed  at  the  State  line  of  80.5  square  miles,  which 
contains  a  population  of  16,600,  or  544  persons  per  square  mile  of  water- 
shed. 

The  following  table  gives  the  population  of  those  towns  considerable 
portions  of  which  are  within  the  water-shed  of  the  river,  together  with  the 
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population  from  which  sewage  is  discharged  directly  into  the  river,  and  the 
factories  discharging  wastes  into  the  stream :  — 
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Fonr  jewelry  factories. 

The  first  source  of  pollution  of  the  river  is  in  the  village  of  Plainville  in 
the  town  of  Wrentham,  where  the  sewage  from  three  jewelry  shops,  em- 
ploying about  400  persons,  is  discharged  into  the  stream,  together  with  a 
small  quantity  of  wastes,  consisting  chiefly  of  dilute  acid.  A  small  machine 
shop  employing  3  or  4  persons  also  discharges  sewage  and  a  small  quan- 
tity of  wastes  into  the  stream. 

In  North  Attleborough,  just  below  Plainville,  there  are  six  jewelry  fac- 
tories employing  over  1,100  persons,  and  a  laundry  employing  30  persons, 
sewage  and  wastes  from  which  are  discharged  into  the  river. 

In  the  village  of  Robinsonville  in  the  town  of  North  Attleborough,  wastes 
from  two  large  jewelry  factories,  employing  about  425  persons,  are  dis- 
charged into  the  river,  together  with  the  sewage  from  all  of  the  operatives. 

At  Attleborough  the  river  receives  sewage  from  two  town  sewers,  which 
serve  the  principal  part  of  the  thickly  built  up  portion  of  the  village.  The 
town  of  Attleborough  had  in  1900  a  population  of  11,335.  The  sewers 
which  are  now  in  use  were  built  originally  as  storm- water  drains,  but 
the  sewage  of  a  large  part  of  the  village  is  now  discharged  into  them. 
The  principal  sewer  outlet  is  at  County  Street,  where  a  considerable  flow  of 
sewage  is  discharged  at  the  edge  of  the  stream  just  below  the  bridge. 
Practically  the  entire  flow  of  the  river  above  this  outlet  is  frequently  held 
back  by  a  dam  a  short  distance  above,  and  the  sewage  discharged  into  the 
stream  at  such  times  creates  a  great  nuisance,  and  this  outlet  has  been  the 
source  of  serious  complaint.  There  are  numerous  buildings  in  the  im- 
mediate vicinity  of  the  outlet  and  near  the  river  below  the  outlet.  The 
lower  outlet  is  at  the  head  of  a  mill  pond,  at  some  distance  from  any  popu- 
lation. The  water  of  this  mill  pond  is  used  for  power  purposes,  and  ice  for 
domestic  purposes  is  cut  from  the  pond. 

There  are  five  jewelry  factories  on  the  river  in  Attleborough,  each  of 
which  discharges  a  small  quantity  of  wastes  into  the  stream,  and  the  sew- 
age from  about  475  operatives  in  three  of  these  factories  is  also  discharged 
directly  into  the  river. 
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Below  the  main  village  of  Attleborough  there  are  two  small  manufactur- 
ing villages,  known  as  Dodge ville  and  Hebronville.  At  each  of  these 
places  there  is  a  cotton  factory  employing  about  250  persons,  the  sewage 
from  which  is  discharged  directly  into  the  river.  The  sink  drainage  from 
a  considerable  population  at  these  villages  is  also  discharged  into  the  river. 

A  short  distance  below  Hebronville  the  river  passes  into  the  State  of 
Rhode  Island,  where  it  is  joined  by  the  Seven  Mile  River,  the  principal 
part  of  the  water-shed  of  which  is  within  the  State  of  Massachusetts.  On 
this  branch  at  South  Attleborough  there  is  a  bleachery  employing  100  per- 
sons and  a  tannery  employing  40  persons,  sewage  and  wastes  from  which 
are  discharged  into  the  stream.  The  Seven  Mile  River  below  these  fac- 
tories has  a  very  objectionable  appearance  and  odor. 

The  condition  of  the  Ten  Mile  River  in  the  vicinity  of  Attleborough  is 
exceedingly  objectionable.  The  water,  in  passing  through  the  various 
mill  ponds,  however,  has  an  opportunity  for  sedimentation,  so  that  when 
it  enters  the  State  of  Rhode  Island  the  character  of  the  water  is  consider- 
ably improved. 

At  East  Providence,  R.  I.,  10.5  miles  below  Attleborough,  the  water  is 
used  after  filtration  at  a  rapid  rate  through  mechanical  filters  for  the  water 
supply  of  the  town. 

Samples  of  water  collected  from  the  Ten  Mile  River  below  Attleborough 
have  been  analyzed  for  a  number  of  years,  and  the  average  results  of  the 
analyses  during  the  drier  months  of  each  year  are  given  in  the  tables  which 
follow,  together  with  the  results  of  a  special  examination  made  in  1902  :  — 

Special  Examination  of  Ten  Mile  River,  Aug.  12  and  13,  1902. 
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Flow  of  sewage  from  County  Street  sewer, 88,000  gallons  per  day. 

Flow  of  sewage  from  Union  Street  sewer, 214,000  gallons  per  day. 

Flow  of  river  at  Attleborough, 18  ouble  feet  per  second. 


No.  34.]         EFFECT   OF   SEWAGE   DISPOSAL. 


435 


Chemical  Examination  or  Water  from  the  Ten  Mile  River.  —  Averages 
for  Six  Months,  from  June  to  November,  inclusive. 

Below  Atlleborough. 

[Paris  per  100,000  ] 
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WESTFIELD  RIVER. 

The  Westfleld  River  is  a  tributary  of  the  Connecticut  from  the  west, 
entering  that  stream  a  short  distance  above  the  boundary  line  between  the 
States  of  Connecticut  and  Massachusetts.  It  is  formed  by  three  principal 
branches,  which  unite  in  the  town  of  Huntington. 

The  following  tables  give  data  in  regard  to  the  drainage  areas  and  the 
population  upon  them  at  various  points  :  — 
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Towns  in  the  Water-shed  of  the  Westfield  River. 


Towk. 


_. 

• 

A  mo 

s 

(3 

•=5c 

£ 

S 

g£a 

B 

>. 

P  * 

a 
o 

6? 

53 

a 

1 

1 

Estlroafc 
tlon  dl 
Sewa 
River. 

Manufactories  discharging 
Wastes  into  River. 


Savoy, 

Windsor, 

Plainfleld, 

Cnmmlngton, 

Peru, 


606 

None. 

0 

607 

None. 

0 

404 

None. 

0 

748 

None. 

0 

263 

• 

None. 

0 

None. 
None. 
None. 
None. 
None. 
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Towns  in  the  Watbr-shed  of  the  Westfield  Kiver — Concluded. 


Tow». 


i 

6 

•   MO 
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8.M 

c 

>. 

©  « 
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Manufactories  discharging 
Wastes  into  Kiver. 


Worthington, . 
Chesterfield,   . 
Washington,  . 
Middlefield,     . 
Beoket,    . 
Chester,  . 
Huntington,    . 
Montgomery,  . 
Biandford, 
Russell,    . 
Granville, 
Southwick, 
Westfield, 
West  Springfield,  . 
Agawam,         .       • 


675 

None. 

611 

None. 

377 

None. 

410 

None. 

Wt 

None. 

1,460 

Partial. 

1,476 

Partial. 

273     None.        i 

836 

None.        1 

793 
1,050 
1,040 
12,310 
7,105 
2,536 


None. 

None. 

None. 

General. 

General. 

Partial. 


0 

0 

0 

16 

35 

100 

800 

0 

0 

300 

50 

0 

10,000 

1,500 

200 


None. 

None. 

None. 

One  paper  mill. 

One  paper  mill. 

None. 

One  paper  mill,  one  woolen  mill. 

None. 

None. 

Two  paper  mills. 

One  drum  factory. 

None. 

Three  paper  mills,  one  cotton  mill. 

Five  paper  mills. 

One  paper  mill. 


The  east  and  middle  branches  of  the  Westfield  River  above  Huntington 
are  practically  free  from  pollution  except  from  a  few  small  saw  mills.  The 
west  branch  above  Huntington  receives  pollution  from  Chester,  Middlefield 
and  Becket.  At  Becket  there  is  a  small  paper  mill  employing  about  35 
persons,  all  of  the  sewage  and  wastes  from  which  are  discharged  directly 
into  the  river ;  at  Middlefield  there  is  another  small  paper  mill  employing 
about  15  persons,  from  which  sewage  and  wastes  are  discharged  into  the 
stream ;  and  at  Chester  an  emery  mill,  employing  50  persons,  discharges 
sewage  into  the  river,  but  no  wastes  are  produced  in  the  manufacturing 
processes. 

At  Huntington  there  is  a  woolen  mill  on  the  west  branch,  and  the  wastes, 
together  with  the  sewage  from  100  operatives,  are  discharged  into  the  river. 
On  the  east  branch  below  the  junction  of  the  east  and  middle  branches  in 
Huntington  is  a  paper  mill  employing  75  persons,  wastes  and  sewage  from 
which  are  discharged  into  the  river.  There  are  several  storm- water  drains 
in  Huntington,  receiving  a  small  amount  of  sewage  from  dwelling  houses, 
which  discharge  into  the  river,  but  the  water  below  Huntington  is  not 
noticeably  polluted. 

In  the  town  of  Russell  there  are  two  paper  mills  employing  together 
about  295  persons,  all  of  the  sewage  and  wastes  from  which  are  discharged 
into  the  river.  At  the  lower  of  these  mills  water  for  drinking  purposes  is 
sometimes  taken  from  the  river  directly. 

The  first  principal  source  of  pollution  of  the  Westfield  River  is  in  the  town 
of  Westfield,  which  is  provided  with  a  general  system  of  sewerage.  The 
population  of  Westfield  in  1900  was  12,310.  The  sewerage  system  is  built 
on  the  separate  plan,  but  considerable  ground  and  storm  water  enters  the 


No.  34.]         EFFECT  OF   SEWAGE   DISPOSAL.  437 

sewers.  There  are  two  outlets,  the  principal  one  draining  the  portion  of 
the  town  south  of  the  river  and  discharging  just  above  the  mouth  of  Little 
River,  one  of  the  principal  branches.  This  outlet  is  located  at  the  edge 
of  the  stream,  at  a  point  where  there  is  a  rapid  current,  and  there  are  no 
dwelling  houses  near  the  river  for  a  considerable  distance  below  the  sewer 
outlet.  The  second  outlet  is  on  the  northerly  side  of  the  river,  about  a  mile 
above  the  mouth  of  Little  River.  The  outlet  is  located  on  the  bank  of  the 
river  and  discharges  at  the  edge  of  the  water,  and  appears  to  be  unobjec- 
tionable. 

Besides  the  sewage  discharged  from  the  main  sewers,  manufacturing 
wastes  and  sewage  are  discharged  from  three  paper  mills  employing  about 
230  persons,  two  cotton  mills  employing  165  persons,  and  a  machine  shop 
employing  65  persons.  The  principal  paper  mills  are  upon  Little  River, 
and  the  quantity  of  wastes  discharged  from  them  is  very  large. 

Below  Westfield  the  river  flows  for  a  distance  of  about  6  miles  with  a 
rapid  current  through  a  sparsely  populated  region  to  the  village  of  Mit- 
tineague, which  is  in  the  towns  of  West  Springfield  and  Agawam.  In  this 
village  there  are  six  paper  mills  employing  an  aggregate  of  about  675  per- 
sons, the  sewage  from  which  is  discharged  directly  into  the  river.  Large 
quantities  of  manufacturing  wastes  are  also  discharged  into  the  river  at 
this  village. 

There  are  three  drains  for  sewage  and  surface  water  in  the  town  of 
Agawam  and  two  in  the  town  of  West  Springfield,  which  discharge  into 
the  river  at  the  village  of  Mittineague.  The  upper  Agawam  sewer  receives 
the  sewage  from  17  or  18  houses,  and  discharges  from  a  bluff  just  above  the 
Mittineague  bridge  about  15  feet  above  the  surface  of  the  water  in  the 
river.  The  sewage  trickles  down  over  the  rocks,  but  the  quantity  is  so 
small  that  it  does  not  appear  to  create  a  very  offensive  condition.  The 
other  two  sewers  on  the  Agawam  side  discharge  below  the  thickly  built  up 
portion  of  the  village. 

The  upper  sewer  on  the  West  Springfield  side  discharges  on  the  ground 
about  50  feet  from  the  water,  the  sewage  running  over  the  stones  into  the 
water.  There  is  a  considerable  deposit  of  solid  matter  in  the  river  in  the 
vicinity  of  this  outlet  at  low  water.  The  second  sewer  discharges  into 
the  river  near  the  railroad  station  just  at  the  edge  of  the  water.  There  is 
a  considerable  deposit  at  the  mouth  of  this  sewer,  consisting  chiefly  of  sand 
brought  down  in  times  of  storm. 

The  river  below  Mittineague  has  the  appearance  of  a  badly  polluted 
stream,  due  chiefly  to  the  manufacturing  wastes  discharged  into  it;  but,  as 
it  flows  for  a  distance  of  about  3  miles  to  the  Connecticut  River  through  a 
region  which  contains  very  few  dwelling  houses,  it  does  not  produce  any 
serious  nuisance  except  in  the  village  itself. 

A  special  examination  of  the  river  below  Westfield  was  made  Aug.  27 
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and  28, 1902,  the  results  of  which  are  given  in  the  following  table.  Regu- 
lar examinations  have  also  been  made  of  samples  of  water  collected  from 
the  river  above  and  below  West  field,  the  average  results  during  the  six  dry 
months  of  each  year  being  given  in  the  tables  which  follow :  — 


Special  Examination  of  Westfield  River,  Aug.  27  and  28,  1902. 

[Parts  per  100,000.] 


Dat  Sample. 

Night  Sample. 

Source. 

• 

Free 

Ammonia. 

Albuminoid 
Ammonia. 

© 

c 

O 

Free 

Ammonia. 

• 

S3 

sS 

1 

e 

C 

o 

2 

Westfield  River,  above  sewer  outlets, .... 

•               •              • 

.0014 

.0164 

.12 

.0040 

.0184 

.IS 

North  side  sewer  outlet, 

•              •              • 

.8900 

.6120 

1.26 

.6600 

.2610 

.60 

Westfield  River,  between  north  side  and  south  side  sewer  outlets, . 

.0030 

.0144 

.14 

.0028 

.0154 

.15 

South  side  sewer  outlet, 

•              •               • 

.7900 

.2760 

1.66 

.8200 

.0730 

.95 

Little  River,  near  mouth, 

•               •               • 

.0002 

.0182 

.15 

.0006 

.0140 

.17 

Westfield  River,  1  mile  below  south  side  sewer  outlet, 

•               • 

.0076 

.0182 

.16 

.0030 

.0206 

.21 

Westfield  River,  at  mill  pond  above  Mittineague,  6 
sewer  outlet. 

miles  below 

.0056 

.0140 

.18 

.0022 

.0184 

.19 

Flow  of  sewage  from  north  side  sewer,  Westfield, 
Flow  of  sewage  from  south  side  sewer,  Westfield, 
Flow  of  river  at  lower  sewer  outlet,  Westfield, 


276,000  gallons  per  day. 
2,250,000  gallons  per  day. 

183  euble  feet  per  second. 


Chemical  Examination  of  Water  from  the  Westfield  Rivee  and  its 

Branches.  —  Averages  for  Six   Months,  from  June  to   November, 

inclusive. 

East  Branch,  at  Huntington. 

[Parts  per  100,000.] 


■ 

u 

o 

o 

Rbsiddb  on 
Evaporation. 

Ammonia. 

Chlorine. 

-i 

NlTBOGEN 

AS 

* 

S 

a 

a 
C 
o 

r\ 

C 
& 

o 

Ykah. 

■mt 

O 

Loss  on 
Ignition. 

Free. 

ALBUMINOID. 

•mi 

* 

Nitrites. 

m 

Total. 

Dis- 
solved. 

Sus- 
pended. 

V 

e 

u 
X 

1900,      .... 

.18 

3.68 

.98 

.0006 

.0107 

.0101 

i 

.0006 

i 
.10 

.0024    .0000 

1     .27 

1.8 

XVUXs        •           t            •           • 

.15 

8.49 

1.30 

.0008 

.0104 

.0089 

.0015 

.10 

.0083  1.0000 

.31 

1.5 

1902,      .... 

.28 

8.38 

1.50 

.0013 

.0127 

.0106 

.0021 

.08 

.0008 

.0000 

.46 

1.4 

Middle  Branchy 

at  Huntington. 

XvUUf        •           •           •            • 

.06 

• 

j    3.67 

.90 

.0006 

.0067    .0064 

.0003 

.10 

.0029 

.0000 

.16 

l.S 

■AVUlf        •           •           •           s 

.11 

,    3.36 

1.16 

.0011 

.0088 

.0081 

.0007 

.10 

.0040 

.0000 

.28 

1.7 

1902,      .... 

.16 

i    3.38 

1.89 

.0009 

.0088 

.0080 

.0008 

.08 

.0006 

.0000 

.36 

1.7 

No.  34.]         EFFECT  OF   SEWAGE   DISPOSAL. 


439 


Chemical  Examination  of  Water  from  the  Westfield  River  and  its 
Branches.  —  Averages  for  Six  Months,  from  June  to  November, 
inclusive.  —  Concluded. 

Westfield  River,  above  Westfield: 

[Parts  per  100,000.] 


1002, 


Color. 

t 

Rksiddi  on 
Evaporation. 

Free. 

i 

Ammonia. 

I 
i 

i 

9 

c 

:  !_ 
,  .11 

NlTBO«BN 
A8 

1 

Oxygen  Consumed 

YEAK. 

1 

Loss  on 
Ignition. 

ALBUMINOID. 

Nitrates. 

Nitrites. 

i 

% 

3 

o 

Dis- 
solved. 

Sus- 
pended. 

1808,   .    . 

.25 

,  4.12 

I 
1.03 

.0016 

.0180 

.0101 

.0029 

.0027 

.0001 

.82 

1.6 

1890 

.17 

4.18 

1.82 

.0012 

.0142 

.0121 

.0021 

.14  1 

i     | 

.0024 

.0000 

1  .34 

2.0 

1000 

.28 

4.67 

1.88 

.0012 

.0140 

.0132 

.0008 

.16 

.0050 

.0000 

.44 

2.3 

1901,   .... 

.14 

8.88 

1.48 

.0012 

.0118 

.0096 

.0022 

.11 : 

.0044 

.0002 

.83 

1.9 

1902,  .... 

.19 

4.26 

1.62 

.0016 

.0117 

.0105 

.0012  i 

1 

.12  | 

i 

.0085 

.0001 

.35 

1.8 

Westfield  River,  below  Westfield. 


.22 


4.21  |  1.60  !  .0002 


.0144 


.0118  1.0026 


.14 


.0062 


.0002 


.89  I  1.9 


Westfield  River,  above  Mittineague. 


1898,   .... 

.24 

8.98 

1.62 

.0069 

.0147 

.0118 

.0084 

.14 

.0087  .0002 

.31 

1.7 

1899,   .... 

.18 

4.96 

1.60 

.0083 

.0222 

.0179 

.0043 

.21 

.0052  .0002 

.38 

2.8 

1900 

.24 

6.17 

1.41  | 

.0202 

.0800 

.0240 

.0060 

.26 

i 

.0086  .0007 

.46 

2.3 

1901,   .... 

.16 

>  4.91 

1.71 

.0062 

.0221 

.0172 

.0049 

1  .20  ■ 

.0085 

.0005 

.88 

2.1 

1902 

.17 

>     4.63 

1.64 

.0066 

.0148  .0112 

1 

.0031 

.17 

.0078 

.0002  | 

.32  I  2.2 

SUMMARY. 

Blackstone  River. 

The  Blackstone  River  is  grossly  polluted,  and  is  very  offensive  to  sight 
and  smell  for  many  miles  of  its  coarse  below  Worcester.  Below  the  con- 
fluence with  the  Quinsigamond  River  in  Grafton  its  character  improves 
somewhat,  though  it  is  still  offensive  for  the  remainder  of  its  course  in  the 
State.  The  chief  cause  of  the  present  condition  of  the  stream  is  the  dis- 
charge of  sewage  and  effluent  from  the  sewers  and  purification  works  of 
the  city  of  Worcester,  but  sewage  and  wastes  from  manufacturing  proc- 
esses in  many  factories  and  mills  on  the  stream  and  its  tributaries  contrib- 
ute to  the  pollution.  The  results  of  chemical  analyses  show  an  increase  in 
the  pollution  of  the  stream  in  recent  years,  notwithstanding  that  a  portion 
of  the  organic  matter  is  removed  from  the  Worcester  sewage  before  it  is 
discharged  into  the  stream.     Much  work  has  been  done  recently  in  the  city 
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of  Worcester  in  separating  the  sewage  from  the  storm  water  and  from  the 
water  of  Mill  Brook,  and  in  the  construction  of  filter  beds  for  the  purifica- 
tion of  the  effluent  from  the  chemical  precipitation  works.  If  this  work  is 
continued,  and  the  area  of  filter  beds  made  sufficient  for  the  purification  of 
all  of  the  sewage,  a  great  improvement  in  the  condition  of  the  river  will 
result. 

Kettle  Brook,  one  of  the  head  waters  of  the  river,  is  polluted  in  Cherry 
Valley  in  the  town  of  Leicester  by  wastes  from  woolen  mills,  and  the  water 
of  the  stream  for  a  considerable  distance  in  this  valley  is  badly  discolored 
and  offensive  to  sight  and  smell.  After  flowing  through  large  ponds,  how- 
ever, it  reaches  the  city  of  Worcester  in  a  much-improved  condition,  and 
the  effect  of  the  pollution  in  Cherry  Valley  is  not  noticeable  in  the  appear- 
ance or  odor  of  the  stream.  In  the  southerly  part  of  the  city  of  Worcester, 
however,  it  is  again  greatly  polluted  by  manufacturing  wastes,  but  the  pol- 
lution of  this  part  of  the  river  will  be  removed  when  the  plans  for  taking 
these  wastes  into  the  sewers  of  the  city  of  Worcester  are  carried  out. 

The  Mill  River  is  seriously  polluted  at  times  below  Hopedale  by  the 
discharge  of  Hopedale  sewage  into  the  stream.  Such  disposal  of  the  sew- 
age is  unnecessary,  and  all  the  sewage  should  be  purified  at  the  filtration 

area. 

Charles  River. 

The  Charles  River  in  the  greater  portion  of  its  course  is  in  appearance 
clean  and  unobjectionable.  It  is  grossly  polluted  by  sewage  at  Milford 
near  the  upper  end  of  its  water-shed,  and  the  odor  of  the  stream  is  offen- 
sive for  a  distance  of  from  3  to  5  miles  below  the  town.  One  of  the 
tributaries  of  the  river  near  its  head  waters  is  greatly  polluted  by  manufac- 
turing waste  and  sewage  from  Franklin,  but  the  effect  of  this  pollution 
disappears  a  few  miles  below  the  town.  After  passing  Medway  the  evi- 
dences of  pollution  disappear,  and  as  the  stream  passes  Dedham  and 
reaches  Newton  the  water  is  clean  in  appearance  and  free  from  evidences 
of  pollution ;  and  even  upon  chemical  analysis  the  evidences  of  pollution, 
aside  from  the  excess  of  chlorine  above  the  normal  for  this  water-shed,  are 
hardly  distinguishable.  The  pollution  of  the  stream  is  increased  slightly 
by  the  discharge  of  manufacturing  wastes  from  factories  and  mills  in  New- 
ton and  Waitham,  but  except  in  the  immediate  neighborhood  of  the  points 
at  which  such  pollution  is  discharged  its  effect  on  the  stream  is  not  evident 
to  the  senses. 

The  objectionable  pollution  of  the  stream  at  Milford  and  the  great 
nuisance  now  existing  there  can  be  prevented  by  removing  the  sewage 
from  the  river  and  disposing  of  it  in  a  proper  manner.  At  Franklin  the 
sewerage  system  can  be  extended  to  include  the  matters  which  now  pollute 
the  stream.  The  pollution  of  the  stream  in  the  lower  portion  of  its  course 
in  Newton,  Waitham  and  Watertown  is  easily  preventable,  since  sewers 
are  available  in  these  places  for  the  disposal  of  objectionable  wastes. 
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Chicopee  River. 

The  Chicopee  River  and  its  main  tributaries  are  in  general  clean  in 
appearance,  and  nearly  free  from  objectionable  conditions  caused  by  sewer 
outlets.  Sewage  from  the  towns  of  Ware,  Palmer  and  Ludlow,  and  from 
the  city  of  Chicopee,  near  its  mouth,  is  discharged  into  the  main  stream  or 
its  tributaries,  and  the  many  factories  and  mills  in  the  valley  dispose  of 
their  wastes  into  the  stream.  The  Ware  River  is  noticeably  polluted  below 
Gilbertville  and  at  Ware  by  sewage  and  the  wastes  from  factories,  but  its 
condition  is  not  very  objectionable  at  the  present  time.  One  of  the  sewer 
outlets  at  Ware  is  located  at  the  edge  of  the  river,  so  that  the  sewage  does 
not  quickly  mingle  with  the  water ;  and  this  condition  and  the  large  quantity 
of  sewage  discharged  at  this  single  outlet  causes  a  serious  nuisance  in  the 
immediate  neighborhood,  and  the  evidences  of  the  pollution  of  the  river  by 
sewage  are  quite  noticeable  to  the  senses  for  a  considerable  distance  from 
the  outlets,  but  the  odor  of  sewage  disappears  after  the  sewage  has  become 
mingled  with  the  water  of  the  stream.  The  region  about  the  outlets  and 
below  for  several  miles  is  very  sparsely  populated. 

The  upper  waters  of  the  Seven  Mile  River,  a  tributary  of  the  Quaboag 
in  Spencer,  are  grossly  polluted  by  manufacturing  wastes  in  that  town, 
which  form  a  serious  local  nuisance.  Sewage  is  also  discharged  from  the 
Spencer  sewerage  system  into  the  Seven  Mile  River,  causing  the  serious 
pollution  of  the  stream  at  times.  The  pollution  of  the  streams  in  the  man- 
ner indicated  is  unnecessary,  since  the  filtration  area  is  of  ample  capacity 
to  purify  all  of  the  sewage  of  the  town. 

The  stream  flowing  from  Monson  into  the  Quaboag  River  is  seriously 
polluted  by  manufacturing  wastes,  so  that  the  effect  of  the  pollution  is 
noticeable  at  times  throughout  the  length  of  this  stream  below  Monson. 

One  of  the  sewer  outlets  at  Chicopee  Falls  is  located  at  the  edge  of  the 
river,  and  the  sewage  discolors  the  stream  for  a  considerable  distance  below 
the  outlet,  but  the  conditions  are  not  otherwise  objectionable.  The  main 
sewer  outlet  of  the  city  of  Chicopee  discharges  at  the  south  bank  of  the 
river  near  its  mouth,  and  there  is  an  offensive  odor  in  its  neighborhood 
when  the  water  is  low.  If  the  outlets  of  sewers  in  Chicopee  should  be 
extended  into  the  river  a  sufficient  distance  to  prevent  the  sewage  from 
returning  to  the  banks  before  mingling  thoroughly  with  the  water,  the 
objectionable  conditions  about  these  outlets  would  be  prevented,  and  the 
pollution  of  the  river  would  not  seriously  affect  the  appearance  or  odor  of 
the  water. 

Concord  Riveb. 

The  main  stream  of  the  Concord  River,  between  the  junction  of  its  prin- 
cipal tributaries  at  Concord  and  the  city  of  Lowell,  is  clean  in  appearance 
and  free  from  visible  evidences  of  sewage  pollution.     The  discharge  of 
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sewage  and  manufacturing  waste  into  the  stream  in  Lowell  discolors  the 
water  and  gives  it  an  objectionable  appearance  at  certain  places,  especially 
about  the  main  sewer  outlets  of  the  city  of  Lowell  near  the  mouth  of  the 
river.  The  objectionable  conditions  about  the  sewer  outlets  in  this  region 
could  be  remedied  by  extending  the  sewers  into  the  stream. 

The  Sudbury  River,  one  of  the  two  principal  tributaries  of  the  Concord 
River,  is  very  badly  polluted  by  the  manufacturing  wastes  and  sewage  dis- 
charged into  the  stream  from  the  mills  in  the  village  of  Saxonville,  and 
the  stream  is  objectionable  in  appearance  and  offensive  in  odor  for  a  long 
distance  below  this  place,  and  the  evidences  of  pollution  are  noticeable  in 
the  appearance  of  the  stream  for  a  distance  of  about  7  miles  in  the  drier 
portion  of  the  year.  With  the  exception  of  the  pollution  caused  by  the 
village  of  Saxonville,  the  Sudbury  River  does  not  receive  any  noteworthy 
pollution. 

The  Assabet  River  above  Northborough  is  clean  in  appearance  and  on- 
objectionable.  In  this  village  it  receives  considerable  manufacturing  waste 
from  woolen  mills,  which  gives  it  an  objectionable  appearance  for  a  con- 
siderable distance.  Below  Northborough  its  condition  improves  and  the 
apparent  effects  of  the  pollution  disappear.  The  stream  is  polluted  at 
Hudson  by  sewage  and  manufacturing  waste,  and  in  dry  weather  has  an 
objectionable  appearance  for  a  mile  below  the  village.  The  condition  of 
the  stream  improves  further  on,  however,  and  again  appears  satisfactory 
during  the  remainder  of  its  course  to  Maynard.  At  this  point  it  is  very 
badly  polluted  by  the  manufacturing  wastes  resulting  from  the  scouring 
of  a  large  quantity  of  wool  and  by  the  sewage  from  portions  of  the  village, 
and  the  stream  is  objectionable  in  appearance  and  offensive  in  odor  for  2 
miles  or  more  below  this  village.  The  evidences  of  the  pollution  are  still 
noticeable  where  the  river  joins  the  Sudbury  River. 

Connecticut  River. 

The  Connecticut  River  throughout  most  of  its  course  in  Massachusetts 
is  not  visibly  affected  by  the  pollution  it  receives  from  the  great  quantity 
of  sewage  and'  manufacturing  wastes  that  And  their  way  into  the  stream, 
and  from  the  New  Hampshire  and  Vermont  boundary  down  to  Northampton 
little  evidence  of  pollution  is  shown  by  analysis.  A  serious  local  nuisance 
is  created  by  the  discharge  of  the  sewage  from  the  Northampton  and  East- 
hampton  sewers  through  the  Mill  and  Manhan  rivers  into  the  Connecticut 
River  near  Mount  Tom,  where,  in  addition  to  the  sewage,  a  large  quantity 
of  manufacturing  waste  from  a  sulphite  pulp  mill  is  discharged  into  the 
stream. 

The  great  quantity  of  paper  mill  wastes  and  sewage  discharged  into  the 
stream  at  Holyoke  noticeably  affect  the  stream  for  a  short  distance  below 
the  city,  on  account  of  the  floating  matters  from  the  manufacturing  wastes ; 
but  otherwise,  during  the  remainder  of  its  course  in  the  State  the  pollution 
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discharged  into  the  stream  does  not  affect  its  appearance,  or  make  the  con- 
dition of  the  stream  objectionable  to  those  living  near  it. 

The  very  serious  nuisance  caused  by  the  discharge  of  the  sewage  of 
Northampton  into  the  Mill  River  will  be  largely  removed  in  about  two 
years,  when  the  sewage  has  been  diverted  to  the  Connecticut  River,  as 
required  by  statute.  Plans  are  already  prepared  for  the  removal  of  the 
sewage  of  the  town  of  Easthampton  from  Broad  Brook  to  filtration  areas 
near  the  Manhan  River,  which,  when  completed,  will  prevent  the  further 
pollution  of  this  stream. 

The  discharge  of  the  sewage  of  Amherst  into  Fort  River  badly  pollutes 
the  stream  about  the  outlet,  but  the  region  is  uninhabited,  and  the  pollu- 
tion of  the  stream  does  not  appear  to  cause  complaint  as  yet  from  those 
living  in  the  valley  below. 

The  discharge  of  sewage  from  the  city  of  Holyoke  above  the  dam  across 
the  Connecticut  River  at  that  place,  where  the  sewage  finds  its  way  into 
the  canals  leading  through  the  city,  is  very  objectionable.  Plans  have 
been  made  for  the  removal  of  this  sewage  to  an  outlet  below  the  city, 
but  have  not  been  carried  out. 

The  conditions  about  one  of  the  outlets  in  South  Hadley  and  several  of 
the  outlets  in  Holyoke  are  offensive  on  account  of  the  collection  of  sewage 
in  the  neighborhood  of  the  outlets.  Objectionable  conditions  also  exist 
about  some  of  the  outlets  in  Springfield,  and  at  one  of  the  outlets  in  West 
Springfield,  where  sewage  is  discharged  at  the  edge  of  the  river.  These 
objectionable  conditions  could  be  removed  by  extending  the  sewer  outlets 
so  as  to  discbarge  into  the  water  at  all  times  well  away  from  the  shore. 

■ 

Deebpield  River. 

The  Deerfield  River  flows  through  a  very  sparsely  populated  region,  and 
the  sanitary  condition  of  the  stream  is  excellent  throughout  its  course. 
The  stream  receives  a  small  amount  of  direct  sewage  pollution  from  sewers 
in  Shelburne  Falls  and  from  the  town  of  Greenfield,  the  sewage  of  which  is 
discharged  into  the  Green  River,  a  tributary  of  the  Deerfield  a  short  dis- 
tance above  the  mouth  of  the  latter  stream. 

Of  the  tributaries  of  the  Deerfield  River,  the  Green  River  is  the  only  one 

which  receives  any  considerable  amount  of  sewage  pollution.    The  sewage 

discharged  into  this  stream  from  the  town  of  Greenfield  greatly  pollutes 

the  water,  and  the  appearance  and  odor  of  the  stream  are  objectionable  at 

times  of  very  low  flow  between  the  lower  sewer  outlet  and  the  Deerfield 

River.     Both  of  the  principal  sewer  outlets  discharge  at  the  edge  of  the 

stream,  and  the  odor  of  the  sewage  is  noticeable  in  the  neighborhood  of 

these  outlets. 

French  River. 

This  stream  is  seriously  polluted  by  manufacturing  wastes  at  several 
points  in  its  course,  and  below  Webster,  as  it  flows  out  of  the  State,  its 
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appearance  in  the  drier  portion  of  the  year  is  filthy  and  the  odor  objection- 
able. The  chief  causes  of  the  objectionable  condition  of  the  river  in  this 
region  are  the  manufacturing  wastes  from  the  woolen  mills  at  Webster,  and 
the  sewage  of  the  town  which  is  discharged  into  the  stream  at  several  oat- 
lets.  The  conditions  about  the  sewer  outlets  were  not  noticeably  more  ob- 
jectionable than  the  general  condition  of  the  stream.  The  other  serious 
pollutions  are  at  Rochdale,  North  Oxford  and  Oxford,  and  the  river  is 
seriously  polluted  and  objectionable  in  appearance  and  odor  at  times  for  a 
short  distance  below  these  villages. 

Hoosick  River. 

This  stream  is  filthy  and  offensive  in  appearance  and  odor  in  the  portion 
of  its  course  between  North  Adams  and  Williamstown.  The  south  branch 
is  seriously  polluted  by  sewage  and  manufacturing  wastes  from  mills  in 
Adams,  about  7  miles  above  North  Adams,  and  is  also  polluted  by  the 
sewage  from  two  small  sewers  in  North  Adams.  The  south  branch  above 
Adams  is  practically  an  unpolluted  stream,  and  below  Adams  the  pollution 
does  not  render  the  condition  of  the  stream  objectionable  except  for  a  short 
distance  below  the  village.  The  waters  of  the  north  branch  above  North 
Adams  are  polluted  somewhat  by  the  wastes  from  a  woolen  mill,  but  are 
not  objectionable  in  appearance  or  odor  above  the  city.  Nearly  all  of  the 
sewage  and  manufacturing  wastes  have  been  diverted  from  this  stream, 
so  that  the  great  nuisance  that  formerly  existed  in  this  portion  of  the  river 
has  largely  been  transferred  elsewhere.  The  greater  portion  of  the  sewage 
of  North  Adams  is  discharged  into  the  Hoosick  River,  about  a  mile  below 
the  junction  of  the  north  and  south  branches,  at  a  place  where  the  stream 
is  already  greatly  polluted  by  manufacturing  wastes  from  factories  a  short 
distance  above.  The  stream  at  the  sewer  outlet  has  a  rapid  current,  and 
the  conditions  about  the  sewer  outlet  itself,  while  very  objectionable,  are 
not  noticeably  worse  than  the  general  condition  of  the  stream,  which  is 
offensive  in  appearance  and  odor.  At  times  of  dry  weather  much  of  the 
water  of  the  stream  is  held  back  by  dams  at  night  and  on  Sundays,  and  at 
such  times  the  condition  of  the  stream  is  much  worse  than  usual. 

As  it  passes  through  Williamstown  the  appearance  of  the  river  gradually 

improves,  but  it  is  still  very  badly  polluted  as  it  flows  into  the  State  of 

Vermont. 

Housatonic  River. 

The  Housatonic  River  at  the  junction  of  the  main  branches  at  Pittsfield 
was,  up  to  the  latter  part  of  1902,  very  badly  polluted  by  sewage  and  man- 
ufacturing wastes  discharged  into  the  stream  from  the  city  sewers  and  from 
a  large  number  of  woolen  mills.  In  the  latter  part  of  the  year,  by  the  com- 
pletion of  the  sewage  purification  system,  a  large  portion  of  the  sewage  was 
removed  from  the  stream  and  its  condition  became  much  improved.  It  is 
still  seriously  polluted  by  sewage  and  manufacturing  wastes  from  the  city 
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sewers  and  from  mills  on  the  tributaries  of  the  stream  in  Pitts fleld,  and  the 
effect  of  the  pollution  is  noticeable  below  the  city.  The  appearance  of  the 
stream  improves  in  its  course  to  Lenox.  It  receives  much  sewage  and 
manufacturing  waste  from  the  towns  of  Lenox,  Lee  and  Great  Barrington, 
in  addition  to  that  which  it  receives  above,  which  noticeably  affect  the  con- 
dition of  the  stream  at  several  points. 

The  conditions  about  the  outlets  at  Lenox,  Lee  and  Great  Barrington 
were  not  objectionable  when  examined. 

The  east  branch  of  the  Housatonic  River  above  Pittsfield  is  polluted  by 
manufacturing  wastes  at  Hinsdale  and  by  manufacturing  wastes  and  sewage 
at  Dalton.  The  river  is  very  offensive  to  sight  and  smell  for  a  consider- 
able distance  below  the  village  of  Hinsdale,  and  is  very  noticeably  polluted 
at  Dalton,  but  was  not  found  to  be  offensive  in  odor  at  this  place  when 
examined. 

The  west  branch  of  the  river  in  the  city  is  very  badly  polluted  by  manu- 
facturing wastes,  and  is  offensive  in  appearance  and  odor. 

The  south-west  branch  is  also  badly  polluted  by  wastes  from  a  woolen 
mill  in  the  westerly  part  of  Pittsfield,  which  make  it  unsightly  and  offensive 
through  the  remainder  of  its  course. 

Merrimack  River. 

The  Merrimack  River  receives  a  great  quantity  of  pollution  by  sewage 
from  cities  and  towns  in  New  Hampshire  and  in  the  valley  of  the  Nashua 
River  before  it  enters  the  State  of  Massachusetts,  but  this  pollution  does  not 
affect  the  appearance  of  the  stream  immediately  above  Lowell.  The  effect 
of  the  great  quantity  of  sewage  and  manufacturing  wastes  discharged  into 
the  stream  at  Lowell  is  not  sufficient  to  render  the  water  of  the  stream  objec- 
tionable to  sight  or  smell  below  the  city,  and  the  stream  was  used  until  within 
ten  years  as  a  direct  source  of  water  supply  at  Lawrence,  9  miles  below. 

The  effect  of  the  discharge  of  sewage  and  manufacturing  waste  into  the 
river  at  Lawrence  is  noticeable  for  a  considerable  distance  below  the  city 
at  times  of  low  flow  in  the  stream,  chiefly  on  account  of  floating  matters 
from  the  manufacturing  wastes. 

The  sewage  of  Haverhill  is  discharged  at  many  outlets,  but  the  quantity  of 
manufacturing  wastes  discharged  into  the  river  here  is  small,  and  the  condi- 
tion of  the  river  below  the  city  is  not  very  different  from  its  condition  above. 

The  river  also  receives  sewage  from  the  city  of  Newbury  port,  close  to 
its  mouth. 

There  are  serious  local  nuisances  about  many  of  the  sewer  outlets  in 
Lowell,  Lawrence  and  Haverhill,  caused  by  the  discharge  of  sewage  at  the 
banks  of  the  river,  where  at  low  water  it  flows  over  the  ground  for  a  con- 
siderable distance  before  reaching  the  water,  and  there  are  large  deposits 
of  solid  matter  and  pools  of  sewage  at  many  of  these  outlets,  which  in 
hot  weather  are  very  offensive.     The  objectionable  conditions  about  such 
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outlets  could  be  prevented  by  extending  the  outlets  into  the  stream,  where 
they  would  be  covered  with  water  at  all  times,  and  the  sewage  could  be- 
come thoroughly  mingled  with  the  water  before  it  could  return  to  the  banks. 

Stony  Brook,  which  enters  the  Merrimack  River  above  Lowell,  is  badly 
polluted,  chiefly  by  manufacturing  wastes,  and  its  condition  is  objectionable. 

The  Spicket  River  in  its  course  through  Lawrence  is  greatly  polluted 
by  manufacturing  waste,  and  to  some  extent  by  sewage,  and  is  in  a  very 
unsatisfactory  sanitary  condition. 

Little  River,  as  it  flows  through  Haverhill,  is  also  seriously  polluted  by 

manufacturing  wastes  and  sewage,  and  is  offensive  to  those  living  in  the 

neighborhood. 

Miller's  River. 

Miller's  River  throughout  much  of  its  course  appears  clean  and  free  from 
pollution.  The  sewage  of  Athol  has  a  noticeable  effect  on^tbe  appearance 
of  the  river  for  a  short  distance  below  that  town,  but  the  effect  disappears 
in  the  mill  pond  below.  With  this  exception,  the  presence  of  pollution 
in  Miller's  River  is  not  detectable  except  by  analysis,  unless  in  the  im- 
mediate neighborhood  of  the  sewer  outlets.  The  sewer  outlets  at  Athol  and 
Orange  are  not  in  themselves  seriously  objectionable,  and  the  most  seriously 
objectionable  outlet  is  at  Miller's  Falls,  where  deposits  collect  at  the  edge 
of  the  river. 

The  sewage  of  Gardner,  much  of  which  is  discharged  unpadded  into  a 
brook,  greatly  pollutes  this  stream,  but  the  region  is  uninhabited,  and  the 
noticeable  effect  of  the  pollution  disappears  after  the  stream  joins  the  Otter 
River. 

The  river  is  also  polluted  at  Winchendon  by  manufacturing  wastes. 

Nashua  River. 

The  Nashua  River  is  a  highly  polluted  stream.  The  North  Branch  below 
Fitchburg  is  offensive  to  sight  and  smell,  on  account  of  the  sewage  and 
manufacturing  waste  discharged  into  it  at  Fitchburg  and  Leominster.  The 
sewage  of  Clinton,  the  only  town  of  importance  on  the  South  Branch,  is 
conveyed  to  a  filtration  area.  The  main  stream  below  the  junction  of  the 
North  and  South  branches  is  objectionably  polluted,  and  has  an  offensive 
odor  at  times  of  low  flow  for  several  miles,  but  the  visible  effect  of  the 
pollution  disappears  before  the  stream  passes  out  of  the  State. 

Plans  for  the  removal  and  purification  of  the  sewage  and  much  of  the 
manufacturing  waste  which  pollute  the  stream  at  Fitchburg  and  Leomin- 
ster are  under  consideration,  and  if  put  into  effect  would  remove  the  chief 
causes  of  the  present  objectionable  condition  of  the  stream. 

Neponset  River. 

The  Neponset  River  is  grossly  polluted  throughout  its  length  from  Wal- 
pole  to  tide  water,  and  an  offensive  odor  is  noticeable  for  a  long  distance 
from  the  stream  in  the  drier  portion  of  the  year. 
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The  pollution  of  this  stream  is  caused  almost  wholly  by  manufacturing 
wastes  from  the  numerous  factories  and  mills  along  the  stream  and  its 
tributaries. 

A  statute  has  recently  been  enacted  to  prevent  the  entrance  of  manufac- 
turing waste,  and  prohibiting  the  discharge  of  sewage  into  the  stream  or  its 

tributaries. 

Quinebaug  River. 

The  Quinebaug  River  is  at  times  noticeably  polluted  below  Southbridge 
by  sewage  and  manufacturing  wastes  from  that  town.  Provision  has  been 
made  for  the  purification  of  the  sewage  by  filtration,  but  the  works  do  not 
receive  sufficient  care,  and  much  unpurified  sewage  is  discharged  into  the 
river. 

Above  Southbridge  the  stream  flows  through  a  sparsely  populated  region, 
and  receives  in  general  but  little  pollution ;  but  at  Wales,  near  the  head 
waters,  the  stream  is  badly  polluted  by  wool-scouring  wastes  from  several 
woolen  mills,  and  this  pollution  is  evident  in  the  appearance  of  the  stream 
for  a  considerable  distance  from  the  village. 

Cady  Brook,  one  of  the  tributaries  of  the  Quinebaug  River  which  rises 
in  Charlton,  is  badly  polluted  by  sewage  and  manufacturing  wastes  from 
several  small  factories  in  the  southerly  part  of  Charlton.  This  pollution 
makes  the  water  of  the  brook  turbid  and  offensive  to  smell  through  much 
of  its  course  to  the  Quinebaug  River.  By  collecting  all  of  the  sewage  and 
manufacturing  wastes  of  the  town  of  Southbridge  into  the  sewers,  and 
properly  maintaining  the  filtration  area,  the  principal  pollution  of  this 
stream  could  be  removed,  and  the  sanitary  condition  of  the  main  stream 
would  then  be  satisfactory. 

The  nuisances  caused  by  manufacturing  wastes  at  Wales  and  Charlton 
would  require  local  treatment,  since  there  are  no  sewers  at  these  places. 

Taunton  River. 

The  sanitary  condition  of  the  Taunton  River  and  of  most  of  its  principal 
tributaries  is  in  general  satisfactory.  A  small  quantity  of  sewage  finds  its 
way  into  one  of  the  tributaries  at  Brockton  and  pollutes  this  stream,  and  a 
very  small  quantity  of  sewage  enters  another  tributary  at  Bridge  water,  but 
the  condition  of  the  streams  at  these  places  is  not  seriously  objectionable. 

The  most  unsanitary  condition  found  in  the  Taunton  River  water-shed 
exists  at  Middleborough,  where  the  sewage  of  the  town  is  discharged  into 
the  Nemasket  River.  One  of  the  outlets  for  this  sewage  discharges  into  a 
ditch  several  hundred  feet  back  from  the  river,  through  which  the  sewage 
flows  with  a  sluggish  current,  and  is  very  offensive  in  the  drier  portion  of 
the  year.  The  other  outlet  discharges  into  the  tail-race  of  a  mill,  in  which 
little  or  no  water  flows  during  much  of  the  time.  The  effect  of  the  pollu- 
tion of  the  Nemasket  River  is  not  noticeable  in  the  Taunton  River  except 
by  analysis  after  the  Nemasket  River  joins  that  stream.  The  Taunton 
River  is  used  as  a  source  of  water  supply  at  the  State  Farm,  after  filtration. 
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The  condition  of  the  Mill  River  in  Taunton,  while  still  objectionable,  has 
been  greatly  improved  by  the  removal  of  the  sewage  from  the  stream  by 
the  extension  of  the  new  sewerage  system  in  this  district ;  and  when  the 
remainder  of  the  sewage  is  removed,  the  sanitary  condition  of  this  stream 
will  become  satisfactory. 

The  principal  sewer  outlet  discharging  into  the  Taunton  River  at  the 
present  time  is  the  main  outlet  of  the  sewers  of  the  city  of  Taunton,  which 
discharges  into  the  stream  below  the  city.  The  sewage  is  visible  in  the 
water  for  a  considerable  distance  about  the  outlet,  but  after  becoming 
mingled  with  the  water  lower  down  stream  its  presence  is  not  noticeable 
except  by  analysis. 

The  sewer  system  of  the  city  of  Taunton  is  being  extended  to  all  parte 
of  the  city,  and  the  works,  when  completed,  will  provide  for  the  removal 
of  the  sewage  from  the  river  to  a  filtration  area,  where  it  is  to  be  purified 
before  being  discharged  into  the  stream. 

Ten  Mile  River. 

The  Ten  Mile  River  is  badly  polluted  by  the  sewage  of  Attleborough, 
and  by  manufacturing  wastes  discharged  into  the  stream  at  Plainville, 
North  Attleborough  and  Attleborough,  and  the  stream  is  objectionable  in 
appearance  and  odor  for  a  considerable  distance  below  the  sewer  outlets. 
Its  condition  further  down  improves,  however,  and  the  stream  is  used  as  a 
source  of  water  supply  in  Rhode  Island,  after  filtration. 

The  principal  sewer  outlet  is  sometimes  a  very  serious  nuisance,  on 
account  of  the  fact  that  the  water  of  the  stream  is  held  back  for  consider- 
able periods  by  a  dam  a  short  distance  above  the  sewer  outlet,  when  the 
sewage  flows  in  the  open  channel  of  the  river,  collecting  in  pools  and 
becoming  very  offensive. 

At  the  lower  outlet  the  sewage  is  discharged  into  the  head  of  a  mill  pond, 
and  the  outlet  itself  is  not  seriously  objectionable. 

The  quantity  of  sewage  and  manufacturing  wastes  discharged  into  the 
river  at  Attleborough  is  greater  than  the  river  is  capable  of  removing  in 
the  drier  portion  of  the  year  without,  becoming  objectionable.  Plans  for 
the  purification  of  the  sewage  have  been  prepared,  but  no  further  action 
has  been  taken. 

WE8TFIELD    RlVER. 

The  Westfieid  River  drains  a  sparsely  inhabited  region,  and  its  waters 
are  nearly  everywhere  clean  and  free  from  noticeable  evidences  of  sewage 
pollution.  The  west  branch  receives  considerable  manufacturing  waste  in 
the  small  villages  above  Huntington,  and  the  stream  is  sometimes  rendered 
turbid  by  mineral  wastes  in  this  village.  The  waters  of  the  east  and  middle 
branches  are  not  polluted  by  sewage  or  manufacturing  wastes  excepting  to 
a  slight  extent  at  mills  in  the  village  of  Huntington. 
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At  Westfield  the  sewage  of  the  town  is  discharged  into  the  stream  at  two 
outlets,  so  located  that  they  are  not  objectionable ;  and  the  effect  of  the 
sewage  on  the  stream  quickly  disappears. 

A  considerable  quantity  of  polluting  matter  is  discharged  into  the  Little 
River,  a  tributary  of  the  Westfleld  below  the  town  of  Westfleld,  which 
noticeably  affects  the  stream  about  the  points  of  discharge.  The  sewer 
outlets  at  West  Springfield  and  Agawam  are  in  some  cases  badly  located, 
so  that  the  sewage  runs  over  the  ground  before  entering  the  water,  and 
objectionable  deposits  exist  at  some  of  these  outlets.  The  quantity  of 
sewage  discharged  at  these  outlets  is  small,  and  the  objectionable  conditions 
about  them  could  be  removed  by  extending  the  sewers  into  the  stream  so 
that  the  sewage  would  not  collect  on  the  banks. 

A  Comparison  of  the  Condition  of  the  Different  Rivers  at  the 
Points  at  which  thet  are  polluted  bt  the  Sewage  of  Cities 
and  Towns. 

The  results  of  the  examinations  show  that  sewage  may  be  discharged 
into  a  stream  without  creating  objectionable  conditions,  unless  the  water 
of  the  stream  is  used  for  water  supply  purposes  or  for  certain  manufactur- 
ing or  mechanical  purposes,  if  the  flow  of  the  stream  is  sufficient  to  dilute 
the  sewage  thoroughly,  and  provided  also  that  the  sewage  be  discharged 
into  the  stream  through  a  properly  constructed  outlet. 

In  making  the  investigations  of  the  effect  of  sewage  disposal,  informa- 
tion has  been  collected  to  determine  as  closely  as  practicable  the  relation 
that  the  quantity  of  sewage  discharged  into  the  various  streams  bears  to 
the  flow  of  the  streams  at  the  points  of  pollution,  and  the  results  are  pre- 
sented in  a  table  which  follows. 

As  has  already  been  shown,  there  is  a  wide  variation  in  the  flow  of 
streams  in  different  seasons  of  the  year,  the  period  of  greatest  flow  being 
in  the  winter  and  spring,  from  December  until  May ;  and  the  period  of 
least  flow  being  in  summer  and  autumn,  from  June  to  November.  Since 
there  is  comparatively  little  variation  in  the  quantity  of  putrescible  organic 
matter  discharged  in  the  sewage  from  a  given  population  in  different 
seasons  of  the  year,  the  effect  of  the  sewage  upon  a  stream  is  greatest  in 
summer,  when  the  flow  is  least,  and  when  the  other  conditions  are  most  favor- 
able for  the  development  of  offensive  odors  and  objectionable  conditions. 

The  flow  of  some  of  the  streams  of  Massachusetts,  as  already  indicated, 
has  been  carefully  measured  for  many  years,  and  from  these  measurements 
the  average  flow  of  these  streams  in  the  drier  portion  of  the  year  can  readily 
be  determined.  In  the  cases  of  other  streams  polluted  by  sewage,  measure- 
ments of  the  flow  have  been  made  from  time  to  time  ;  and  from  the  results 
of  these  observations,  taken  in  connection  with  the  information  now  avail- 
able as  to  the  areas  of  the  water-sheds  and  as  to  the  quantity  of  water 
held  in  storage  in  reservoirs  on  the  water-sheds  of  these  streams  for  the 
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maintenance  of  the  flow  in  dry  weather,  it  is  practicable  to  estimate  quite 
closely  their  average  flow  in  the  drier  portion  of  the  year. 
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Connecticut  River,  below  Northampton  and  Easthampton, 

Ohleopee  River,  at  Indian  Orchard, 

Qaaboag  River,  at  Palmer 

Connecticut  River,  below  Holyoke,  including  Northamp- 
ton and  Easthampton. 

Connecticut  River,  below  Springfield,  inoluding  cities  and 
towns  within  80  miles  above. 

Merrimack  River,  below  Lowell,  excluding  all  other  cities 
and  towns. 

Merrimack  River,  above  Lowell,  including  Concord,  Man. 
cheater  and  Nashua,  N.  H. 

Ohleopee  River,  at  Ohtoopee,        ...... 

Miller's  River,  at  Athol, 

Merrimack  River,  below  Lawrence,  Inoluding  Lowell,     . 

Miller's  River,  at  Orange,  Including  Athol, 

Housatonlc  River,  at  Dalton, 

Merrimack  River,  below  Haverhill,  Inoluding  oltles  and 

towns  within  80  miles  above. 
Westfleld  River,  at  Westfleld 

Merrimack  River,  below  Lowell,  inoluding  Concord,  Man- 
chester and  Nashua,  N.  H. 
Ware  River,  at  Ware 


French  River,  at  Webster, 

Taunton  River,  at  Tannton 

Nemasket  River,  at  Mlddleborough, 

Fort  River,  at  Amherst, 

Manhan  River,  at  Easthampton, 

Green  River,  at  Greenfield, 

Ten  Mile  River,  at  Attleborough, 

Honsatonlo  River,  at  Pittafleld 

Hoosick  River,  at  Wllllamstown,  including  North  Adams, 

Charles  River,  at  MUford, 

Hoosick  River,  at  North  Adams, 

Broad  Brook,  at  Easthampton, 

North  Branch,  Nashua  River,  below  Leominster,  Includ- 
ing Fltchburg. 
North  Branch,  Nashua  River,  at  Fltchburg, 


Mill  River,  at  Northampton,. 
Monoosnock  Brook,  at  Leominster, 


8,589 

098 

218 

8,627 

9,922 

4,622 

4,127 

780 


4,828 

822 

65 

4,882 

4551 
4,622 

192 
98 

851 
59 
41 
70 
90 
21 

129 

177 
11 

119 
12 
95 
62 
65 
11 


8,500 

209 

78 

8,585 

8,970 

2,265 

2,022 

219 

102 

2,863 

116 

16 

2,892 

128 

2,265 

60 

50 

168 

15 

10 

18 

28 

8 

48 

46 

8 

32 

4 

88 

25 

14 
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21,500 

162.8 

48,000 

8,000 

69.7 

16,2M 

1,200 

60.8 

2,950 

66,000 

68.6 

91,000 

144,000 

27.6 

198,000 

95,000 

28.8 

- 

90,000 

22.6 

120,000 

10,000* 

21.9 

27,160 

6,000 

20.4 

8,700 

160,000 

14.8 

- 

8,000 

14.6 

11,700 

1,200 

18.8 

1,700 

190,000 

12.6 

848,000 

10,000 

12.8 

10,800 

185)000 

12.2 

- 

6,000 

10.0 

8,000 

7,200 

6.9 

7,480 

26,000 

6.8 

20,915 

8,000 

6.0 

8,000 

2,000 

6.0 

2,000 

• 

4,000 

4.6 

4,000 

6,000 

3.8 

6,000 

8,000 

2.7 

6,900 

20,000f 

2.1 

21,700 

25,000 

1.8 

29,775 

2,000 

1.5 

2,000 

23,000 

1.4 

27,775 

8,000 

1.8 

3,000 

36,000 

1.1 

36,500 

28,000 

0.9 

28,500 

17,500 

0.8 

18,000 

7,000 

0.7 

7,000 

*  Not  including  those  discharging  sewage  through  main  sewer  outlet  at  mouth  of  river. 
t  Previous  to  the  introduction  of  sewage  purification  works. 
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Referring  to  the  table  of  flow  of  the  Sudbury  River,  in  a  previous  portion 
of  this  report,  it  will  be  seen  that  in  nearly  every  year  there  is  a  period  of 
very  low  flow  in  the  summer  season.  In  a  few  of  the  years  this  period  is 
short,  covering  only  one  or  two  months,  while  in  other  years  the  period  of 
very  low  flow  continues  for  five  and  even  six  months.  The  longer  periods 
of  very  low  flow  represent  in  general  the  most  objectionable  conditions 
under  which  sewage  can  be  discharged  into  a  stream,  and  if  objectionable 
conditions  do  not  appear  in  these  periods,  they  will  probably  not  appear  in 
the  short  periods  of  somewhat  lower  flow.  There  are,  of  course,  many 
cases  in  which  it  is  important  to  consider  the  conditions  that  may  exist 
in  periods  of  extreme  low  flow,  even  if  they  continue  for  only  a  few  days 
or  even  hours,  but  objectionable  conditions  of  this  sort  are  usually  local 
and  do  not  affect  the  stream  as  a  whole.  From  the  measurements  of  the 
various  streams  and  the  other  information  available  the  dry-weather  flow  of 
the  different  streams  has  been  estimated,  and  is  presented  in  the  table. 

It  would  have  been  impracticable  to  make  measurements  of  the  sewage 
from  all  of  the  sewers  of  the  different  cities  and  towns  discharging  sewage 
into  the  streams.  As  already  indicated  there  are  very  great  variations  in 
the  quantity  and  character  of  sewage  discharged  from  the  different  cities 
and  towns,  on  account  of  differences  in  the  quantity  of  water  used,  the 
leakage  into  the  sewers,  the  quantity  of  manufacturing  wastes,  etc. ;  but  in 
general  it  has  been  found  that  the  quantity  of  putrescible  organic  matter 
discharged  in  the  sewage  of  the  different  cities  and  towns  is  approximately 
proportional  to :  the  population  connected  with  the  sewers,  unless  the  char- 
acter of  the  sewage  is  greatly  affected  by  manufacturing  wastes. 

Information  has  been  collected  to  determine  as  nearly  as  possible  the 
population  discharging  sewage  directly  into  each  of  the  rivers,  and  the 
results  are  presented  in  the  table.  In  the  third  column  is  given  the  popu- 
lation discharging  sewage  into  the  stream  within  a  short  distance  above  the 
point  indicated,  and  the  total  population  discharging  sewage  into  the  stream 
or  its  tributaries  above  the  point  indicated  is  given  in  the  last  column. 

The  various  streams  which  are  polluted  by  sewage  have  been  arranged 
in  the  order  of  the  ratios  of  the  dry-weather  flow  of  the  stream  to  each 
1,000  of  the  population  discharging  sewage  into  the  stream  immediately 
above  the  point  indicated.  No  account  is  taken  in  this  ratio  of  the  effect 
of  sewage  discharged  into  the  stream  at  a  considerable  distance  above  the 
point  indicated,  although  in  some  cases  the  effect  of  such  pollution  upon 
the  water  of  the  stream  has  not  disappeared.  Some  of  the  rivers,  such  as 
the  Deerfield,  which  is  very  slightly  affected  by  sewage,  and  the  Blackstone 
and  Neponset,  which  are  grossly  polluted,  have  not  been  included  in  the 
table,  and  others  have  been  omitted  in  cases  where  definite  data  are  lacking. 

It  will  be  seen  that  at  the  top  of  the  list  are  those  streams  in  which 
objectionable  conditions  have  not  been  found,  excepting  in  cases  where  local 
nuisances  exist  by  reason  of  an  improperly  located  sewer  outlet.     The  first 
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case  given  in  the  table  in  which  the  water  of  a  stream  is  rendered  generally 
objectionable  by  pollution  is  that  of  the  French  River  at  Webster.  At  this 
place  it  will  be  fonnd,  by  reference  to  the  details  of  the  examination  of  this 
stream,  that  the  quantities  of  manufacturing  wastes  from  wool  scouring  and 
cloth  washing  discharged  into  the  stream  are  so  great  that  the  effect  of  the 
sewage  alone  is  not  determinable. 

The  sewage  of  the  city  of  Taunton  is  being  discharged  into  the  Taunton 
River  temporarily,  pending  the  completion  of  the  works  and  the  installation 
of  a  sewage  purification  system.  It  does  not  appear  that  the  river  is  badly 
polluted,  except  in  the  neighborhood  of  the  sewer  outlet  at  the  present  time. 

The  Nemasket  River  below  Middleborough  has  been  the  subject  of  seri- 
ous complaint,  and  the  Green  River  at  Greenfield  has  been  objectionable  in 
dry  weather.  The  Fort  River  at  Amherst  flows  through  an  uninhabited 
region  for  a  long  distance  below  the  sewer  outlet,  so  that  attention  has  not 
been  directed  to  the  condition  of  the  stream.  The  Manhan  River  has  not 
thus  far  been  made  seriously  objectionable  by  the  Easthampton  sewage, 
evidently  on  account  of  the  fact  that  this  sewage  is  discharged  into  a  large 
pond,  through  which  it  flows  before  entering  the  river. 

The  results  of  the  investigations  show  that  where  the  quantity  of  water 
available  for  the  dilution  of  the  sewage  in  a  stream  exceeds  about  6  cubic 
feet  per  second  per  1,000  persons  discharging  sewage,  objectionable  condi- 
tions are  unlikely  to  result  from  the  gross  pollution  of  all  the  water  of  a 
stream  in  dry  weather.  Under  favorable  circumstances,  such  as  in  cases 
where  the  sewage  is  discharged  at  many  outlets  into  a  large  body  of  water, 
objectionable  conditions  may  not  result  where  the  dilution  is  somewhat  leas 
than  6  cubic  feet  per  second  per  1,000  persons;  but  objectionable  condi- 
tions have  resulted  in  all  of  the  cases  thus  far  examined  where  the  flow  has 
been  less  than  3.5  cubic  feet  per  second  per  1,000  persons  discharging 
sewage  into  the  stream. 
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FOOD  AND  DETJG  INSPECTION. 


The  work  of  the  year  1902  completes  nearly  twenty  years  of  food  and 
drug  inspection  by  the  State  Board  of  Health,  this  department  having  been 
organized  and  the  work  began  in  1883.  A  general  food  statute  had  been 
enacted  in  1882,  as  a  result  partly  of  investigations  made  by  the  Board  in 
previous  years  and  partly  on  account  of  agitation  of  a  national  character, 
which  resulted  in  the  formation  of  a  national  committee  in  1880  upon  this 
subject.  This  committee  offered  a  prize  for  a  draft  of  a  law  for  the  pre- 
vention of  food  adulteration.  The  best  draft  was  that  of  Professor  Wigner 
of  London,  which  was  made  the  basis  of  the  new  law  which,  after  its 
enactment  in  1882,  has  stood  the  test  of  twenty  years,  and  has  been  copied 
with  few  amendments  in  other  States. 

Of  the  operation  of  this  act,  the  inspection  made,  the  prosecution  of 
offenders  conducted  and  the  benefits  secured  to  the  people  of  the  State,  the 
reports  of  the  past  twenty  years  give  ample  evidence. 

The  following  report  treats  of  the  operations  of  the  Board  under  the  pro- 
visions of  this  act  during  the  year  ended  Sept.  30, 1902.  The  report  made 
to  the  Legislature  in  January,  1903,  "  of  the  number  of  prosecutions  made 
under  the  act  and  an  itemized  account  of  the  money  expended  in  carrying 
out  the  provisions  thereof"  is  also  embodied  in  this  annual  report. 

The  following  persons  comprised  the  force  employed  by  the  Board  during 
the  year  in  this  department :  — 

Albert  E.  Leach, Analyst. 

C.  A.  Goessmann, Analyst. 

Hermann  C.  Ltthooe, Assistant  Analyst. 

m 

John  F.  McCaffrey, Inspector. 

John  H.  Terry, Inspector. 

Horace  F.  Davis, Inspector. 

The  number  of  samples  of  food  and  drugs  examined  during  the  year  is 
shown  in  the  accompanying  table,  together  with  a  condensed  summary  of 
the  work  done  since  and  including  the  year  1883.  The  full  table  published 
in  earlier  years  is  omitted  in  the  present  report,  the  following  condensed 
table  being  substituted  for  the  sake  of  brevity :  — 

Number  of  samples  of  milk  examined, 6,256 

Number  of  samples  above  standard, 4,307 

Number  of  samples  below  standard, 1,949 

Percentage  of  adulteration  or  deficiency, 31.1 
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Number  of  samples  of  other  kinds  of  food  examined  (not  milk),  3,090 

Number  of  samples  above  standard,     ......  2,538 

Number  of  samples  below  standard, 552 

Percentage  of  adulteration, 17.8 

Number  of  samples  of  drugs  examined, 1,124 

Number  of  samples  of  good  quality, 636 

Number  of  samples  adulterated  (as  defined  by  the  statutes),      .  488 

Percentage  of  adulteration, 43.4 

Total  number  of  samples  of  food  and  drugs  examined,       .        .  10,470 

Total  number  found  to  be  of  good  quality, 7,481 

Total  number  found  not  conforming  to  the  statutes,    .        .        .  2,989 

Percentage  of  adulteration, 28.1 


Food  and  Drug  Inspection  (1883-1902). 
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Total 
1MS-IM1. 


Number  of  samples  of  milk  examined, ...... 

Namber  of  samples  above  standard, 

Number  of  samples  below  standard 

Percentage  of  adulteration 

Number  of  samples  of  other  kinds  of  food  examined  (not  milk), 

Number  of  samples  of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  the  statutes, 
Percentage  of  adulteration, 

Number  of  samp!ea_of  drugs  examined,        .  .*     . 

Number  of  samples'of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  the  statutes, 
Percentage  of  adulteration, 

Total  examinations  of  food  and  drugs, 

Total  examinations  of  good  quality 

Total  examinations  not  conforming  to  the  statutes,    . 
Percentage  of  adulteration, 

Expense  of  collection,  examination  and  prosecution,  .       . 
Expense  of  collection,  examination  and  prosecution,  per  sample, 


6,247 

6,266 

4,490 

4,807 

1,767 

1,949 

28.1 

31.1 

8,120 

8,090 

2,630 

2,688 

690 

662 

18.9 

17.8 

968 

1,124 

468 

636 

490 

488 

61.8 

48.4 

10,826 

10,470 

7,488 

7,481 

2,887 

2,989 

27.6 

28.1 

$12,841  88 

$11,700  28 

1  19 

1  12 

76,119 

48,161 

27,968 

86.7 

48,986 

89,812 

9,128 

18.6 

18,266 

8,120 

6,186 

88.7 

188,809 

96,093 

42,216 

'80.6 

$196,989  62 
1  41 


From  the  foregoing  table  it  appears  that  10,470  samples  of  food  and 
drugs  were  examined  during  the  year  ended  Sept.  30,  1902,  of  which 
number  2,989,  or  28.1  per  cent.,  were  found  not  to  conform  to  the  legal 
standard.  It  has  been  stated  many  times  in  previous  reports  that  this 
large  ratio  of  adulteration  does  not  represent  the  proportion  of  adulteration 
which  exists  in  the  general  food  supply,  but  only  the  percentage  which 
exists  in  such  articles  as  are  collected  for  examination,  these  being  chiefly 
the  articles  which  are  known  by  experience  to  be  specially  liable  to  adulter- 
ation. 
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The  whole  number  of  samples  of  food  and  drugs  examined  since  the 
beginning  of  work  in  1883  was  138,309,  of  which  76,119,  or  more  than 
one-half,  as  required  by  the  statutes,  were  samples  of  milk.  The  amount 
expended  in  the  enforcement  of  the  food  and  drug  acts  since  the  beginning 
of  work  has  been  $196,989.52,  and  the  expense  per  sample  $1.42  for  the 
whole  time.  This  expense  has  been  reduced  from  $2.26  per  sample  in 
1883  to  $1.12  in  1902. 

In  the  report  of  the  analyst  for  1 902  special  attention  is  directed  to  sev- 
eral summaries,  embracing  the  work  of  several  years.  First.  The  experi- 
ence of  the  laboratory  in  the  examination  of  milk  for  artificial  coloring 
matter  shows  that  this  method  of  adulteration  had  been  used  in  343  samples 
out  of  48,519  in  all  in  nine  years,  or  only  seven-tenths  of  1  per  cent.  This 
form  of  adulteration  is  usually  employed  to  conceal  other  methods  and  give 
the  milk  the  appearance  of  a  milk  of  unusually  good  quality.  Second.  A 
similar  summary  is  presented  relative  to  the  use  of  preservatives,  embracing 
a  period  of  five  years  (1898-1902).  The  number  of  samples  examined  for 
this  purpose  was  9,257,  of  which  number  376,  or  4  per  cent.,  contained 
preservatives  of  some  sort.  In  several  of  the  recent  reports  of  the  Board 
the  results  of  examination  of  samples  of  condensed  milk  have  been  pub- 
lished, and  in  consequence  of  this  publication  considerable  correspondence 
has  been  had  with  parties  who  manufacture  brands  which,  upon  analysis, 
proved  to  be  of  inferior  quality.  Since  the  fat  or  cream  is  the  most  valu- 
able constituent  of  the  milk,  it  is  convenient  to  assume  the  fat  contents 
as  a  measure  of  quality.  Reference  to  reports  of  the  Board  show  that  the 
amount  of  fat  in  condensed  milk  varies  from  as  low  as  5  per  cent,  to  as 
much  as  12  per  cent,  or  more.  Unfortunately,  there  is  no  legal  standard 
of  condensed  milk.  So  long,  however,  as  many  brands  are  found  to  con- 
tain as  much  as  10  to  12  per  cent,  of  cream,  representing  from  3 J  to  5  per 
cent,  of  cream  in  the  original  milk  from  which  the  condensed  milk  is  made, 
it  would  appear  entirely  reasonable  to  expect  that  condensed  milk  should 
contain  as  much  as  9  per  cent,  of  cream,  although  it  might  be  difficult  to 
maintain  a  complaint  at  court,  in  which  the  cream  fell  below  that  percent- 
age, in  the  absence  of  such  standard. 

One  of  the  excuses  of  food  adulterations  is  that  it  is  necessary  to  add 
certain  substances  to  render  such  articles  salable.  The  substances  added, 
however,  are  invariably  of  inferior  quality  or  price.  Upon  the  label  of  cer- 
tain brands  of  honey  it  is  stated  that  sugar  has  been  added  to  prevent  crys- 
tallization. It  is  quite  possible,  however,  to  find  good  honey  without  this 
addition.  So,  also,  with  certain  spices,  which  are  ground  entire  with  the 
shells  or  hulls;  a  reasonable  percentage  of  such  shells  or  hulls  may  be 
present,  but  a  large  excess  indicates  adulteration,  either  intentional  or 
otherwise.  The  amount  of  adulteration  in  spices  and  in  coffee  compared 
with  that  which  existed  twenty  years  ago  is  very  small,  the  change  in  this 
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class  of  food  having  been  very  largely  wrought  by  the  action  of  the 
law. 

In  the  twenty-eighth  annual  report  of  the  Board  (1896)  a  list  of  certain 
proprietary  medicines  containing  alcohol,  and  certain  other  proprietary 
articles  containing  poisonous  and  injurious  ingredients,  was  published  by 
the  Board.  The  information  thus  published  has  been  sought  for  from  very 
many  sources,  and  the  edition  was  exhausted  in  a  few  years.  Hence  it  has 
seemed  desirable  to  republish  the  information  which  formed  part  of  that 
report  in  a  new  edition,  with  such  additions  of  new  material  of  the  same 
character  as  have  been  made  since  that  time. 

The  addition  of  the  work  of  analyzing  intoxicating  liquors  to  the  work 
of  this  department  by  a  statute  of  1902  has  materially  increased  the  work 
of  the  office  and  rendered  an  additional  appropriation  necessary  for  this 
special  work.  An  account  of  the  work  performed  in  the  laboratory  in  this 
direction  is  appended  to  the  analyst's  report. 

The  following  list  contains  the  names  of  the  cities  and  towns  to  which 
notices  were  sent  on  account  of  adulterated  articles  and  the  number  sent 
to  each :  — 

Cities  and  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Milk  in  1902. 


Attleborough, 8 

Beverly, 9 

Boston, 4 

Brockton, 5 

Brookline, 1 

Cambridge, 15 

Chelsea, 30 

Clinton, 2 

Dedham, 2 

Everett, 10 

Fall  River 14 

Fitch  burg,       .        .        .        .        .7 

Gloucester, 17 

Haverhill 9 

Holyoke, 1 

Hudson, 1 

Hyde  Park, 9 

Ipswich, 1 

Lawrence, 4 

Leominster, 2 

IiOwell, 6 

Maiden, 3 

Marlborough, 2 

Medford 2 

Mil  ford 1 


New  Bedford, . 

.     6 

Newton,  . 

.    15 

Peabody, 
Pittsfield, 

1 
1 

Plymouth, 
Provincetown, 

.      1 
.      3 

Quincy,    . 
Revere,    . 

.      4 
.    12 

Salem, 

.      7 

Somerville, 

.    17 

Springfield, 
Taunton, . 

1 
1 

Waltham, 

3 

Ware, 

.      1 

Wareham, 

1 

Watertown, 

10 

Westborough, 
Westfield, 

1 
1 

Winchester, 

1 

Winthrop, 
Woburn, . 

2 
1 

Worcester, 

10 

Total, 

264 
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Cities  and  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Articles  of 

Food  Other  than  Milk. 


Attleborough, 1 

Ayer 1 

Blackstone,  .        .        .1 

Boston, 26 

Brockton, 2 

Cambridge, 4 

Everett, 1 

Fall  River, 16 

Fitch  burg, 6 

Holyoke, 5 

Hyde  Park, 1 

Ipswich, 1 

Lawrence, 10 

Leominster, 2 

Lowell, 8 


Maiden, 3 

Milford, 1 

New  Bedford, 13 

Newburyport, 2 

Quincy, 2 

Revere, 2 

Salem, 3 

Somerville, 1 

Stoughton, 2 

Wareham, 2 

We8tboro\igh, 1 

Weymouth, 3 

Worcester, 8 

Total, 127 


Cities  and  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Drugs. 


Attleborough, 2 

Ayer, 2 

Boston, 75 

Brockton, 1 

Cambridge, 1 

Chelsea, 1 

Clinton, 1 

Dedham, I 

Everett, 1  , 

Fall  River, 6 

Fitchburg, 4  , 

Haverhill, 2  ! 

Holyoke, 1 

Hyde  Park, 1  ' 

Lawrence, 4 

Lowell, 5 

Lynn, 3 

Maiden, 1 

Maynard, 1 


Melrose, 2 

Milford ..  1 

Needham, 1 

New  Bedford, 3 

Northampton, 4 

Pepperell, 1 

Salem, 4 

Somerville, 3 

Springfield, 1 

Stoneham, 4 

Taunton, I 

Waltham, I 

Ware, 1 

Wareham, 1 

Watertown, 3 

Worcester, 1 

Total, 145 
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Prosecutions. 

The  following  condensed  summary  is  presented  in  accordance  with  the 
custom  which  has  been  followed  in  the  reports  of  the  past  ten  years. 

The  following  table  presents  the  same  figures,  with  the  addition  of  the 
data  relating  to  the  prosecutions  conducted  during  the  year  ended  Sept.  30, 
1902:  — 

Number  of  Complaints  entered  in  Court, 


Year. 


Food  and 

Other  Articles 

(not  Including 

Milk). 


Drags. 


Milk. 


Total. 


Convictions. 


Pines 
Imposed. 


1883, 

1884, 

1885,f 

18864 

1887, 

1888, 

1889, 

1890, 

1891, 

1892, 

1893, 

1894, 

1895, 

1896, 

1897, 

1898, 

1899, 

1900, 

1901, 

1902, 


Total, 


2 
60 
10 
30 
22 
74 
78 
96 
52 
26 
14 
13 

7 

13 
10 
19 
45 
30 
25 


616 


5 

4 

9 

8 

1 

45 

48 

44 

1 

68 

119 

103 

— 

10 

20 

19 

— 

34 

64 

60 

— 

43 

65 

61 

— 

66 

140 

124 

— 

24 

102 

96 

5 

49 

150 

135 

12 

72 

136 

123 

3 

67 

96 

92 

— 

76 

90 

77 

11 

68 

92 

86 

— 

68 

75 

74 

1 

51 

65 

64 

— 

54 

64 

62 

2 

26 

47 

45 

5 

44 

94 

89 

— 

65 

95 

90 

3 

48 

76 

74 

49 

982 

1*647 

1,526 

$2,042  00 

3.889  00 
3,919  00 
2,668  00 
3,661  70 
2,476  00 
2,625  00 
2,895  30 
2,812  20 
2,756  60 
2,060  98 
1,432  66 

1.890  70 
1,*74  70 
2,617  98 

$38,621  82 


*  No  record  kept. 


t  To  May  1,  1886. 


X  Four  months  only. 


Ratio  of  convictions  to  complaints,  92.6  per  cent. 

Note. —  AH  complaints  entered  before  May  1, 1886,  were  under  the  direction 
of  the  Board  of  Health,  Lunacy  and  Charity,  and  all  after  that  date  were  under 
the  direction  of  the  State  Board  of  Health. 

The  number  of  prosecutions  made  against  offenders  during  the  year  was 
76,  and  the  number  of  convictions  74. 


The  following  report  was  transmitted  to  the  Legislature  Jan.  7.,  1903, 
in  compliance  with  the  terms  of  the  statute,  section  7,  chapter  75,  Revised 
Laws :  — 
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Offiob  of  the  State  Board  op  Health, 

State  House,  Boston,  Jan.  7,  1903. 

To  the  Honorable  Senate  and  House  of  Representatives  of  the  Commonwealth  of 

Massachusetts  in  General  Court  assembled. 

The  following  summary  is  made  in  compliance  with  the  provisions  of 
chapter  75  of  the  Revised  Laws,  requiring  the  State  Board  of  Health  to 
44  report  annually  to  the  Legislature  the  number  of .  prosecutions  made 
under  the  provisions  of  the  food  and  drug  acts,  and  an  itemized  account  of 
all  money  expended  in  carrying  out  the  provisions  thereof." 

The  whole  number  of  prosecutions  made  by  authority  of  the  Board  against 
offenders,  under  the  provisions  of  the  food  and  drug  acts,  for  the  year 
ended  Sept.  30,  1902,  was  76. 

The  cities  and  towns  in  which  the  articles  were  sold,  and  in  respect  to 
which  complaints  were  entered  in  court,  the  character  of  the  articles  found 
to  be  adulterated  or  fraudulently  sold,  the  dates  of  the  trials,  and  their 
results,  are  presented  in  the  following  list :  — 

Milk  and  Milk  Products. 
For  Fraudulent  Sales  of  Milk. 

Date.  Rmult. 

30,  1901, Convicted. 

30,  1901 Convicted. 

30,  1901 Convicted. 

16, 1902 Convicted. 

21,  1902 Convicted. 

21,  1902, Convicted. 

17,  1902, Convicted. 

17,  1902, .        .        .        .        .  Convicted. 

17,  1902 Convicted. 

17, 1902 Convicted. 

17,  1902 Convicted. 

16, 1902 Convicted. 

16,  1902, Convicted. 

16,  1902, Convicted. 

24, 1902 Convicted. 

24,  1902, Convicted. 

31, 1902, Convicted. 

29,  1902 Convicted. 

29,  1902, Convicted. 

11, 1902, .        .        .        .        .  Convicted. 

11,  1902, .  .        .        .  Convicted. 

$6,  1902 Convicted. 

26,  1902, Convicted. 

9,1902 Convicted. 

1,  1902, Convicted. 

1,  1902, Convicted. 


Plack. 

Lowell,      .        .        .        .        Oct. 

Lowell, 

Oct. 

Lowell, 

Oct. 

Lowell, 

Jan. 

Lowell, 

Jan. 

Lowell, 

Jan. 

Lowell, 

April 

Lowell, 

April 

Lowell, 

April 

Lowell, 

April 

Lowell, 

April 

Lowell, 

June 

Lowell, 

June 

Lowell, 

June 

Fall  River, 

July 

Fall  River, 

July 

Fall  River, 

July 

Worcester, 

April 

Worcester, 

April 

Salem, 

July 

Salem, 

July 

Beverly,     . 

Aug. 

Beverly,     . 

Aug. 

Somerville, 

Aug. 

Marlborough,    . 

April 

Marlborough,    . 

April 

462 


STATE   BOARD   OP  HEALTH.         [Pub.  Doc. 


Place. 

Chelsea, 

Chelsea, 

Newton, 

Quincy, 

Peabody, 

Peabody, 

Peabody, 

Peabody, 

Acton, 

Middleton, 

Middleton, 

Townsend, 

Dover, 

Needham,  . 

Weston,     . 

Clinton, 

Bedford,    . 

Palmer, 

Westborough, 

Wareham, . 

Milford,     . 

Dedham,    . 


Milk  and  Milk  Products  —  Concluded. 
For  Fraudulent  Sales  of  Milk —  Concluded. 

DATS. 

6,1902,. 


June 

June 

Nov. 

Jan. 

Aug. 

Aug. 

Sept. 

Sept. 

Oct. 

Oct. 

Oct. 

Dec. 

Feb. 


6 
20 
31 
30 
30 
6 
6 
81 
24 
24 
26 
21 


March  26 
March  19 
April  26 
May  13 
May  22 
May  26 
Sept.  2 
Sept.  9 
Sept.     10 


1902, . 
1902, . 
L902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1901, . 
1901, . 
1901, . 
1901, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 
1902, . 


Result. 

Convicted. 

Discharged. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 

Convicted. 


Butter  and  Oleomargarine. 


Fall  River, 

Worcester, 

Worcester, 

Worcester, 

New  Bedford, 

New  Bedford, 

New  Bedford, 

Fitchburg, 

Fitch  burg, 

Waltham,  . 

Waltham,  . 

Springfield, 

Salem, 

Salem, 

Leominster, 


Nov.  23 

June  1 1 

June  11 

Aug.  28 

Sept.  3 

Jan.  28 

March  5 

April  3 

April  3 

May  1 

May  5 

July  24 

Aug.  11 

Aug.  14 

May  28 


1901, Convicted. 

]  902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Convicted. 

1902, Discharged. 

1902, Convicted. 

1902 Convicted. 


New  Bedford, 
Black  stone, 


Molasses. 

Feb.      12,  1902, 
Feb.       6,  1902, 


Convicted. 
Convicted. 


No.  34.]  FOOD  AND  DRUG  INSPECTION.  463 


Cider  Vinegar. 

PLACB.  DAT*.  BMULT. 

New  Bedford,    .        .        .        March  12, 1902, Convicted. 

New  Bedford,    .        .        .        March  12, 1902, Convicted. 

Pepper. 
New  Bedford,   .        .  Nov.       1, 1901, Convicted. 

Maple  Syrup. 
Fitehburg, ....       May     16, 1902, Convicted. 

Drugs. 

Phosphate  of  Soda, 

New  Bedford,    .                        Feb.      19,  1902, .        .                     •   .    Convicted. 
New  Bedford,    .        .        .        Feb.      19, 1902, Convicted. 

Quinine  Pills. 
Boston,      ....        March  15, 1902, Convicted. 

Cases  entered  in  court  bat  not  under  the  food  and  drug  acts :  — 

For  Sale  of  Alcohol  not  of  Standard  Quality. 

Brockton,  ....        Aug.     12, 1902, Convicted. 

Brockton,  ....        Aug.     12, 1902, Convicted. 

Brockton,  ....        Aug.     12,1902,.        .        .        ...    Convicted. 

For  Sale  of  Cloth  containing  Arsenic  in  Excess  of  the  Prescribed  Legal  Limit. 

(Revised  Laws,  chap.  213,  §  8.) 

Boston,      ....        Sept.     19,  1902, Convicted. 

Summary. 

The  number  of  complaints  entered  by  the  State  Board  of  Health  during 
the  year  ended  Sept.  30,  1902,  in  the  courts  of  the  Commonwealth,  against 
parties  for  violation  of  the  statutes  relating  to  food  and  drug  inspection, 
and  other  allied  acts,  was  76.  In  74,  or  97.4  percent.,  of  these  the  parties 
were  convicted,  and  2  were  discharged. 

Of  the  whole  number,  63  were  for  violation  of  the  statutes  relating  to  the 
adulteration  of  milk  and  milk  products,  and  of  this  number  61  resulted  in 
conviction.  The  greater  number  of  these  were  for  violation  of  the  statutes 
providing  that  milk  offered  for  sale  shall  be  of  good  standard  quality.  In 
5  of  the  foregoing  cases  the  complaints  were  made  on  account  of  milk  con- 
taining coloring  matter,  and  in  4,  on  account  of  the  presence  of  formalde- 
hyde, which  had  been  added  for  the  purpose  of  preserving  the  milk. 
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When  coloring  matter  is  added  the  milk  is  usually  otherwise  adulterated 
by  the  addition  of  water,  or  by  the  abstraction  of  cream. 

The  other  articles  of  food  with  reference  to  which  complaints  were  made 
were  as  follows  :  molasses,  2  cases ;  cider  vinegar,  2  cases ;  pepper,  1  case ; 
maple  syrup,  1  case. 

The  complaints  relating  to  drugs  were  for  sales  of  phosphate  of  soda 
containing  arsenic,  and  quinine  pills  which  were  considerably  below  the 
weight  indicated  upon  the  label. 

The  whole  number  of  samples  of  food  and  drugs  examined  in  this  depart- 
ment since  the  beginning  of  work  in  1883  was  138,310,  and  the  number  of 
complaints  entered  in  court  was  1,647. 

The  average  cost  per  sample,  for  collection,  analysis  and  other  work,  has 
been  reduced  from  $2.26  per  sample  in  1883  to  $1.12  in  1902. 

The  following  list  presents  the  total  solids  in  each  of  the  samples  of  milk 
upon  which  complaints  were  founded,  so  far  as  records  of  the  same  were 
kept : — 

10.40 
10.42 
10.53 
10.75 
10.76 
10.79 
10.80 
10.87 

The  total  number  of  samples  of  food  and  drugs  examined  during  the 
year  was  as  follows :  — 

Milk 6,256 

Other  articles  of  food,  including  207  samples  of  butter  and  cheese,   .  3,090 

Drugs 1,124 

Total 10,470 

Total  expense  of  collection,  examination  and  prosecution,  .        .  f  11,700  23 

Average  expense  per  sample  collected, 1  12 

In  addition  to  the  foregoing,  there  were  also  examined  29  samples  of 
wall  papers  and  fabrics,  under  the  act  relating  to  arsenic  (chapter  213, 
section  8,  Revised  Laws).  Of  these,  9  samples  contained  arsenic  beyond 
the  limit  defined  by  the  statute. 

Under  the  act  requiring  the  Board  to  assume  the  duty  of  liquor  inspection 
(chapter  110,  Acts  of  1902),  there  were  also  examined  107  samples  of 
liquors,  which  were  submitted  to  the  Board  for  inspection. 


7.50 

9.46 

7.92 

9.63 

8.50 

9.84 

8.80 

9.94 

8.80 

10.09 

8.88 

10.27 

9.00 

10.27 

9.46 

10.30 

10.91 

11.34 

10.93 

11.40 

10.97 

11.44 

11.07 

11.46 

11.15 

11.60 

11.15 

11.66 

11.27 

11.33 
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Fines. 

The  amount  of  fines  paid  into  the  treasuries  of  counties,  cities  and  towns, 
under  the  provisions  of  the  general  and  special  acts  relating  to  food  and 
drags  and  other  articles  was  as  follows :  — . 


Fines  paid  for  violation  of  the  acts  relating  to  milk  and  milk  prod- 
ucts upon  cases  entered  during  the  year  ended  Sept.  30, 1902, 

Under  other  laws  relating  to  food,  and  other  articles  liable  to  inspec- 
tion,     


$1,780  98 
887  00 


Total |2,617  98 


The  whole  amount  of  fines  imposed  since  the  beginning  of  the  enforce- 
ment of  the  acts  relating  to  food  and  drug  inspection,  to  Sept.  30,  1902, 
was  $39,621.82. 

Expenditures 

Under  the  Provisions  of  the  Food  and  Drug  Ads  during  the  Tear  ended  Sept.  30> 

1902. 


Fob  thb  Enforcement  or  the  Statutes 

ulatimo  to  Food  akd  Drxjq 

Inspection. 


Relative  to  Milk 
and  Milk  Products. 


Relative  to  Other 

Kinds  of  Food  and 

Drags. 


Salaries  of  analysts, 

Salaries  of  inspectors, 

Travelling  expenses  and  purchase  of  samples, 
Apparatus  and  chemicals,     .... 

Printing, 

Services  (cleaning  laboratory),    . 

Express  and  postage, 

Sundry  laboratory  expenses, 

Books, 

Extra  services  (stenographer),     . 


Total, 


|2,734  01 

2,772  00 

1,180  08 

167  84 

15  10 

66  65 

47  51 

27  36 

9  60 


$7,020  15 


f  1,822  65 

1,848  00 

786  72 

111  90 

10  06 

37  35 

7  08 

31  68 

18  24 

6  40 


$4,680  08 
7,020  15 


•11,700  23 


SAMUEL  W.  ABBOTT,  Secretary. 
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By  Albert  E.  Leach. 
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REPORT  OF  THE  ANALYST. 


By  Albert  E.  Leach. 


Dr.  S.  W.  Abbott,  Secretary  of  the  State  Board  of  Health. 

Dear  Sir:  —  I  herewith  submit  my  report  on  the  analyses  of  food  and 
drags  for  the  year  ending  Sept.  30,  1902. 

The  character  of  the  samples  submitted  for  analysis  varies  but  little 
from  year  to  year.  This  is  largely  due  to  the  fact  that  only  the  suspected 
varieties  are  as  a  rule  examined,  long  experience  having  shown  the  par- 
ticular kinds,  both  of  foods  and  of  drugs,  most  liable  to  adulteration.  New 
adulterants  are,  however,  from  time  to  time  encountered,  and  more  skill 
is  now  shown  than  ever  before  in  the  preparation  of  fraudulent  brands. 

Milk. 

In  accordance  with  the  custom  of  the  past  nineteen  years  in  this  depart- 
ment, the  percentage  of  total  solids  in  all  the  samples  collected  has  been 
determined.  In  the  earlier  years  of  milk  inspection,  when  fewer  samples 
were  collected,  all  were  also  examined  for  fat.  In  recent  years  it  has  been 
found  sufficient  to  make  a  determination  of  fat  in  such  samples  only  as  have 
been  found  below  12  percent,  in  solids.  Methods  employed  in  this  labora- 
tory for  the  analysis  of  milk,  including  the  detection  of  colors  and  preserva- 
tives, have  been  given  in  full  in  the  analyst's  reports  for  the  last  four  years. 

During  the  present  year  a  new  form  of  milk  container  has  been  adopted 
for  the  use  of  the  inspectors  in  collecting  samples.  This  consists  of  a  wide- 
mouthed,  cylindrical,  eight-ounce  bottle  of  flint  glass,  about  five  inches  in 
height,  fitted  with  a  pure  rubber  stopper  and  having  a  square  ground  panel 
on  the  side,  in  which  the  number  of  the  sample  may  be  conveniently  written, 
thus  doing  away  with  the  use  of  tags  and  adhesive  labels. 

The  usual  statistics  showing  the  geographical  distribution  of  milk  samples 
collected  and  examined  during  the  year,  with  the  results  of  the  analysis, 
are  summarized  as  follows :  — 
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Milk  from 

Cities. 

ClTUfi. 

Number     above 
Standard. 

Number    below 
Standard. 

Total  Samples  col- 
lected. 

Per    Cent,    below 
Standard. 

Total  Solids  In  Low- 
est 8ample. 

Number  of  Skimmed 
Samples. 

Number  of  Samples 
colored  with  An- 
natto. 

Number  of  Samples 
colored  with  Ani- 
line Orange. 

Number  of  Samples 
preserved     with 
Formaldehyde. 

Number  of  Samples 
prt+erred      with 
Borlo  Add. 

Boston,  . 

171 

67 

288 

28.1 

10.18 

- 

- 

- 

- 

- 

Brockton, 

116 

42 

158 

27.2 

11.00 

- 

- 

- 

- 

- 

Cambridge,    . 

174 

158 

827 

46.8 

10.60 

- 

- 

- 

- 

- 

Chelsea, . 

172 

151 

328 

46.6 

8.28 

- 

- 

- 

- 

2 

Everett, . 

128 

60 

188 

81.9 

10.20 

1 

- 

- 

1 

- 

Fall  River,     . 

78 

28 

101 

27.9 

11.12 

- 

- 

- 

8 

- 

Fltohburg, 

87 

24 

111 

21.8 

8.40 

4 

- 

- 

- 

- 

Gloucester, 

175 

77 

252 

81.5 

9.47 

- 

8 

- 

- 

- 

Haverhill, 

183 

46 

179 

25.6 

10.60 

- 

- 

- 

- 

- 

Lawrence, 

129 

95 

224 

42.4 

8.80 

6 

- 

- 

- 

- 

Lowell,  . 

75 

89 

164 

54.8 

9.20 

8 

- 

9 

- 

- 

Lynn, 

9 

6 

15 

40.0 

11.55 

- 

- 

- 

- 

- 

Maiden,  . 

188 

59 

192 

85.4 

10.89 

- 

- 

- 

- 

- 

Marlborough, 

39 

18 

52 

25.0 

9.40 

2 

- 

- 

- 

- 

Melrose, 

7 

8 

16 

58.8 

10.00 

- 

- 

- 

- 

- 

Medford,        -       . 

64 

42 

106 

39.6 

11.27 

- 

- 

- 

- 

- 

New  Bedford, 

92 

49 

141 

84.6 

9.82 

2 

- 

- 

2 

- 

Newburyport, 

120 

20 

140 

14.8 

11.18 

- 

- 

- 

- 

- 

Newton, 

118 

86 

154 

28.8 

8.50 

1 

- 

- 

- 

- 

Quincy,  . 

62 

24 

86 

27.9 

9.26 

- 

- 

- 

- 

- 

Salem,    . 

189 

49 

188 

26.0 

10.00 

- 

- 

- 

8 

- 

Somerville, 

281 

158 

889 

40.6 

10.28 

8 

- 

- 

- 

4 

Tannton, 

59 

8 

67 

11.9 

8.87 

2 

- 

•  - 

- 

• 

Waltbam, 

75 

89 

114 

84.1 

9.87 

- 

- 

- 

- 

- 

Woburn, 

25 

85 

60 

58.8 

8.79 

- 

- 

- 

- 

- 

Worcester, 

226 

71 

297 

23.9 

7.50 

2 

- 

- 

- 

- 

Summary 

i       < 

2,836 

1,445 

4,281 

88.7 

7.50 

26 

8 

9 

19 

6 
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Milk  from  Towns. 


Towns. 

Namber     above 
Standard. 

Number     below 
Standard. 

Total  8amplea  col- 
lected. 

Per    Cent    below 
Standard. 

Total  Solids  In  Low- 
est Sample. 

Namber  of  Skimmed 
Samples. 

Number  of  Samples 
colored  with  An 
natto. 

Namber  of  Samples 
colored  with  Ani- 
line Orange. 

Nomber  of  Samples 
preserved     with 
Formaldehyde. 

Number  of  Samples 
preserved     with 
Boric  Acid. 

Attieborough, 

94 

86 

129 

26.9 

9.88 

6 

- 

1 

• 

5 

Arlington, 

86 

10 

46 

21.8 

11.47 

- 

- 

- 

2 

- 

Beverly, 

18 

20 

88 

52.6 

10.88 

- 

- 

1 

1 

- 

Brookline, 

110 

22 

182 

16.7 

11.60 

- 

- 

- 

- 

- 

Clinton,  . 

25 

10 

86 

28.6 

9.17 

3 

- 

- 

- 

• 

Dedham, 

77 

16 

02 

16.2 

11.48 

- 

- 

- 

- 

- 

Framingham, 

10 

- 

10 

0.0 

12.40 

- 

- 

- 

- 

- 

Hudson, . 

7 

8 

10 

80.0 

12.20 

- 

- 

- 

- 

- 

Hyde  Park,    . 

67 

28 

95 

29.4 

10.40 

- 

- 

- 

- 

- 

Ipswich, 

0 

8 

17 

41.2 

11.07 

- 

•• 

- 

- 

- 

Leominster,  . 

23 

6 

29 

20.7 

11.66 

2 

- 

- 

- 

- 

Manchester,  . 

10 

1 

11 

9.9 

10.69 

- 

- 

•• 

2 

- 

Mlddleton,     . 

- 

8 

8 

100.0 

11.63 

- 

- 

- 

8 

• 

Milford, . 

76 

8 

79 

8.8 

12.60 

- 

- 

- 

- 

• 

Natick,  . 

17 

1 

18 

5.6 

10.44 

- 

- 

- 

- 

• 

Peabody, 

44 

12 

56 

18.2 

10.60 

- 

- 

2 

2 

- 

Plymouth, 

14 

- 

14 

0.0 

12.60 

- 

- 

- 

- 

- 

Provincetown, 

48 

2 

46 

4.4 

10.80 

- 

- 

- 

- 

8 

Revere,  . 

08 

66 

148 

87.1 

7.87 

- 

- 

- 

- 

- 

Salisbury, 

15 

- 

15 

0.0 

12.51 

- 

- 

- 

- 

- 

Stoneham, 

12 

8 

15 

20.0 

10.92 

2 

- 

- 

- 

- 

Stoughton,     . 

64 

20 

74 

27.1 

11.64 

- 

- 

- 

- 

- 

Bwampacott,  . 

10 

- 

10 

0.0 

12.18 

- 

- 

- 

- 

- 

Watertown,  . 

60 

40 

90 

44.4 

9.29 

- 

- 

- 

- 

• 

Westborongh, 

24 

2 

26 

7.7 

12.20 

- 

- 

- 

— 

- 

Weymouth,   . 

20 

8 

28 

18.0 

12.02 

- 

- 

- 

- 

- 

Whitman,      . 

14 

- 

14 

0.0 

12.65 

- 

- 

- 

- 

• 

Winchester,  . 

- 

4 

4 

100.0 

10.71 

- 

- 

- 

- 

• 

Wareham, 

20 

5 

26 

20.0. 

10.68 

- 

- 

- 

- 

- 

Winthrop,      . 

64 

15 

69 

21.7 

11.68 

- 

- 

- 

- 

- 

Summary, 

1,046 

826 

1,872 

28.8 

7.87 

13 

- 

4 

10 

8 
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Milk  from  Suspected  Producers. 


LOCAXITT. 


Number 

above 

Standard. 


Number 

below 

Standard. 


Total 
Samples 
collected. 


Per  Cent. 

below 
Standard. 


Total 
Solids  tn 
Lowest 
Sample. 


Aoton, 
Bedford,     . 
Boylaton,    . 
Concord,     . 
Dover, 
Holllston,   . 
Leominster, 
Need  ham,  . 
Norwood,  . 
Boslindale, 
Sudbury,    . 
Town  send, . 
Wayland,  . 
Westborough, 
Warren, 
Weston,      . 
Weatwood, 
Summary, 


6 
8 

17 
8 

14 
6 
5 


74 


19 

4 

15 

10 

8 

7 

26 
3 


4 

8 
15 

6 
19 

4 


148 


19 

9 

15 

14 

8 

7 

6 

84 

20 

8 

14 

10 

8 

15 

6 


217 


100.0 
44.4 

100.0 
71.4 

100.0 

100.0 

0.0 

76.4 

15.0 

0.0 

0.0 

40.0 

87.5 

100.0 

100.0 
95.0 

100.0 


65.9 


9.68 

8.80 

7.72 

11.27 

10.87 

9.82 

12.49 

9.84 

11.74 

12.00 

12.27 

10.79 

12.87 

7.92 

10.97 

10.00 

12.82 


7.72 


Summary  of  Milk  Statistics. 


Nnmber    above 
Standard. 

Number     below 
Standard. 

Total   Samples  col- 
lected. 

Per   Cent,    below 
Standard. 

Total  Solids  In  Low- 
est Sample. 

Number  of  Skimmed 
Samples. 

Number  of  Samples 
colored  with  An- 
natto. 

Nnmber  of  Samples 
colored  with  Ani- 
line Orange. 

9""  • 
«    5 

00      £ 

*•£  2 

Jojg 

a  oh 

•  £3 

SB 

Oltiea,     .... 

Town* 

Suspected  producers,   . 

2,836 

1,046 

74 

1,445 
326 
148 

4,281 

1,872 

217 

88.7 
28.8 
65.9 

7.50 
7.87 
7.72 
7.72 

26 

18 

8 

9 
4 

19 
10 

6 
8 

Summary,       • 

8,966 

1,914 

5,870 

32.6 

89 

8 

18 

29 

14 

The  following  table  shows  the  character  of  the  milk  by  months,  being 
practically  a  summary  of  the  twelve  monthly  reports  previously  presented 
to  the  Board  :  — 
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Quality  of  Milk  by  Months. 


o 


a 

► 

o 


A 

a 
s 

Q 


9 


I 


« 

a 
a 


K 

a 


a 

V 

I 


i 

e 


Number  having  more  then  15  per  cent,  of 

total  solids,  .  .... 

Number  having  between  14  and  15  per  cent. 

of  total  solid* 

Number  having  between  13  and  14  per  eent. 

of  total  solldi,      ...... 

Number  having  between  12  and  13  per  eent. 

of  total  solids, 

N amber  having  between  11  and  12  per  eent. 

of  total  solid* 

Number  hiving  between  10  and  11  per  eent. 

of  total  aolidt, 

Number  having  between  9  and  10  per  eent. 

of  total  solids 

Number  having  between  8  and  9  per  eent 

of  total  solids, 

Number  having  less  than  8  per  cent,  of  total 

solids, 

Number  of  samples  of  skimmed  milk  above 

the  standard,       ...... 

Number  of  samples  of  skimmed  milk  below 

the  standard, 


10 

54 

175 

240 

66 

18 

7 

1 


8 


30 

65 

231 

183 

18 
15 

4 
1 


27 

67 

176 

141 

20 

10 

4 


25 

56 

190 

184 

80 

6 


11     15 


80 

136 

203 

42 

14 

3 


36 

164 

223 

43 

30 

6 

2 

2 

5 

9 


14 

5 

17 

17 

14 

31 

26 

85 

23 

80 

186 

187 

156 

103 

96 

249 

215 

277 

285 

248 

53 

59 

47 

54 

74 

7 

19 

10 

10 

18 

14 

11 

5 

2 

11 

8 

8 

- 

1 

1 

1 

1 

- 

1 

- 

8 

2 

2 

- 

1 

1    10 

1 

- 

3 

' 

2 

7 

24 

112 

247 

43 

16 

9 

1 

1 
4 


192 
466 

1,811 

2,600 

549 

222 
76 
18 
5 
21 
37 


The  number  of  samples  of  artificially  colored  milk  (17)  collected  daring 
the  present  year  is  considerably  less  than  for  any  year  since  1894.  Sam- 
ples of  colored  milk  were  found  in  Gloucester,  Lowell,  Attleborough,  Clin- 
ton and  Leominster,  all  being  below  the  standard. 

Milk  with  added  preservatives  was  collected  in  Chelsea,  Everett,  New 
Bedford,  Salem,  Somerville,  Arlington,  Beverly,  Manchester,  Middleton 
and  Peabody.  Samples  of  colored  milk  are  usually  found  to  be  below  the 
standard,  it  being  deemed  necessary  to  add  the  color  in  order  to  conceal 
evidence  of  watering.  The  reverse  is  more  often  true  with  regard  to  pre- 
servatives, as  shown  by  the  fact  that  out  of  43  samples  of  milk  containing 
preservatives  31  were  above  the  standard. 

The  following  table  shows  the  character~and  extent  of  artificial  colors 
used  in  Massachusetts  during  the  last  nine  years :  — 

Artificial  Color  in  Milk. 


Ybab. 


Number  of 

Number  of 

Number 

Samples 

Colored 

containing 

analyzed. 

Samples. 

Annatto. 

i 

1 

8,561 

16 

16 

8,794 

88 

84 

4,484 

45 

39 

6,046 

54 

60 

>           6,247 

87 

29 

6,186 

23 

28 

>           6,232 

67 

20 

6,109 

46 

16 

5,870 

17 

3 

48,619 

343 

229 

Number 

containing 

Orange 

Aniline. 


Number 

containing 

Caramel. 


1894, 
1896, 
1896, 
1897, 
1898, 
1899, 
1900, 
1901, 
1902, 


Totals, 


4 
6 
4 

2 

43 
81 
14 

104 


6 

4 

10 
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Artificial  coloring  in  milk  is  usually  apparent  to  the  practised  eye,  espe- 
cially after  the  cream  has  risen,  by  reason  of  the  fact  that,  unlike  the 
natural  color  of  milk,  it  is  not  confined  to  the  fat,  but  is  distributed  through 
the  entire  mass.  This  is  more  readily  evident  when  glass  bottles  are  used 
as  containers.  Thus  the  observing  analyst  can,  in  many  cases,  detect  sus- 
picious samples  during  the  process  of  analysis  for  total  solids,  reserving 
them  for  subsequent  analysis  for  color.  Unlike  added  color,  there  is 
nothing  in  the  physical  appearance  of  milk  to  suggest  the  presence  of 
preservatives,  nor  are  they  rendered  apparent  to  the  taste  or  smell,  if  skil- 
fully used.  For  this  reason,  and  on  account  of  the  increased  tendency  of 
late  years  to  use  preservatives,  especially  during  the  summer  season,  it  has 
been  our  practice  during  the  months  of  June,  July,  August  and  September 
to  examine  all  the  samples  of  milk  collected  for  the  presence  of  the  com- 
monly used  preservatives,  namely,  formaldehyde,  boric  acid  and  sodium 
carbonate. 

The  following  table  shows  in  a  summarized  form  the  extent  to  which 
these  preservatives  have  been  found  in  milk  examined  during  the  summer 
seasons  of  the  past  five  years  :  — 

Preservatives  in  Milk. 


Yrar. 


Samples 
examined. 


Number 

containing 

Formaldehyde. 


1898,      . 

1,046 

1899,      . 

2,105 

1900,      . 

2,018 

1901,      . 

2,154 

1902,      . 

1,934 

ToUli,   . 

9,257 

26 
56 
61 
42 
29 


218 


Per  Cent 

containing 

Formaldehyde. 

Number 
containing 
Boric  Acid. 

Per  Cent, 
containing 
Boric  Acid. 

Number 
containing 
Carbonate. 

2.5 
2.6 
8.0 
1.9 
1.5 


2.8 


Total 
containing . 
PreaerratiTe 


11 

1.0 

4 

18 

0.6 

8 

6 

0.3 

- 

12 

0.6 

- 

14 

0.7 

- 

56 

0.6 

7 

41 
71 
67 
54 
48 


376 


As  a  possible  clue  to  the  presence  of  coloring  matter  as  well  as  preserva- 
tives in  milk,  information  given  by  the  inspector  at  the  time  the  samples 
are  handed  to  the  analyst  may  frequently  prove  helpful.  For  instance, 
there  are  certain  localities  in  which  the  use  of  color  or  preservative  seems 
to  be  more  prevalent  than  elsewhere,  so  that  a  hint  from  the  inspector 
warning  the  analyst  to  look  for  a  particular  form  of  adulterant  known  to 
be  common  to  the  locality  from  which  the  milk  has  been  collected  is  often 
of  assistance. 

Even  in  the  winter  months  the  analyst  is  on  the  lookout  for  preservatives 
in  such  suspected  samples,  and  should  make  examination  for  them.  For- 
maldehyde and  boric  acid,  by  reason  of  their  cheapness  and  efficiency, 
excel  all  other  antiseptics  as  milk  preservatives,  and  are  consequently,  of 
all  others,  the  most  used  for  this  purpose.     If  there  is  still  reason  to  sas- 
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pect  the  presence  of  a  preservative  in  milk  after  tests  have  proved  the 
absence  of  the  above  commonly  used  preservatives,  benzoic  and  salicylic 
acids  should  be  looked  for,  although  they  are  not  considered  ideal  milk 
preservatives.  Indeed,  in  the  case  of  salicylic  acid,  a  distinct  sweetish 
taste  is  imparted  to  the  milk  containing  it,  especially  after  standing  for 
some  time.  In  order  to  detect  these  preservatives  the  following  methods 
are  employed. 

Benzoic  Acid.  —  Add  5  cubic  centimeters  of  dilute  hydrochloric  acid  to  50 
cubic  centimeters  of  the  milk  in  a  flask  and  shake  to  curdle.  Then  add 
150  cubic  centimeters  of  ether,  cork  the  flask  and  shake  well.  Break  up 
the  emulsion  which  forms  by  aid  of  a  centrifuge,  or,  if  the  latter  is  not 
available,  extract  the  curdled  milk  by  gently  shaking  with  successive  por- 
tions of  ether,  avoiding  the  formation  of  an  emulsion.*  Transfer  the  ether 
extract  (evaporated  to  small  volume,  if  large  in  bulk)  to  a  separatory  fun- 
nel, and  separate  the  benzoic  acid  from  the  fat  by  shaking  out  with  dilute 
ammonia,  which  takes  out  the  former  as  ammonium  benzoate.  Evaporate 
the  ammonia  solution  in  a  dish  over  the  water  bath  till  all  free  ammonia 
has  disappeared,  but  before  getting  to  dryness  add  a  few  drops  of  ferric 
chloride  reagent.  The  characteristic  flesh-colored  precipitate  indicates 
benzoic  acid.  Care  should  be  taken  not  to  add  the  ferric  chloride  till  all 
the  ammonia  has  been  driven  off,  otherwise  a  precipitate  of  ferric  hydrate 
is  formed. 

Salicylic  Acid.  —  Proceed  exactly  as  directed  for  benzoic  acid.  On 
applying  the  ferric  chloride  to  the  solution  after  evaporation  of  the  am- 
monia, the  well-known  violet  color  indicates  salicylic  acid  when  present. 

Erratum  from  the  1901  report  for  the  method  of  determining  milk  sugar, 
on  page  443,  line  16,  for  "  200  "  read  "  100." 

Condensed  Milk. 

Twenty-three  new  brands  of  condensed  milk  have  been  examined  during 
the  year,  and  40  brands  the  full  analyses  of  which  have  been  given  in  past 
reports.  Six  of  these  brands  are  shown  on  analysis  to  have  been  prepared 
from  skimmed  milk,  being  decidedly  deficient  in  fat.  We  have  adopted 
the  custom  of  making  full  analysis  only  of  the  new  brands,  while  the  old 
ones  are  simply  submitted  to  an  examination  for  fat  and  ash.  Full  methods 
for  the  analysis  of  condensed  milk  were  given  in  the  analyst's  previous 
reports.  A  new  method  for  computing  the  fat  in  the  original  milk  has 
recently  been  adopted,  by  which  the  calculation  may  be  made  without  a 
complete  analysis  of  the  sample,  by  simply  determining  the  fat  and  ash. 

Assuming  .70  per  cent,  as  the  ash  of  pure  milk,  the  factor  representing 

the  "  number  of  times  condensed  "  is  found  by  dividing  the  ash  of  the  con- 

• 

*  A  volume  of  ether  largely  Id  excese  over  that  of  the  curdled  milk  haa  been  found  to  be  leaa  apt  to 
form  an  obatinate  emulaion. 
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densed  milk  by  .7.  The  "  fat  in  the  original  milk  "  as  thus  calculated  is  of 
course  an  arbitrary  factor,  and  is  useful  only  in  deciding  whether  or  not 
skimmed  milk  has  been  used  in  preparing  the  sample.  By  assuming  the 
highest  reasonable  figure  for  the  ash  of  natural  milk,  it  is  readily  seen  that 
the  highest  result  is  obtained  for  the  fat  in  the  original  milk,  and  hence  the 
benefit  of  any  doubt  is  given  to  the  manufacturer. 

The  ash  of  the  condensed  milk  sample  is  conveniently  obtained  by  evapo- 
rating to  dryness  12.5  cubic  centimeters  of  the  40  per  cent,  aqueous  solu- 
tion of  the  sample  which  forms  the  basis  of  the  various  determinations,  this 
volume  corresponding  to  5  grams  of  the  sample.  The  residue  is  then 
incinerated  in  the  muffle,  cooled  and  weighed.  If  the  fat  in  the  original 
milk  as  above  calculated  is  found  to  be  much  below  3  per  cent.,  there  is 
evidence  to  show  that  skimmed  milk  has  been  used.  This  method  of  pro- 
cedure is  considered  more  accurate  than  that  hitherto  adopted  for  calculat- 
ing the  fat  in  the  original  milk,  since  the  milk  ash  is  a  more  constant  factor 
than  the  percentage  of  solids  not  fat  on  which  the  old  method  was  based. 
In  the  case  of  cheese,  it  is  safe  to  assume  that  skimmed  milk  has  been  used 
for  its  preparation  when  the  proteids  exceed  the  fat.  This  rule,  however, 
does  not  apply  in  the  case  of  condensed  milk,  as  will  be  seen  by  reference 
to  the  tables. 

Condensed  Milk. 


Brand. 
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Gray's,  . 
Cow  Boy, 
Success, 
Chariot,  . 
Ball, 

Eclipse,  Jr ,. 
Express, 
Table,    . 
Lennox, 
Silver  Cord, 
Ensign,  . 
Magnolia, 
Moosehead, 
Pine  Tree, 
Defiance, 
Pennant, 
Up-to-Date, 
Connor's, 
Dr.  Hand's, 
Crest,     . 
Btag,      . 
Oxford, . 
Stag,      . 
Challenge, 


72.21 
72.01 
71.02 
70.71 
71.65 
73.48 
71.03 
74.45 
00.29 
71.03 
73.83 
78.72 
71.30 
73.87 
72.03 
73.95 
70.52 
70.29 
73.25 
74.40 
73.00 
68.61 
73.85 
73.78 


27.79 
27.99 
28.98 
29.29 
28.46 
26.52 
28.03 
25.55 
80.71 
29.97 
26.17 
26.27 
28.64 
26.33 
27.07 
26.05 
29.48 
29.71 
26.76 
25.54 
27.00 
31.39 
26.15 
26.22 


35.04 
29.73 
27.83 
80.05 
28.16 
81.32 
30.60 
29.48 
27.49 
30.84 
28.02 
28.23 
30.01 
31.55 
85.97 
26.72 
28.21 
27.96 
29.78 
81.46 
28.18 
32.46 
29.72 
29.30 


37.04 
42.28 
43.19 
40.66 
48.40 
42.16 
40.43 
44.97 
41.80 
40.19 
45.81 
45.49 
41.35 
42.12 
86.96 
47.23 
42.31 
42.33 
43.47 
43.00 
44.82 
36.15 
44.13 
44.48 


12.81 

9.30 

7.98 

10.30 

9.30 

12.88 

10.15 

11.16 

9.06 

11.17 

7.98 

8.87 

9.75 

10.47 

13.96 

9.58 

8.87 

7.44 

11.16 

11.76 

9.68 

16.75 

10.16 

9.68 


9.41 

8.08 

7.56 

7.77 

6.84 

7.01 

9.60 

7.47 

7.96 

9.44 

9.66 

9.05 

10.19 

10.95 

12.12 

7.81 

9.86 

11.03 

9.00 

10.26 

9.99 

7.22 

11.36 

12.46 


11.62 

10.80 

10.67 

10.44 

10.44 

10.08 

9.36 

9.27 

8.82 

8.73 

8.64 

8.66 

8.66 

8.38 

8.28 

7.92 

7.92 

7.92 

7.92 

7.74 

7.66 

6.84 

6.84 

6.76 


1.43 
1.65 
1.72 
1.54 
1.57 
1.35 
1.49 
1.58 
|  1.67 
,  1.50 
1.75 
1.76 
1.52 
1.75 
1.67 
1.41 
1.56 
1.57 
1.70 
1.71 
1.05 
1.66 
1.58 
1.60 


6.64 

4.32 

3.15 

4.75 

4.65 

6.22 

4.07 

4.12 

3.69 

3.67 

3.60 

4.04 

8.64 

3.35 

2.75 

3.96 

3.63 

3.44 

3.37 

3.17 

8.40 

2.91 

2.79 

2.44 


Evaporated  Cream. 


Pet, 
Imperial, 


27.62 


72.48 


26.78 


1.74 


8.99 


8.39 


i    6.97 
12.80 


1.43 
1.38 


3.40 
6.40 
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Condensed  Milk. 


Bravd. 

• 

< 

Fat  in  Original 
Milk. 

Bkakd. 

* 

• 

-< 

Fat  in  Original 
Milk. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

Per  Cent. 

Purity, 

10.31 

1.60 

4.62 

Dixie,    . 

9.00 

- 

- 

Success,               • 

10.26 

1.70 

4.22 

Ruatic,  . 

8.82 

1.88 

4.48 

Vermont, 

10.17 

1.43 

4.98 

Wind  Mill,    . 

8.82 

1.42 

4.88 

Tip  Top,      . 

0.90 

1.49 

4.66 

Dlrigo,  . 

8.82 

1.47 

4.20 

Nettle's  Bwiea,   . 

9.72 

1.44 

4.70 

Challenge,     . 

8.82 

1.67 

8.98 

Bom,    . 

9.72 

1.96 

8.47 

Ruby,    . 

8.68 

1.40 

4.88 

Tip  Top,      . 

9.6S 

- 

- 

Dime,    . 

8.42 

1.62 

3.88 

Liberty, 

9.64 

1.48 

4.62 

Standard, 

8.87 

1.89 

4.21 

Defiance, 

9.54 

1.79 

8.47 

Ruatic,  . 

8.28 

1.48 

3.94 

Beacon, 

9.80 

1.60 

4.06 

Dairy,   . 

8.28 

1.65 

8.72 

Dixie,  . 

9.83 

- 

- 

Connor, 

8.10 

1.67 

8.60 

Cow  Boy,     . 

9.27 

1.60 

4.07 

Jersey, . 

8.10 

1.47 

3.86 

Windmill,    . 

9.18 

1.62 

8.96 

<  Eclipse  Junior,    . 

8.10 

1.67 

3.38 

Eagle,  . 

9.18 

1.68 

8.95 

Grandmother's,   . 

7.74 

1.74 

8.09 

Tip  Top,      . 

9.18 

- 

- 

i 
Ensign, . 

7.66 

1.57 

8.87 

Jersey, 

9.00 

1.40 

4.60 

Vermont, 

7.38 

1.65 

3.36 

Champlaln, . 

9.00 

1.60 

4.09 

'  Lone  Star.    . 

7.20 

1.^4 

3.41 

J.  B.  Smith, 

9.00 

1.60 

8.91 

Pennant, 

7.20 

1.66 

3.08 

Milk  Maid,  . 

9.00 

1.82 

8.46 

Leader,. 

6.78 

1.73 

2.87 

Dairy,  . 

.  9.00 

- 

- 

Vermont, 

6.66 

1.66 

2.82 

Butter. 

Oat  of  165  samples  examined,  41  were  classed  as  adulterated.  Of  these 
15  samples  were  oleomargarine  and  26  were  renovated  butter.  Methods 
for  the  detection  of  renovated  butter  were  given  quite  fully  in  the  analyst's 
report  for  last  year. 

Increased  experience  with  the  "  foam  "  test  has  proved  its  reliability  in 
distinguishing  between  pure  butter  on  the  one  hand  and  renovated  butter 
or  oleomargarine  on  the  other.  The  "  foam  "  test  certainly  furnishes  con- 
clusive evidence,  even  though  it  may  not  be  considered  scientific.  The 
writer  has  found  the  Waterhouse  test  to  be  very  reliable  as  a  means  for 
distinguishing  between  the  three  products,  pure  butter,  renovated  butter 
and  oleomargarine,  when  carried  out  in  the  following  manner :  — 

The  Waterhouse  or  Milk  Test.*  —  This  test  is  based  on  the  assumption 


*  Parsons,  Journal  American  Chemical  Society,  28, 1901,  page  200. 
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that  butter  fat,  which  is  in  itself  exclusively  the  product  of  milk,  will 
mingle  intimately  with  milk  when  added  thereto  in  a  melted  condition 
and  cooled  therein,  while  oleomargarine,  being  foreign  to  milk  fat,  will, 
under  like  conditions,  refuse  to  diffuse  itself  naturally  in  milk  as  a  medium. 
About  50  cubic  centimeters  of  sweet  skimmed  milk  are  heated  nearly  to 
boiling  in  a  beaker,  and  from  5  to  10  grams  of  the  sample  to  be  tested  are 
added.  The  mixture  is  then  stirred,  preferably  with  a  small  wooden  stick, 
until  the  fat  is  melted.  The  beaker  is  then  placed  in  a  dish  of  ice- water 
and  the  stirring  continued  till  the  fat  reaches  the  solidifying  point,  at 
which  limit,  if  the  sample  is  oleomargarine,  the  fat  can  readily  be  collected 
by  the  stirrer  into  one  lump,  but  if  it  is  butter  it  cannot  be  collected,  but 
remains  in  a  granulated  condition,  distributed  through  the  milk  in  small 
particles.  It  is  not  necessary  to  keep  up  the  stirring  through  the  entire 
time  of  cooling,  but  to  begin  stirring  before  the  fat  starts  to  solidify,  which 
should  require  from  ten  to  fifteen  minutes  after  the  mixture  is  placed  in 
the  ice- water.  This  test,  if  carefully  carried  out,  shows  a  marked  distinction 
between  butter  (whether  pure  or  renovated)  and  oleomargarine.  Under 
certain  conditions,  as  when  cooling  is  too  rapid,  samples  of  renovated  butter 
fat  will  sometimes  show  a  slight  tendency  to  clot  together,  as  in  the  case 
of  oleomargarine,  but  to  no  such  extent  as  the  latter.  Not  only  does  it 
identify  oleomargarine  from  butter,  but  in  nearly  every  case  renovated 
butter  can  be  distinguished  from  genuine.  As  a  rule,  genuine  butter  fat, 
even  after  cooling  to  the  solidifying  point,  shows  the  greatest  tendency  to 
emulsionize  with  the  milk  when  stirred,  without  as  a  rule  adhering  to  the 
wooden  rod,  and  is  very  slow  to  come  to  the  surface  when  the  stirring  is 
stopped.  Renovated  butter  fat,  when  stirred  in  the  cooled  milk,  immedi- 
ately gathers  in  a  film  on  the  surface  of  the  milk  when  the  stirring  is 
stopped,  but  without  emulsionizing.  While  it  does  not  clot  together  like 
oleomargarine,  it  tends  to  adhere  slightly  to  the  wooden  rod. 

Uhcolored  Oleomargarine.  —  Since  the  passing  of  the  act  imposing  a  tax 
on  oleomargarine  colored  to  resemble  butter,  the  attempt  has  been  made  by 
manufacturers  to  produce  a  naturally  colored  oleomargarine  with  as  deep  a 
yellow  tint  as  possible.  The  result  has  been  that  products  possessing  a  much 
deeper  natural  color  have  been  made  than  was  formerly  thought  possible, 
due  largely  to  various  devices  on  the  part  of  the  manufacturer  to  impart  as 
deep  a  color  as  possible  in  the  process  of  manufacture  to  the  oleo  oil, 
cotton-seed  oil  and  other  ingredients  used  in  its  preparation.  Brands  are 
now  in  the  market  that  would  formerly  have  been  judged  artificially  colored 
by  their  appearance,  which,  on  chemical  analysis,  do  not  show  the  pres- 
ence of  an  artificial  dye.  Palm  oil  is  said  to  be  used  for  increasing  the 
color. 
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vy  HESSE* 

Twenty-seven  samples  were  examined,  all  of  which  were  found  to  con- 
form to  the  law. 

Chocolate  and  Cocoa. 

Forty-five  samples  were  examined,  of  which  18  were  fonnd  to  be  adulter- 
ated with  corn,  wheat,  arrowroot  and  cocoa  shells.  The  worst  sample  was 
found  to  contain  35  per  cent,  of  wheat. 

Coffee. 

Only  2  samples  out  of  125  examined  were  foundjto  be  adulterated.  The 
adulterants  found  in  both  cases  were  chicory  and  wheat. 

Confectionery. 

The  single  adulterated  sample  out  of  the  31  examined  was  so  classed  by 
reason  of  containing  peppermint  made  with  decomposed  oil. 


Cream  of  Tartar. 

Three  hundred  and  twenty-six  samples  were  examined,  20  of  which  were 
found  to  be  adulterated,  the  adulterants  being,  as  usual,  cornstarch,  acid 
phosphate  of  lime  and  calcium  sulphate.  One  of  those  samples  was  found 
to  contain  no  tartrate  whatsoever,  and  consisted  entirely  of  a  mixture  of 
starch  and  acid  phosphate.  Its  acidity  was  about  nine-tenths  that  of 
normal  cream  of  tartar. 

Flavoring  Extracts. 

Lemon  Extract.  —  Sixteen  samples  of  lemon  extracts  were  analyzed,  13 
of  which  were  found  not  to  conform  to  the  standard.  Many  brands  are 
Btill  found  in  the  market  containing  no  oil  of  lemon  whatsoever,  while 
others  contain  it,  but  in  amounts  far  below  the  standard,  which  is  5  per 
cent.  More  of  these  preparations  than  formerly  are  marked  with  formulae 
stating  the  name  and  percentage  of  the  ingredients,  but  these  are  often 
found  to  be  misleading  or  deceptive.  The  chief  trouble  is  that  the  alcohol 
used  is  too  dilute  to  dissolve  the  required  amount  of  lemon  oil. 

The  following  brands  of  lemon  extract  were  classed  as  not  being  of 
standard  quality  through  insufficient  lemon  oil,  without  a  formula  stating 
the  correct  amount  present :  — 
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Lemon  Extracts  not  of  Standard  Quality. 


Bbamd. 


Manufacturer. 
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Color. 


American  Standard, 

Climax  Compound, . 

Compoand  Extract, 

M  Concentrated,"     . 

Derby  "  Extra  Strength," 

Favorite,  .... 

Harris  Pare,     . 

Kidder's  "  Concentrated," 

Manning's,       . 

Miner's 

Standard, .... 

Sterling  "Pure  Concen- 
trated." 


J.  F.  Morrison,  Lowell, 

Climax   Extract  Company, 

New  York.  ; 

Bell  Preserving  Company, 

Boston. 
XLCR   Extract   Company, 

Chelsea. 
Derby    Food    Preserving 

Company. 
Cate   &   Sullivan,   Fall 

River. 
Frank  E.  Harrla,  Blngham- 

ton,  N.  Y. 
Kidder  &  Co.,  Boston, 

L.  W.  Manning  Co.,  Somer- 

ville. 
B.    F.    Miner,    Montague, 

Mass. 
Salem  Chemical  &  Supply 

Company,  Balem. 
Sterling  Extract  Company, 

Cambridgeport. 


0.0 
0.0 
0.0 


44.79 
27.86 
20.99 


0.0    20.61 


0.2 
2.3 
8.8 
1.0 
Trace 
2.8 
1.1 
0.0 


i 


62.44 

74.63 
87.85 
68.19 
61.28 
78.61 

23.98 


Formula. 


None. 
Coal-tar  dye.     0. 16  per  cent.  olL 
Dinitrocreeol.    2  per  cent.  oil. 
Tropasolln.      i  1  per  cent.  oil. 
i  None. 

None. 


Tropseolln. 
Tropasolln. 


None. 
None. 
None. 
None. 
None. 
Dinitrocreeol.    None. 


Vanilla  Extract.  —  Fifteen  out  of  18  samples  examined  were  found  adul- 
terated, either  by  reason  of  being  purely  artificial  tinctures  of  vanillin  and 
not  true  extracts  of  the  vanilla  bean,  or  because  they  failed  to  conform  to 
the  formula  in  cases  where  there  was  one.  The  use  of  formulae  for  this 
class  of  goods  is  on  the  increase,  but  in  many  cases  they  are  not  found  to 
conform  to  the  results  of  our  analysis. 

Of  the  vanilla  extracts  examined,  the  following  brands  were  found  not  to 
be  true  extracts  of  the  vanilla  bean,  or  to  owe  their  flavoring  wholly  or  in 
part  to  coumarin,  tlfe  principle  of  the  tonka  bean,  being  unaccompanied  by 
a  formula  explaining  the  exact  facts :  — 


Vanilla  Extracts  not  of  Standard  Quality. 


Brand. 


Name  and  Address  of  Manufacturer. 


"  Trne  Vanilla  Flavoring  Extract," 
Climax  Compound, 
"Compound,"       .... 

Derby, 

Gold  Seal 

Lion 

Manning, 

Perfection 

Silver  King, 

Victor, 


Beach  &  Clarridge,  Boston. 

Climax  Extract  Company,  New  York. 

American  Extract  Company,  New  York. 

Derby  Food  Producing  Company,  Boeton. 

No  add  res*. 

Highland  Extract  Company,  Boaton. 

L.  w.  Manning  &  Co.,  Boaton. 

No  addreaa. 

D.  L.  Shaw,  New  York. 

Victor  Manufacturing  Company,  Boaton. 
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Methods  for  the  determination  of  coumarin  and  vanillin  have  been  given 
in  full  in  past  reports.  Artificial  vanilla  extracts,  by  which  are  meant 
those  not  prepared  from  the  vanilla  bean,  bat  alcoholic  tinctures  of 
artificial  vanillin  and  usually  coumarin,  are  distinguishable  from  the  true 
extracts  in  a  variety  of  ways.  If  a  portion  of  the  extract  be  freed  from 
the  alcohol  by  evaporation,  made  up  to  its  original  volume  with  water  and 
acidified  with  acetic  acid,  in  the  case  of  a  true  extract  a  reddish  brown 
precipitate  of  resin  will  form.  Absence  of  such  a  resin  would  indicate  an 
artificial  extract.  Again,  with  a  true  extract  of  the  bean,  a  copious  pre- 
cipitate should  occur  on  treating  the  filtrate  from  the  resin  with  basic  lead 
acetate.  Absence  of  such  a  precipitate  indicates  an  artificial  extract.  The 
character  of  the  resin  when  submitted  to  various  tests  suggested  by 
Hess*  furnishes  useful  clues  in  deciding  the  origin  of  the  extract. 

Coumarin  and  vanillin  are  readily  distinguished  from  each  other  as  fol- 
lows :  an  aqueous  solution  of  vanillin  is  turned  green  by  the  addition  of  a 
drop  or  two  of  ferric  chloride^  coumarin  being  unaffected.  An  aqueous 
solution  of  coumarin,  unlike  vanillin,  forms  a  precipitate  when  iodine  in 
potassium  iodine  is  added  in  excess,  the  precipitate  being  at  first  brown 
and  flocculent,  and  afterwards,  on  shaking,  clotting  together  to  form  a  dark 
green  curdy  mass,  leaving  the  liquid  perfectly  clear.  Crystals  of  coumarin 
and  vanillin  when  tolerably  pure  may  be  distinguished  from  each  other 
microscopically  as  follows  :  —  a  few  drops  of  the  ether  solution  of  the  crys- 
tals are  poured  directly  on  a  slide  and  allowed  to  evaporate  spontaneously. 
Vanillin  under  best  conditions  crystallizes  from  ether  in  long,  slender 
needles,  often  radiating  from  central  points  or  forming  star-shaped  bundles. 
Coumarin  crystals  are  shorter  and  thicker  than  those  of  vanillin.  With 
polarized  light  under  the  microscope,  vanillin  crystals  give  a  brilliant  play 
of  colors  between  crossed  nichols  even  without  the  selenite  plate,  while 
coumarin  crystals  without  the  selenite  are  almost  lacking  in  colors  and 
show  very  little  play  when  the  selenite  is  employed.  Several  repeated  crys- 
tallizations may  be  found  necessary  before  the  best  results  are  obtained. 

Honey. 

Forty-three  samples  of  honey  were  examined,  15  of  which  were  found  to 
contain  one  or  the  other  of  the  usual  adulterants,  cane-sugar  and  commer- 
cial glucose.  One  sample  was  found  to  contain  26  per  cent,  of  cane-sugar, 
another  90  per  cent,  of  glucose;   a  third  sample  was  found  artificially 

colored  with  tropseolin. 

Lard. 

Twenty-two  samples  were  examined,  of  which  4  were  found  adulterated. 
These  were  sold  as  genuine  lard,  and  consisted  of  the  usual  ingredients  of 
compound  lard,  cotton-seed  oil  and  lard  stearine. 

*  Journal  American  Chemical  Society,  21  (1899),  p.  719. 
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Maple  Sugar  and  Syrup. 

The  6  samples  of  maple  sugar  examined  were  all  passed  as  genuine.  Of 
the  28  samples  of  syrup,  5  were  pronounced  adulterated  either  by  an  ad- 
mixture of  commercial  glucose,  or  because  they  were  found  to  consist 
chiefly  of  cane  sugar  other  than  maple.  One  sample  was  examined  con- 
taining 20  per  cent,  of  commercial  glucose. 

Molasses. 

Thirteen  samples  were  found  adulterated  out  of  the  146  analyzed,  the 
adulterant  in  all  cases  being  commercial  glucose.  One  sample  was  found 
with  80  per  cent,  of  this  substance. 

Spices. 

Allspice.  —  Seven  adulterated  samples  were  found,  out  of  199  examined. 
The  adulterants  were  wheat  and  exhausted^inger. 

Cassia.  —  Out  of  the  215  samples  examined,  5  were  found  to  be  adul- 
terated.    Exhausted  ginger  and  cassia  buds  were  the  adulterants. 

Cayenne.  —  Six  samples  were  adulterated  out  of  66  examined.  The 
worst  sample  contained  30  per  cent,  of  corn  starch  and  turmeric. 

Cloves.  —  One  hundred  and  ninety-six  samples  were  examined,  of  which 
31  were  found  to  be  adulterated.  The  adulterants  found  were  allspice, 
nut  shells,  sawdust,  sand  and  sweepings. 

Ginger.  —  Out  of  the  246  samples  examined,  17  were  found  to  be  adul- 
terated. Turmeric,  corn  starch,  buckwheat  and  allspice  were  found  in  the 
impure  samples.  The  worst  sample  contained  30  per  cent,  turmeric,  buck- 
wheat and  powdered  charcoal. 

Mace.  —  Twelve  out  of  the  24  samples  examined  were  adulterated. 
Corn  starch  and  wild  mace  furnished  the  adulterants. 

Mustard. — Two  hundred  and  eighty-five  samples  were  analyzed,  of 
which  90  per  cent,  were  impure  by  reason  of  containing  starch,  turmeric, 
or  an  excess  of  mustard  hulls.  The  worst  sample  contained  60  per  cent, 
of  corn  starch  and  turmeric. 

Nutmeg.  —  Seven  samples  were  examined,  all  of  which  were  pure. 

Pepper:  —  Three  hundred  and  eighty-six  samples  were  examined,  33  of 
which  were  adulterated.  Materials  used  as  adulterants  were  pepper  shells 
in  excess,  olive  stones,  nut  shells,  ginger,  corn,  buckwheat  and  sawdust. 

Tea. 

Forty-four  samples  were  examined,  all  of  which  were  genuine. 

Vinegar. 
Two  hundred   and   seventy  samples  of  alleged  cider  vinegar  were  ex- 
amined.    One  hundred  and  seventy-eight  were  condemned,  either  by  reason 
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of  their  being  below  the  standard  fixed  by  law,  or  as  being  artificial  products 
sold  for  cider  vinegar.  About  100  samples  of  those  classed  as  adulterated 
failed  to  conform  to  the  standard,  while  75  samples,  though  sold  as  cider 
vinegar,  and  though  some  of  them  were  above  the  legal  standard  for  solids 
and  acidity,  were  undoubtedly  not  the  exclusive  product  of  pure  apple  cider 
as  specified  by  law.  Much  attention  is  now  paid  to  the  detection  of  artifi- 
cial cider  vinegars,  with  the  result  that  the  spurious  products  are  nearly 
always  capable  of  detection,  in  spite  of  the  skill  of  late  shown  in  their 
manufacture.  The  following  tables  show  the  result  of  the  examination  of 
the  two  classes  of  adulterated  vinegar :  — 


Oider  Vinegar  not  of  Good  Standard  Quality. 


Polarization 

Polarization 

Acid 
(Per  Cent.) 

Solids 
(Per  Cent.). 

In  200 

Millimeter 

Tube. 

Lead  Acetate. 

Acid 
(Percent.). 

Solids 
(Per  Cent.). 

in  200 

Millimeter 

Tube. 

Lead  Acetate. 

at 

5.80 

t.05 

—1.4 

Precipitate. 

4.40 

1      1.94 

—0.3 

Precipitate. 

6.06 

1.86 

-0.2 

Precipitate. 

4.40 

1.60 

-1.9 

Precipitate. 

6.02 

1.01 

- 

Precipitate. 

4.88 

1.96 

-1.3 

Precipitate. 

6.00 

1.00 

—1.6 

Precipitate.   ! 

4.36 

2.30 

—1.1 

Precipitate. 

6.00 

1.40 

—1.2 

Precipitate.  1 

4.84 

2.88 

—1.8 

Precipitate. 

4.02 

1.80 

-0.7 

Precipitate. 

4.34 

2.16 

-1.0 

Precipitate. 

4.00 

1.03 

—1.8 

Precipitate.   1 

4.34 

2.06 

—1.7 

Precipitate. 

4.84 

1.80 

-1.7 

Precipitate    1 

4.34 

1.77 

-0.7 

Precipitate. 

4.80 

1.76 

—0.6 

Precipitate,   i 

4.34 

1.60 

—0.5 

Precipitate. 

4.78 

1.89 

—0.2 

Precipitate. 

4.32 

2.10 

—1.6 

Precipitate. 

4.77 

1.94 

-1.4 

Precipitate. 

4.32 

2.02 

—1.4 

Precipitate. 

4.74 

1.80 

—1.1 

Precipitate. 

4.32 

1.94 

—0.5 

Precipitate. 

4.72 

1.96 

-1.3 

Precipitate. 

4.30 

8.60 

—  1.6 

Precipitate. 

4.70 

1.91 

—2.2 

Precipitate. 

,        4.30 

2.57 

—3.1 

Precipitate. 

4.70 

1.78 

—0.8 

Precipitate. 

1        4.28 

1.85 

-0.2 

Precipitate. 

4.64 

1.90 

—8.0 

Precipitate. 

4.28 

1.76 

-0.6 

Precipitate. 

4.64 

1.28 

—0.4 

Precipitate. 

4.26 

2.20 

—0.8 

Precipitate. 

4.63 

1.80 

—0.9 

Precipitate. 

4.22 

1.50 

—1.0 

Precipitate. 

4.62 

1.89 

—0.8 

Precipitate. 

4.21 

1.96 

—1.8 

Precipitate. 

4.66 

1.97 

-0.7 

Precipitate. 

4.20 

2.20 

—1.4 

Precipitate. 

4.66 

1.86 

—0.8 

Precipitate. 

4.20 

2.20 

—1.4 

Precipitate. 

4.64 

1.86 

-3.4 

Precipitate. 

4.20 

2.10 

-1.8 

Precipitate. 

4.52 

1.98 

—1.1 

Precipitate. 

4.18 

1.73 

—1.3 

Precipitate. 

4.62 

1.62 

—1.7 

Precipitate. 

4.14 

2.40 

-0.7 

Precipitate. 

4.60 

1.65 

—1.7 

Precipitate     • 

4.12 

2.60 

—2.3 

Precipitate. 

4.60 

1.12 

—2.2 

Precipitate.   ' 

4.12 

2.10 

-2.8 

Precipitate. 

4.49 

1.82 

- 

Precipitate. 

4.04 

2.43 

—4.6 

Precipitate. 

4.48 

2.60 

—0.6 

Precipitate.   ! 

I        4.00 

1.85 

—1.0 

Precipitate. 

4.48 

2.23 

—1.9 

Precipitate.   ; 

3.90 

2.31 

—2.6 

Precipitate. 

4.48 

2.16 

—0.6 

Precipitate. 

i        3.82 

2.18 

—1.9 

Precipitate. 

4.48 

2.09 

—1.0 

Precipitate. 

3.76 

2.24 

—0.6 

Precipitate. 

4.48 

1.82 

-3.3 

Precipitate. 

3.70 

1.93 

—1.2 

Precipitate. 

4.48 

1.37 

-0.6 

Precipitate. 

3.70 

1.84 

—1.0 

Precipitate. 

4.46 

3.00 

—1.8 

Precipitate. 

3.66 

2.22 

—1.6 

Precipitate. 

4.46 

2.08 

—1.3 

Precipitate. 

3.60 

0.80 

—3.6 

Precipitate. 

4.46 

1.66 

—0.6 

Precipitate. 

3.52 

1.54 

—0.6 

Precipitate. 

4.44 

3.20 

—0.9 

Precipitate. 

3.42 

1.87 

—0.8 

Precipitate. 

4.44 

2.80 

-1.8 

Precipitate. 

8.34 

2.73 

-0.9 

Precipitate. 

4.44 

2.22 

-1.4 

Precipitate. 

8.28 

0.90 

—1.2 

Precipitate. 

4.44 

2.06 

—3.6 

Precipitate. 

3.12 

1.69 

—0.7 

Precipitate. 

4.44 

1.64 

—1.8 

Precipitate. 

8.10 

1.65 

—0.5 

Precipitate. 

4.44 

1.60 

—1.0 

Precipitate. 

8.00 

1.94 

—1.0 

Precipitate. 

4.42 

2.60 

—8.8 

Precipitate. 

3.00 

1.94 

—1.0 

Precipitate. 

4.40 

3.86 

—2.6 

Precipitate. 

3.00 

1.89 

—0.3 

Precipitate. 

4.40 

2.64 

—3.2 

Precipitate. 

3.00 

1.77 

—1.9 

Precipitate. 

4.40 

2.49 

-1.7 

Precipitate. 

2.90 

1.23 

—1.7 

Precipitate. 

4.40 

2.36 

—1.4 

Precipitate. 

2.74 

1.72 

-0.4 

Precipitate. 

4.40 

2.12 

—2.8 

Precipitate. 

2.21 

2.20 

—1.2 

Precipitate. 
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Vinegar  not  the  Exclusive  Product  of  Pure  Apple  Cider. 


Solids 

Polarization 

Solids 

(Per 

Cent.). 

Polarisation 

Acid  (Per 
Cent.). 

(I'er 
Cent.). 

in  Ventzke 
200  Milli- 
meter Tube. 

Lead  Acetate. 

Acid  (Per 
Cent.). 

in  Ventzke 
200  Milli- 
meter Tube. 

Lead  Acetate. 

5.70 

0.60 

+0.4 

No  precipitate. 

4.60 

2.63 

—2.0 

No  precipitate. 

6.50 

0.76 

+0.4 

Cloudy. 

4.60 

1.90 

—0.6 

Slight  precipitate 

6.20 

1.44 

+0.3 

No  precipitate. 

4.69 

0.37 

0.0 

No  precipitate. 

6.18 

1.75 

—1.2 

Cloudy. 

4.58 

2.58 

—3.1 

Cloudy. 

5.12 

0.38 

+0.1 

No  precipitate. 

4.54 

2.74 

+0.8  ' 

Precipitate. 

6.04 

2.08 

+2.1 

Precipitate. 

4.52 

1.80 

+1.8 

Precipitate. 

6.00 

2.80 

+1.7 

Slight  precipitate. 

4.52 

1.69 

+3.2 

No  precipitate. 

4.08 

2.86 

—8.1 

Cloudy. 

4.62 

0.65 

- 

No  precipitate. 

4.94 

2.18 

-1.3 

Slight  precipitate. 

4.50 

2.60 

+8.1 

Precipitate. 

4.90 

0.80 

—0.8 

No  precipitate. 

4.50 

2.40 

+2.6 

Slight  precipitate. 

4.90 

0.81 

0.0 

No  precipitate. 

4.50 

1.74 

+2.8 

Slight  precipitate. 

4.88 

1.07 

0.0 

No  precipitate. 

4.50 

1.60 

0.0 

No  precipitate. 

4.86 

2.04 

+0.4 

Precipitate. 

4.48 

8.80 

+12.0 

No  precipitate. 

4.82 

2.48 

—8.6 

Slight  precipitate. 

4.48 

2.90 

+1.0 

No  precipitate. 

4.82 

0.56 

+0.2 

No  precipitate. 

4.48 

2.50 

—0.9 

No  precipitate. 

4.80 

7.00 

+7.6 

Precipitate. 

4.45 

0.35 

—1.1 

No  precipitate. 

4.80 

2.80 

—0.5 

Cloudy. 

4.44 

0.51 

0.0 

No  precipitate. 

4.80 

2.27 

+4.8 

No  precipitate. 

4.44 

0.50 

+0.2 

No  precipitate. 

4.80 

1.80 

+0.6 

Slight  precipitate. 

4.42 

0.32 

+0.8 

No  precipitate. 

4.78 

0.58 

+0.2 

No  precipitate. 

4.40 

2.80 

+10.6 

Precipitate. 

4.78 

0.46 

0.0 

No  precipitate. 

4.40 

1.50 

+0.2 

Slight  precipitate. 

4.76 

2.40 

+  1.5 

Slight  precipitate. 

4.85 

8.40 

+6.2 

No  precipitate. 

4.74 

2.80 

+2.8 

Slight  precipitate. 

4.82 

2.09 

—1.6 

Slight  precipitate. 

4.72 

0.74 

—0.9 

No  precipitate. 

4.32 

2.09 

—1.6 

Slight  precipitate. 

4.72 

0.71 

+1.0 

No  precipitate.      1 

4.32 

1.60 

+0.2 

Cloudy. 

4.70 

1.89 

+1.3 

Precipitate.* 

4.80 

3.50 

+3.2 

No  precipitate. 

4.70 

0.28 

0.0 

No  precipitate. 

4.24 

2.70 

+1.9 

No  precipitate. 

4.68 

2.09 

-1.1 

Cloudy. 

4.00 

0.78 

+0.6 

No  precipitate. 

4.68 

2.06 

—3.8 

Cloudy. 

8.80 

1.00 

- 

No  precipitate. 

4.66 

3.51 

+7.2 

Slight  precipitate. 

3.70 

1.20 

—1.1 

No  precipitate. 

4.66 

2.13 

+3.6 

No  precipitate. 

3.50 

0.67 

- 

No  precipitate. 

4.66 

0.75 

0.0 

No  precipitate. 

4.46 

1.06 

+2.8 

Slight  precipitate. 

4.66 

0.71 

0.0 

No  precipitate. 

2.76 

0.29 

+0.4 

No  precipitate. 

4.64 

2.67 

—2.2 

No  precipitate. 

2.66 

1.81 

+0.7 

Cloudy. 

4.64 

0.53 

+0.4 

No  precipitate. 

2.50 

4.00 

+0.7 

No  precipitate. 

4.62 

2.60 

—6.7 

Slight  precipitate. 

1.64 

1.19 

+1.1 

Precipitate. 

4.60 

2.87 

+0.9 

Precipitate.* 

1.00 

4.60 

+1.2 

Precipitate. 

4.60 

2.85 

+10.0 

Precipitate. 

*  By  the  calcium  chloride  test,  these  samples  were  found  to  contain  no  malates. 


The  following  shows  in  a  summarized  form  the  results  of  the  analysis  of 
84  samples  of  undoubtedly  pure  cider  vinegar :  — 
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Add 
(Per  Cent.). 


Solids 
(Per  Cent.). 


Polarisation. 


Maxim  am, 6.86 

Minimum, 4.60 

Mean !  4.84 


4.00 
2.01 
2.4S 


—5.4 
—0.4 
-2.0 


The  following  analyses  were  made  of  4  cider  vinegars  of  known  purity, 
the  first  2  of  which  were  fifteen  years  old  :  — 


Acid  (Per  Cent.). 

8ollas  (Per  Cent.). 

Ash  (Per  Cent.). 

Alkalinity  of 
the  A»h .• 

Polarization  In  200 
Millimeter  Tube. 

4.04 

6.86 

0.42 

26.3 

—2.0 

0.80 

6.00 

0.68 

46.3 

—1.4 

6.68 

2.04 

0.86 

81.2 

—1.1 

4.81 

2.46 

0.38 

28.2 

—0.0 

*  Number  of  cable  centimeters  of  tenth  normal  acid  necessary  to  neutralize  the  aah  of  100  cubic 
centimeters  of  vinegar. 

Two  samples  of  vinegar,  the  products  of  the  Albion  Cider  &  Vinegar 
Company  of  Rochester,  New  York,  were  the  subjects  of  closely  contested 
court  cases,  in  which  expert  chemists  were  employed  by  the  defendants  to 
show  that  they  were  genuine  cider  vinegar,  the  charge  being  that  they  were 
not  exclusively  the  product  of  pure  apple  cider.  There  was  no  difficulty, 
however,  in  proving  the  spurious  nature  of  this  vinegar,  in  view  of  the  fact 
that  one  of  them  polarized  more  than  12°  to  the  right  in  a  200  millimeter 
tube,  that  malates  were  practically  absent  and  that  more  than  fifty  per  cent, 
of  the  solids  was  made  up  of  commercial  glucose. 

Test  for  Malic  Acid  in  Vinegar.  —  Add  a  few  drops  of  a  10  per  cent, 
solution  of  calcium  chloride  to  some  of  the  vinegar  in  a  test  tube  and  make 
the  mixture  slightly  alkaline  with  ammonia.  Remove  by  filtration  the  pre- 
cipitate which  occurs  at  this  point,  and  to  the  filtrate  add  three  volumes  of 
alcohol.  A  copious  flocculent  precipitate  will  form  if  malic  acid  is  present, 
settling  to  the  bottom  of  the  tube  in  a  few  minutes. 


Miscellaneous  Foods. 

Samples  of  the  following  foods  and  condiments  were  examined  and  found 
to  be  pure,  or  of  good  standard  quality :  apple  jelly,  acid  phosphate,  brandy 
drops,  baking  powder,  "cocoa-coffee,"  coffee  substitute,  caper  sauce, 
"creamette"  (a  dessert  preparation),  dried  apples,  mixed  spices,  patent 
barley  food,  rolls,  soda,  and  "tryphosia"  (a  dessert  preparation). 
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Miscellaneous  samples  worthy  of  comment  are  the  following :  — 

Cider.  — The  single  sample  of  bottled  cider  examined  was  found  to  con- 
tain salicylic  acid. 

Jams  and  Jellies.  — Twelve  samples  of  these  preparations  were  examined, 
only  one  of  which  was  found  to  be  of  good  standard  quality.  Many  of  the 
adulterated  samples  contained  formulae  on  the  labels,  but  those  formulae  were 
misleading,  in  that  they  did  not  state  all  the  ingredients  regarded  as  adul- 
terants. Frequently  when  artificial  colors  were  present  this  was  not  stated 
in  the  formula.  The  same  was  often  true  in  regard  to  preservatives. 
Seven  of  the  samples  examined  contained  benzoic  acid  as  a  preservative, 
while  3  contained  salicylic  acid. 

Method  for  detecting  Benzoic  Acid.  —  The  ordinary  test  for  benzoic  acid 
by  extraction  with  ether,  separating  with  ammonium  hydrate  and  treating 
with  ferric  chloride  after  the  ammonia  has  been  driven  off,  as  detailed  in 
the  analyst's  report  of  1899,  page  640,  is  frequently  unsatisfactory  in  the 
case  of  highly  colored  jellies  and  jams,  especially  when  the  coloring  matter 
employed  is  soluble  in  ether.  In  this  case  the  characteristic  color  of  the 
ferric  benzoate  is  apt  to  be  obscured  by  the  coal  tar  dye.*  In  such  cases 
the  following  method  of  procedure  is  adopted  :  extract  the  acidified  sample 
with  ether,  add  ammonia  to  the  ether  extract  in  excess  and  evaporate  to 
dryness  in  a  large  watch-glass.  Fasten  with  clips  or  otherwise  another 
watch-glass  of  the  same  size  above  it,  thereby  forming  a  double  convex 
shell,  a  sheet  of  filter  paper  being  preferably  interposed  between  the  two 
glasses,  and  heat  the  lower  watch-glass  on  a  small  sand  bath  or  over  a  low 
flame.  If  benzoic  acid  is  present,  crystals  of  the  same  will  be  sublimed  on 
the  upper  watch-glass,  where  they  may  be  recognized  under  the  microscope, 
or  they  may  be  dissolved  in  dilute  ammonia,  the  solution  evaporated  to 
dryness,  the  residue  taken  up  in  water  and  the  final  solution  tested  by  ferric 
chloride  in  the  usual  manner. 

Grape  Juice.  —  Six  brands  were  examined,  2  of  which  contained  sali- 
cylic acid.  These  were  "  Fine  Fruit  Grape  Shrub,"  put  out  by  J. 
Hungerford,  Rochester,  N.  Y.,  and  "  Fenner's  Chatauqua  Grape  Juice," 
manufactured  by  Fenner's  Chatauqua  Fruit  and  Grape  Juice  Company, 
Westfield,  N.  Y. 

Ketchup. — Two  brands  were  examined,  both  of  which  were  found  to 
contain  no  added  preservative,  but  to  be  colored  with  a  coal-tar  dye.  They 
were  therefore  classed  as  adulterated,  because  they  bore  no  label  stating 
the  presence  of  color.  As  an  example  of  the  character  of  the  material 
used  in  many  of  the  cheaper  preparations  of  tomato  ketchup,  the  following 
quotations  are  of  interest,  taken  from  the  circular  of  a  commission  mer- 

*  The  test  aft  ordinarily  carried  oat  is  also  inapplicable  to  inch  products  as  sweet  pickles,  in  which 
benzoic  acid  has  been  used  aa  a  preservative,  by  reason  of  the  precipitate  of  basic  ferric  acetate  when 
the  ferrlo  chloride  is  finally  applied. 
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chant  outside  the  state,  the  circular  being  headed  in  large  letters  "  Tomato 
Pnlp  for  Sale,"  and  advertising  some  12  different  grades  for  use  in  making 
ketchup :  — 

44  One  hundred  barrels  old  goods,  made  partly  from  whole  stock  and 
partly  waste,  boiled  down  nearly  to  catsup  thickness,  has  preservaline  in  it ; 
fine  goods  but  some  of  it  is  fermented ;  packed  in  good  oak  whiskey  and 
wine  barrels.     Price,  $2  per  barrel." 

14  Two  hundred  and  twenty-five  barrels  new  goods,  made  from  waste, 
has  benzoate  of  soda  in  it,  packed  in  good  whiskey  and  wine  barrels,  at  $3 
per  barrel  net  cash." 

44  Three  hundred  barrels  old  goods,  partly  whole  stock,  partly  waste, 
has  salicylic  acid  in  it ;  nice  goods,  but  some  of  it  is  fermented.  Price,  $2 
per  barrel," 

44  Four  hundred  barrels  new  goods,  Jersey  style,  good  red  color.  Price, 
$3  per  barrel." 

With  prices  as  low  as  the  above  quotations  indicate,  it  is  difficult  to  see 
how  a  cheaper  basis  for  ketchup  than  real  tomato  stock  could  be  supplied, 
so  that  pumpkin  pulp  and  other  materials  alleged  to  be  used  for  such  prep- 
arations could  not  be  furnished  at  a  much  lower  price. 

Lime  Juice.  —  Five  brands  were  examined,  as  follows :  — 


Braiu>.             • 

Acidity. 

Preservative  or  Color. 

Hub,      .... 

3.02 

—                                             - 

Montego, 

2.29 

Salicylic  acid. 

Geer's,  .... 

1.66 

Sulphurous  acid. 

Superior  Crescent, 

2.37 

Salicylic  acid. 

G  inter's,* 

• 

2.76 

Sulphurous  and  salicylic  acid,  also  colored. 

Raspberry  Shrub.  — The  single  sample  examined  was  found  to  be  colored 
with  a  coal-tar  dye.  - 

Edible  Fats  and  Oils.  —  Considerable  experimental  work  has  been  done 
during  the  year  on  the  refractometric  readings  of  the  various  edible  oils  and 
fats,  using  the  Zeiss  butyro-refractometer.  Results  showing  readings  at 
various  temperatures  have  for  convenience  been  compiled,  as  follows :  — t 


*  Since  marked  with  a  oorreot  formula. 

t  See  also  Lythgoe  Technology  Quarterly,  September,  1003. 
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Headings  on 

Butyro-refractometer  of  Edible  Oils  and  Fats. 

TKlfPBBA- 

tcreC. 

Cocoannt 

on. 

Batter. 

Beef 

Stearine. 

Cacao 
Better. 

■ 

Beef 
Tallow. 

Lard 
Stearine. 

Beef 
Oleo. 

Lard. 

Lard  OIL 

46.0 

81.6 

41.6 

41.9 

43.7 

44.1 

44.9 

45.0 

48.2 

- 

44.6 

81.9 

41.8 

42.2 

44.0 

44.8 

46.1 

46.3 

48.4 

• 

44.0 

82.2 

42.0 

42.4 

44.2 

44.6 

46.5 

45.6 

48.7 

- 

48.6 

82.4 

42.8 

42.6 

44.6 

44.8 

45.7 

46.9 

49.0 

- 

43.0 

82.7 

42.6 

42.9 

44.8 

46.1 

46.0 

46.1 

49.8 

- 

42.5 

82.9 

42.9 

43.2 

46.0 

46.4 

46.8 

46.4 

49.6 

- 

42.0 

88.2 

48.1 

48.6 

46.3 

46.6 

46.6 

46.7 

49.9 

- 

41.6 

83.6 

48.4 

43.7 

46.6 

46.8 

46.8 

47.0 

50.1 

- 

41.0 

33.7 

43.7 

44.0 

46.9 

46.1 

47.0 

47.8 

50.4 

- 

40.6 

84.0 

43.9 

44.2 

46.1 

46.8 

47.3 

47.6 

50.7 

- 

40.0 

84.8 

44.2 

44.6 

46.4 

46.6 

47.6 

47.8 

51.0 

51.6 

89.5 

84.6 

44.6 

• 

46.6 

46.8 

47.8 

48.1      *      61.8 

I 

61.8 

89.0 

84.8 

44.8 

- 

46.8 

47.1 

48.1 

48.4            61.6 

62.1 

88.6 

85.0 

46.0 

- 

47.1 

47.4 

48.4 

48.7      1      61.9 

52.4 

88.0 

36.3 

46.8 

- 

47.4 

47.6 

48.6 

48.9            62.1 

52.6 

37.6 

86.6 

46.6 

- 

47.6 

47.8 

48.9 

49.8      |      62.4 

62.8 

87.0 

35.8 

46.9 

- 

47.9 

48.1 

49.2 

49.6            62.7 

58.1 

36.6 

36.1 

46.1 

- 

48.2 

48.3 

49.4 

49.8            63.0 

63.4 

36.0 

86.8 

46.4 

- 

48.5 

48.6 

49.7 

50.0            53.8 

58.7 

36.6 

36.6 

46.7 

- 

48.7 

48.8 

60.0 

50.3      '      58.6 

64.0 

86.0 

86.9 

47.0 

- 

49.0 

49.1 

60.2 

60.6            63.9 

* 

64.2 

84.6 

37.1 

47.2 

— 

_ 

_ 

- 

60.9            64.2 

64.5 

84.0 

37.4 

47.6 

- 

- 

- 

- 

51.2            64.4 

54.7 

83.6 

37.6 

47.8 

- 

- 

- 

- 

61.5            64.7 

55.0 

38.0 

87.9 

48.1 

- 

- 

- 

- 

51.7      '      65.0 

66.3 

82.6 

38.1 

48.3 

- 

- 

- 

- 

52.0            66.8 

55.6 

82.0 

38.4 

48.6 

- 

- 

- 

- 

52.3            65.6 

66.9 

31.6 

88.6 

48.9 

- 

- 

- 

- 

62.6            55.9 

56.1 

31.0 

88.9 

49.2 

» 

- 

- 

- 

62.8            66.1 

56.4 

80.6 

89.2 

49.5 

- 

- 

- 

- 

53.1            66.4 

66.7 

80.0 

39.5 

49.8 

- 

- 

- 

- 

63.4            56.7 

57.0 

29.5 

39.7 

50.0 

• 

- 

- 

— 

53.7            67.0 

57.2 

29.0 

40.0 

60.3 

- 

- 

- 

- 

63.9            67.3 

57.5 

28.6 

40.8 

60.6 

- 

- 

- 

- 

54.1             67.6 

57.8 

28.0 

40.6 

50.8 

- 

- 

- 

- 

•  54.4      i      57.8 

58.1 

27.6 

40.8 

61.1 

-    . 

- 

- 

- 

54.7      1      68.1 

68.3 

27.0 

41.0 

51.4 

- 

- 

- 

- 

55.0 

68.4 

58.6 

26.5 

41.8 

51.6 

- 

- 

- 

- 

55.2            58.7 

68.9 

26.0 

41.5 

61.9 

- 

- 

- 

- 

55.6 

59.0 

69.2 

26.5 

41.8 

62.2 

- 

- 

- 

- 

65.8 

69.3 

69.6 

26.0 

42.0 

62.6 

- 

- 

- 

- 

66.1            69.6 

69.8 
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Readings  on  BiUyro-refradomeler  of  Edible  Oils  and  Fats. 

Tkmpkra- 
tubkC. 

Ollre 
Oil. 

Peanut 

Oil. 

Cotton 
feed  Oil. 

Rape 
8eed  Oil. 

Sesame 
Oil. 

Tellow 

MaaUrd 

Oil. 

Black 

Mustard 
Oil. 

Sunflower 

on. 

Corn 
Oil. 

SeeifSil. 

85.0 

67.0 

59.8 

61.8 

62.1 

62.3 

63.0 

64.2 

64.6 

66.0 

65.6 

84.5 

67.2 

60.0 

62.1 

62.4 

62.5 

63.3 

64.6 

64.8 

65.3 

65.8 

84.0 

67.4 

60.8 

62.3 

62.7 

62.8 

63.6 

64.8 

65.1 

65.6 

66.1 

38.5 

67.7 

60.6 

62.5 

63.0 

68.1 

63.9 

66.1 

66.4 

65.9 

66.4 

33.0 

68.0 

60.9 

62.8 

68.3 

68.4 

64.1 

65.3 

66.7 

66.2 

66.7 

82.5 

58.8 

61.1 

63.0 

68.6 

68.7 

64.4 

65.6 

66.0 

66.6 

67.0 

82.0 

68.5 

61.4 

68.2 

68.8 

64.0 

64.7 

75.9 

66.8 

66.8 

67.8 

81.5 

59.0 

61.7 

68.6 

64.1 

64.8 

65.0 

66.2 

66.6 

67.1 

67.6 

31.0 

59.2 

62.0 

64.0 

64.4 

64.6 

65.3 

66.6 

66.9 

67.4 

67.9 

80.6 

59.6 

62.2 

64.2 

64.7 

64.9 

66.6 

66.8 

67.2 

67.7 

68.2 

80.0 

69.9 

62.5 

64.6 

65.0 

65.1 

65.8 

67.0 

67.6 

68.0 

68.6 

20.6 

80.1 

62.8 

64.9 

66.8 

65.4 

66.1 

67.8 

67.7 

68.8 

68.7 

29.0 

60.8 

63.1 

65.1 

65.6 

66.7 

66.4 

67.6 

68.0 

68.6 

69.0 

28.6 

60.6 

63.8 

65.3 

65.9 

66.0 

66.7 

67.9 

68.8     • 

68.8 

69.3 

28.0 

60.9 

63.6 

65.7 

66.1 

66.2 

66.9 

68.1 

68.6 

69.1 

69.6 

27.6 

61.1 

63.9 

66.0 

66.4 

66.6 

67.2 

68.4 

68.9 

69.4 

69.9 

27.0 

61.6 

64.2 

66.5 

66.7 

66.8 

67.5 

68.7 

69.2 

69.7 

70.2 

26.6 

62.0 

64.4 

67.0 

67.0 

67.1 

67.8 

69.0 

69.6 

70.0 

70.6 

26.0 

62.2 

64.7 

67.8 

66.8 

67.4 

68.0 

69.2 

69.8 

70.8 

70.8 

26.6 

62.4 

66.0 

67.5 

67.6 

67.7 

68.3 

69.6 

70.1 

70.6 

71.1 

26.0 

63.0 

66.3 

67.9 

67.8 

67.9 

68.6 

69.8 

70.4 

70.9 

71.4 

24.6 

63.3 

66.5 

68.2 

68.1 

68.2 

68.9 

70.1 

70.7 

71.2 

71.7 

24.0 

63.6 

66.8 

68.5 

68.4 

68.6 

69.2 

70.4 

71.0 

71.5 

72.0 

28.6 

63.9 

66.1 

68.8 

68.7   " 

68.8 

69.5 

70.7 

71.3 

71.8 

72.3 

23.0 

64.2 

66.4 

69.1 

69.0 

69.1 

69.7 

70.9 

71.6 

72.1 

72.6 

22.5 

64.5 

66.6 

69.4 

69.8 

69.4 

70.0 

71.2 

71.9 

72.4 

72.9 

22.0 

64.8 

66.9 

69.7 

69.7 

69.7 

70.8 

71.5 

72.2 

72.7 

73.2 

21.6 

65.1 

67.1 

70.0 

70.0 

70.0 

70.6 

71.8 

72.6 

73.0 

73.6 

21.0 

66.4 

67.4 

70.8 

70.3 

70.8 

70.9 

72.1 

72.8 

73.3 

73.8 

20.5 

65.7 

67.7 

70.6 

70.6 

70.6 

71.2 

72.4 

78.1 

78.6 

74.1 

20.0 

66.0 

68.0 

70.9 

70.8 

70.8 

71.4 

72.6 

73.4 

73.9 

74.4 

19.6 

66.3 

68.2 

71.2 

71.1 

71.1 

71.7 

72.9 

73.6 

74.1 

74.6 

19.0 

66.6 

68.6 

71.5 

71.4 

71.4 

72.0 

78.2 

73.9 

74.4 

74.9 

18.5 

66.9 

68.8 

71.8 

71.7 

71.7 

72.3 

78.6 

74.2 

74.7 

76.2 

18.0 

67.2 

69.1 

72.1 

72.0 

72.0 

72.6 

78.8 

74.6 

75.0 

75.6 

17.6 

67.5 

69.3 

72.4 

72.3 

72.3 

72.9 

74.1 

74.8 

76.3 

75.8 

17.0 

67.8 

69.6 

72.7 

72.6 

72.5 

78.1 

74.8 

75.1 

75.6 

76.1 

16.5 

68.1 

69.9 

73.0 

72.9 

72.8 

78.4 

74.6 

75.4 

75.9 

76.4 

16.0 

68.4 

70.2 

78.8 

78.2 

78.1 

78.7 

74.9 

76.7 

76.2 

76.7 

16.5 

68.7 

70.5 

78.6 

73.6 

73.4 

74.0 

76.2 

76.0 

76.6 

77.0 

15.0 

68.9 

70.8 

78.8 

73.8 

78.7 

74.3 

75.6 

76.8 

76.8 

77.8 
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Summary  of  Statistics  of  Food,  exclusive  of  Milk, 


Percent. 

Genuine. 

Adulterated. 

Total. 

of 
Adulteration. 

Allspice, 

192 

7 

199 

3.5 

Butter,     . 

124 

41 

165 

24.8 

Canned  goods, 

4 

4 

8 

50.0 

Cassia,     . 

210 

5 

215 

2.3 

Cayenne, . 

60 

6 

66 

9.0 

Cheese,    . 

27 

— 

27 

0.0 

Chocolate  and  cocoa, 

27 

18 

45 

40.0 

Cloves,     . 

165 

31 

196 

15.8 

Coffee, 

128 

2 

125 

1.6 

Condensed  milk, 

60 

8 

68 

11.7 

Confectionery, 

80 

1 

31 

3.2 

Cream  of  tartar, 

324 

2 

326 

0.6 

Flavoring  extracts  : 

Lemon, 

3 

11 

14 

78.5 

Vanilla, 

3 

15 

18 

83.3 

Ginger,    . 

232 

17 

249 

6.8 

Honey,     .... 

28 

15 

43 

34.8 

Lard,        .... 

18 

4 

22 

18.2 

Mace,       .... 

12 

12 

24 

50.0 

Maple  sugar,  . 

6 

- 

6 

0.0 

Maple  syrup,  . 

23 

5 

28 

17.8 

Miscellaneous, 

46 

34 

80 

42.5 

Molasses, 

133 

13 

146 

8.9 

Mustard, .... 

195 

90 

285 

31.5 

Nutmeg,  .... 

7 

- 

7 

0.0 

Pepper,    .... 

350 

33 

383 

8.6 

Tea 

44 

— 

44 

0.0 

Vinegar,  .... 

92 

178 

270 

65.9 

Total, 

2,538 

552 

3,090 

17.8 

Drugs. 

The  pharmacopoeial  drugs  examined,  with  the  results  of  the  analyses  as 
regards  their  relations  to  the  standard,  are  summarized  on  page  493.  Spe- 
cial comment  is  made  on  the  following  articles  :  — 

Acidum  Tannicum.  — Ten  samples  of  the  14  examined  were  found  impure 
by  reason  of  the  presence  of  resinous  and  gummy  matters,  showing  insuffi- 
cient washing. 

Aqua  Destillata.  —  All  7  of  the  distilled  water  samples  examined  were 
found  to  have  an  appreciable  residue  on  evaporation,  in  one  case  amounting 
to  26  parts  per  100,000.  There  is  reason  to  believe  that  ordinary  tap-water 
is  too  often  substituted  for  the  distilled  variety. 

Capsicum.  —  Great  improvement  is  shown  in  the  general  character  of  this 
and  other  spices  dispensed  in  the  drug  stores  over  that  of  past  years.  Ten 
samples  only,  out  of  the  79  examined,  were  found  to  be  adulterated.    The 
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worst  sample  consisted  almost  entirely  of  buckwheat,  turmeric  and  a  coal- 
tar  dye.     Other  adulterants  found  were  wheat  and  corn. 

Cera  Alba  and  Cera  Flava.  —  More  than  half  of  the  waxes  examined 
were  found  to  be  adulterated  with  paraffin. 

Extractum  Glycyrrhizw.  —  One  sample  was  found  to  be  adulterated, 
containing  added  corn  starch. 

Glycerinum.  —  Nineteen  samples  out  of  the  143  examined  were  found  to 
be  slightly  arsenical,  showing  a  marked  improvement  over  past  years. 

Liquor  Calcis.  —  Six  of  the  13  samples  examined  were  found  to  be  below 
the  standard  fixed  by  the  Pharmacopoeia,  a  standard  which  is  somewhat 
lower  than  our  experience  with  properly  prepared  lime  water  would  seem  to 
warrant.    The  worst  sample  contained  57  per  cent,  of  the  strength  required. 

Oleum  Caryophylli.  — The  two  adulterated  samples  of  this  oil  were  found 
to  contain  alcohol,  in  one  case  to  the  extent  of  17  per  cent.  Methods  for 
the  detection  and  determination  of  alcohol  in  essential  oils  are  given  in 
the  analyst's  report  for  1901,  page  476. 

Oleum  Limonis. —  Twenty-four  samples  were  examined,  17  of  which 
were  found  to  be  adulterated  by  reason  of  the  presence  of  alcohol  or  tur- 
pentine. 

Oleum  Olivce. — Thirty-two  samples,  amounting  to  about  one-third  of 
those  examined,  were  adulterated.  Most  of  the  adulterated  samples  con- 
sisted wholly  or  in  part  of  cotton-seed  oil..  One  was  found  to  be  cod-liver 
oil,  but  undoubtedly  was  sold  by  mistake  ;  another  sample  contained  from 
11  to  12  per  cent,  of  cocoa-nut  oil,  the  latter  being  rendered  apparent  by 
the  abnormally  high  Reichert-Meissl  number,  and  low  iodine  number  and 
refractive  index ;  a  third  sample  contained  sesame  oil,  as  shown  by  the 
Badouin  test.* 

Pulvis  Glycyrrhizm  Compositus.  —  Only  1  sample  of  the  22  examined 
was  found  to  be  impure,  by  reason  of  added  wheat  starch. 

Quinince  Sulphas.  —  Twenty-five  samples  were  examined,  1  of  which  was 
found  with  more  of  the  other  cinchona  alkaloids  than  the  Pharmacopoeia 
allows. 

Sodii  Boras. — Twelve  samples  were  examined,  4  of  which  consisted 
largely  of  sodium  bicarbonate. 

Sodii  Phosphas.  —  Seventeen  samples  out  of  the  141  examined  were 
found  to  be  arsenical  beyond  the  limit  fixed  by  Pharmacopoeia.  One 
sample,  which  was  prosecuted  in  court,  contained  80  parts  per  100,000, 
or  nearly  one-tenth  of  1  per  cent  of  arsenic. 

Spiritus  Frumenti.  —  Only  1  sample  out  of  the  8  examined  was  found  to 
conform  to  the  pharmacopoeial  requirements.  All  the  others  were  low  in 
alcohol,  or  high  in  residue,  or  had  insoluble  residues. 

Sulphur  Lotum  and  Sulphur  Frazcipitatum.  —  More  than  half  the  washed 

*  Bulletin  65,  Bureau  of  Chemistry,  United  States  Department  of  Agriculture,  page  84. 
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sulphurs  were  found  not  to  have  been  properly  washed,  and  all  of  the  pre- 
cipitated sulphurs  contained  lime. 

Spiritus  ^E  Uteris  Nitrosi. — Thirty-six  samples  out  of  the  40  examined 
were  found  to  contain  insufficient  nitrogen  dioxide..  One  sample  contained 
but  2  per  cent,  of  the  required  amount. 

Tinctura  Iodi.  —  Of  the  201  samples  analyzed,  183  did  not  conform  to 
the  standard.  The  results  of  the  analysis  of  these  samples  expressed  in 
percentage  of  the  required  United  States  pharmacoposial  strength  are  as 
follows :  — 

4  samples  were  above  the  United  States  pharmacopoeial  strength. 

17  samples  were  between  90  and  96  per  cent,  of  the  United  States  pharmacopoeial  strength. 
47  samples  were  between  80  and  90  per  cent,  of  the  United  States  pharmacopoeial  strength. 
57  samples  were  between  70  and  80  per  cent,  of  the  United  States  pharmacopoeial  strength. 
29  samples  were  between  60  and  70  per  cent,  of  the  United  States  pharmacopoeial  strength. 
13  samples  were  between  50  and  60  per  cent,  of  the  United  States  pharmacopoeial  strength. 
9  samples  were  between  40  and  50  per  cent,  of  the  United  States  pharmacopoeial  strength. 

5  samples  were  between  30  and  40  per  cent,  of  the  United  States  pharmacopoeial  strength. 
2  samples  were  under  20  per  cent,  of  the  United  States  pharmacopoeia]  strength. 

Tinctura  Opii. — Ten  samples  of  laudanum  were  examined,  8  of  which 
were  found  below  the  standard.  The  weakest  sample  contained  .08  per 
cent,  of  crystallized  morphine. 

Miscellaneous  Drugs. 

Intemperance  Cures.  —  Dr.  Grant's  "  Goldcura,"  for  the  liquor  and  drug 
habits,  manufactured  by  the  Canadian  Chemical  Company,  Rutland,  Vt., 
and  sold  for  85  per  package,  consisted  of  two  bottles  of  liquid  and  one 
small  bottle  containing  pills.  The  two  liquids  were  found  to  contain  41.11 
per  cent,  and  28.22  per  cent,  of  alcohol  by  volume  respectively,  while  the 
pills  contained  nux  vomica  and  were  coated  with  a  very  thin  layer  of  gold 
foil,  which,  by  the  way,  was  the  only  gold  found  in  the  preparation. 

The  White  Ribbon  Remedy,  put  up  by  Dr.  W.  R.  Brown  of  Boston,  pur- 
porting to  contain  gold  and  alkaloids,  consisted  of  twelve  powders  in  a  box 
sold  for  $1.  These  powders  were  found  to  contain  ammonium  chloride 
and  milk  sugar.     Neither  gold  nor  alkaloids  were  found  to  be  present. 

Champagne  Tablets. — This  preparation,  prepared  by  the  Champagne 
Tablet  Company  of  Boston,  claiming  to  be  a  stimulating  and  exhilarating 
substitute  for  brandy,  champagne,  whiskey,  etc.,  was  put  out  in  the  form 
of  lozenges  containing  .05  gram  of  caffeine  per  tablet. 

Peanut  Oil.  —  A  sample  of  this  preparation  purchased  at  a  drug  store 
was  found  to  consist  largely  of  cotton-seed  oil. 

Catarrh  Remedy.  —  One  of  these  preparations  was  found  to  contain  a 
considerable  amount  of  cocaine  hydrochlorate. 
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Quinine  Pills.  —  Several  brands  of  these  have  been  examined  daring  the 
year,  nearly  all  of  which  were  found  to  contain  approximately  the  required 
amount  of  quinine  sulphate.  One  brand  of  pills,  manufactured  by  Arthur 
J.  Conner  of  Boston,  purporting  to  contain  2  grains  each  of  quinine  sul- 
phate, was  found  to  contain  1.4  grains  per  pill  of  total  alkaloids.  The  pills 
also  contained  a  notable  quantity  of  powdered  talc  or  soapstone  (magnesium 
silicate). 

Cigarettes. — The  "Star  Brand  of  Medicated  Cinnamon  Cigarettes," 
purporting  to  contain  no  tobacco,  were  found  to  contain  a  large  proportion 
of  the  latter  in  mixture  with  various  aromatic  herbs  and  cassia. 


Summary  of  Drug  Statistics. 


Genuine. 


Adulterated. 


Total. 


Per  Cent. 

of 

Adulteration. 


Acidum  tannicum,  . 
-Ether,     .... 

Alcohol, 

Aqua  ammonia  fortior,  . 

Aqua  des  til  lata, 

Capsicum, 

Cera  alba, 

Cera  flava, 

Chloroformum, 

Extractum  glycyrrhizse, 

Ferri  et  quininse  citras,  . 

Glycerin  am,    . 

Liqaor  ealcis,  . 

Maranta, .... 

Miscellaneous, 

Oleum  caryophylli, 

Oleum  limonis, 

Oleum  oliv®,  . 

Opii  pul  vis, 

Potassii  bitartras,    . 

Pulvis  glycyrrhizee  compositus, 

Quininae  sulphas,    . 

Sodii  boras,     . 

Sodii  phosphas, 

Sodii  phosphas  effervescens, 

Spiritus  aetheris  nitrosi, . 

Spiritus  frumenti,  . 

Sulphur  lotum, 

Sulphur  praecipitatum,   . 

Syrupus, .... 

Tinctura  iodi,  . 

Tinctura  opii,  . 

Zingiber, 


Total, 


4 
5 
6 
1 

69 
3 

32 
1 
1 
6 
124 
7 

31 

29 
2 
7 

71 
2 
3 

21 

24 
8 
124 
5 
4 
1 

11 

6 

18 
2 
8 

636 


10 
1 
6 
3 
7 

10 
6 

40 
2 
1 

19 
6 

24 

2 

17 

32 

1 

1 

1 

4 

17 

36 
7 

29 

11 

3 

183 

8 

1 

488 


14 
6 

12 
4 
7 

79 
9 

72 

3 

2 

6 

143 

13 

81 

53 

4 

24 

103 

3 

3 

22 

25 

12 

141 

5 

40 

8 

40 

11 

9 

201 

10 

9 

1,124 


71.4 
16.6 
50.0 
75.0 
100.0 
12.6 
66.6 
55.5 
66.6 
50.0 

.0 
13.3 
46.1 

.0 
45.3 
50.0 
70.8 
81.0 
33.3 

.0 

4.5 

4.0 

33.3 

12.0 

.0 
90.0 
87.5 
72.5 
100.0 
33.3 
91.0 
80.0 
11.1 

43.4 
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Summary  of  Food  and  Drug  Statistics  for  Tear  ending  Sept.  30, 1902. 


Genuine. 

Adulterated. 

TotaL 

3,956 

2,538 

636 

1,914 
552 

488 

5,870 

3,090 
1,124 

7,180 

2,954 

10,084 

Percent. 
Adulterated. 


Milk 

Food  exclusive  of  milk, . 
Drugs,     .        .        .        . 

Total, 


32.6 
17.8 
43.4 


29.2 


Proprietary  Medicines. 

In  the  twenty-eighth  annual  report  of  the  Board,  for  1896,  a  condensed 
compilation  was  made  of  the  results  of  certain  examinations  of  proprietary 
medicines  made  in  prior  years  by  the  analysts  of  the  Board  and  scattered 
through  various  reports. 

Frequent  requests  are  continually  made  for  copies  of  this  report,  and  in 
view  of  the  fact  that  it  is  now  out  of  print  and  further  copies  are  unavail- 
able, it  has  been  thought  best  to  reprint  most  of  the  data  contained  therein 
relating  to  lead  in  cosmetics,  alcohol  in  tonics  and  bitters,  etc.,  calling 
attention  to  the  fact  that  most  of  the  reprinted  analyses  were  made  prior 
to  1897,  and  represent  the  condition  of  the  various  preparations  at  the  time 
they  were  collected.  In  most  cases  the  preparations  were  examined  for  the 
presence  of  a  single  ingredient  only,  to  which  it  was  thought  best  to  call 
especial  attention  on  account  of  its  questionable  effect  upon  health. 

4 

Cosmetics. 

The  following  were  found  to  contain  acetate  of  lead  (sugar  of  lead)  or 
some  active  lead  compound :  — 


Ayer's  Hair  Vigor  contained  the  equivalent  of  about 
"  Renown  "  Hair  Restorer  contained  the  equivalent  of  about     . 
Mrs.  Allen's  Hair  Restorer  contained  the  equivalent  of  about   . 
American  Hair  Restorative  contained  the  equivalent  of  about  . 
Barrett's  Vegetable  Hair  Restorative  contained  the  equivalent  of  about 

Chevalier's  Life  for  the  Hair  contained 

Hall1 9  Vegetable  Sicilian  Hair  Renewer  contained  the  equivalent  of  about 

Wood's  Hair  Restorative  contained  the  equivalent  of  about 

Ring's  Vegetable  Ambrosia  contained  the  equivalent  of  about . 

Parker's  Hair  Balsam  contained  the  equivalent  of  about  . 

Wolfs  Vegetable  Hair  Restorer  contained  the  equivalent  of  about  . 

Champlin's  Liquid  Pearl, 


Per  Cent  of 

Lead 
contained. 

0.30 

1.86 
2.30 
0.61 
0.22 

Much 
1.75 
1.59 
1.51 
2.32 
0.95 

Much 


Instances  of  lead  poisoning  have  been  known  to  occur  from  the  free 
external  use  of  such  preparations  as  the  foregoing. 
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The  following  contained  corrosive  sublimate,  or  some  other  poisonous 
salt  of  mercury,  in  the  proportion  of  1  to  15  grains  per  ounce :  — 

Harriet  Hubbard  Ayer's  Recamier  Cream,  Balm  and  Lotion. 

Madam  Ruppert's  World  Renowned  Face  Bleach. 

Madam  Yale's  Excelsior  Complexion  Bleach. 

Hill's  Freckle  Lotion. 

Soule's  Freckle  and  Moth  Eradicator. 

Perry's  Freckle  Lotion. 

Oriental  Cream. 

Mrs.  McCorrison's  Famous  Diamond  Face  Lotion  (14.7  grains  to  the  ounce). 

Royal  Cream. 

In  one  instance  a  six-ounce  bottle  contained  47  grains  of  corrosive  sub- 
limate ;  another  contained  14  grains  of  the  bichloride  per  ounce.  It  is  not 
surprising  that  instances  of  serious  harm  were  reported  from  the  use  of 
such  articles. 

Tonics  and  Bitters. 

The  following  were  examined  for  the  purpose  of  ascertaining  the  percent* 
age  of  alcohol  in  each.  Some  of  them  have  been  recommended  as  temper- 
ance drinks :  — 

Per  Cent,  of 

Alcohol 
(by  Volome). 

'•  Best"  Tonic, .7.6 

Carter's  Physical  Extract,  .                22.0 

Hooker's  Wigwam  Tonic, 20.7 

Hop  Tonic, 7.0 

Hoofland's  German  Tonic, 29.3 

Howe's  Arabian  Tonic,  "  not  a  rum  drink,"  13.2 

Jackson's  Golden  Seal  Tonic, 19.6 

Liebig  Company's  Coca  Beef  Tonic, 23.2 

Mensman's  Peptonized  Beef  Tonic, 16.5 

Parker's  Tonic,  "  purely  vegetable,"  recommended  for  inebriates, .        .  41.6 

Schenck's  Sea  Weed  Tonic, "  entirely  harmless," 19.5 

Atwood's  Quinine  Tonic  Bitters, 29.2 

L.  T.  Atwood's  Jaundice  Bitters, 22.S 

Moses  Atwood's  Jaundice  Bitters, 17.1 

Baxter's  Mandrake  Bitters, 16.5 

Boker's  Stomach  Bitters, 42.6 

Brown's  Iron  Bitters, 19.7 

Burdock  Blood  Bitters,              25.2 

Carter's  Scotch  Bitters, .  .17.6 

Colton's  Bitters, 27.1 

Copp's  White  Mountain  Bitters, "  not  an  alcoholic  beverage,"  6.0 

Drake's  Plantation  Bitters, 33.2 

Flint's  Quaker  Bitters, 21.4 

Goodhue's  Bitters, '.        .16.1 

Greene's  Nervura, 17.2 

Hartshorn's  Bitters, 22.2 
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Per  Cent,  of 

Alcohol 
(by  Volume). 

H oo Hand's  German  Bitters,  "  entirely  vegetable  and  free  from  alcoholic 

stimulant," 25.6 

Hop  Bitters, 12.0 

Hostetter's  Stomach  Bitters, 44.3 

Kaufman's  Sulphur  Bitters, "  contains  no  alcohol "  (as  a  matter  of  fact, 

it  contains  20.5  per  cent,  of  alcohol  and  no  sulphur),  ....  20.5 

Kingsley's  Iron  Tonic, 14.9 

Langley's  Bitters, 18.1 

Liverpool's  Mexican  Tonic  Bitters, 22.4 

Paine's  Celery  Compound, 21.0 

Pierce's  Indian  Restorative  Bitters, 6.1 

Puritana, 22.0 

Z.  Porter's  Stomach  Bitters, 27.9 

Pulmonine, 16.0 

Rush's  Bitters, 85.0 

Richardson's  Concentrated  Sherry  Wine  Bitters, 47.5 

Secor's  Cinchona  Bitters, 13.1 

Shonyo's  German  Bitters, 21.5 

Job  Sweet's  Strengthening  Bitters, 29.0 

Thurston's  Old  Continental  Bitters, 11.4 

Warner's  Vinegar  Bitters,  "  contains  no  spirit," 6.1 

Warner's  Safe  Tonic  Bitters, 35.7 

Warren's  Bilious  Bitters, 21.5 

Wheeler's  Tonic  Sherry  Wine  Bitters,  19, 18.8 

Wheat  Bitters, 13.6 

Faith  Whitcomb's  Nerve  Bitters, 20.3 

Dr.  Williams's  Vegetable  Jaundice  Bitters, 18.5 

Whiskol,  "  a  non-intoxicating  stimulant,  whiskey  without  its  sting,'1       .  28.2 
Colden's  Liquid  Beef  Tonic,  "recommended  for  treatment  of  alcohol 

habit," 26.5 

Ayer's  Sarsaparilla, 26.2 

Thayer's  Compound  Extract  of  Sarsaparilla, 21.5 

Hood's  Sarsaparilla, 18.8 

Allen's  Sarsaparilla, 13.5 

Dana's  Sarsaparilla, 13.5 

Brown's  Sarsaparilla, 13.5 

Corbett's  Shaker  Sarsaparilla, 8.8 

Rad way's  Resolvent, 7.9 

The  dose  recommended  upon  the  labels  of  the  foregoing  preparations 

varied  from  a  teaspoon ful  to  a  wineglassful,  and  the  frequency  also  varied 
from  one  to  four  times  a  day,  "  increased  as  needed." 


"  Blood  Purifiers." 
An  examination  of  the  "sarsaparilla"  remedies,  or  "  blood  purifiers," 
was  made  in  1892,  and  in  nearly  every  instance  the  remedy  was  found  to 
contain  iodide  of  potassium  in  variable  amounts. 
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The  following  list  presents  the  percentage  of  iodide  of  potassium  found  in 
those  samples  which  have  been  submitted  to  the  analyst  for  examination :  — 

Sarsaparilla  Remedies. 


Najm. 

Per  Cent,  of 

Iodide  of 
Potasiinm. 

Name. 

Per  Cent,  of 

Iodide  of 

Potaulom. 

Wilson's, .... 

0.32 

Woodward's,   . 

1.33 

Howe's,    . 

0.33 

Dudley's, 

1.50 

White's,    . 
No  name. 

0.38 
0.41 

Cherry  &  Wingate's, 
Jaynes's, . 

1.55 
1.59 

Charles's, 

0.41 

Nim's,      .... 

1.67 

Mahern's, 
Ayer's, 

0.41 
0.45 

Raynsford's,    . 
Adams's, .... 

0.58 
:        0.75 

Bartlett's, 

0.50 

Broad  &  Co.'s, 

0.75 

No  name, 

0.50 

Hood's,    .... 

0.75 

No  name, 

U.50 

Hutchinson's,  . 

0.75 

Packard's, 

0.58 

Dr.  White's,    . 

0.75 

Coleman  &  Co' 
Bass's, 

s, 

0.83 
0.84 

Cherry  &  Wingate's, 
Mattison's, 

1.67 
2.00 

Brown's,  . 
Leavitt's,  . 

1.00 
1.00 

Myrick's, 
Leavitt's,. 

2.12 
2.17 

Moriarty's, 
Dana's, 

1.11 
1.17 

Church's, 

2.25 

Supplementary  to  the  above  lists  as  quoted  from  the  1896  report  are 
given  the  following  results,  obtained  more  recently :  — 

Starch  in  Diabetic  Flour  or  Gluten.* 


Per  Cent. 
Starch. 


Price 

per  Pound 

(Cents). 


Label  on  Package. 


Manufacturer. 


10.00 
16.66 
18.00 
66.20 
64.28 
63.38 
64.20 
64.46 
64.20 
68.74 
59.04 


80 
20 

60 
25 
15 
11 
80 


CeetnB  Diabetlo  Flour,  . 
Ceatus  Dtabetio  Floor,  . 
Ceatua  Diabetic  Flour,  . 
Pure  Vegetable  Gluten, 
Whole  Wheat  Gluten,  . 
Bulk,  .... 
Balk,  .... 
Unsurpatsed  Gluten  Flour, 

Bulk 

Bulk,       .... 
Gum  Gin  ten, t  "  Protein  in  Ha  purest 
form." 


American  Health  Food  Company. 
American  Health  Food  Company. 
American  Health  Food  Company. 
T.  Metcalf  Company. 
Health  Food  Company,  New  York. 
American  Health  Food  Company. 
Johnson  Educator  Food  Company. 
Johnson  Educator  Food  Company. 


The   Pure  Gluten 
New  York. 


Food  Company, 


*  From  report  of  1899,  State  Board  of  Health,  page  644. 


f  Analyzed  in  1002. 


Also  the  following  medicines  for  alcohol :  — 

Per  Cent,  of 

Alcohol 
(by  Volume). 

Hoffs  Extract  of  Malt  and  Iron, 5.24 

Peruna, 28.59 

Vinol,  Wine  of  Cod  Liver  Oil, 18.88 

Lydia  Pinkham's  Vegetable  Compound, 20.61 

Dr.  Kilmer's  Swamp  Root 7.32 

Dr.  Peter's  Kuriko, 14.00 
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Arsenic  in  Paper,  Fabrics,  etc. 

During  the  year  ending  Dec.  31,  1902,  the  work  done  under  chapter 
213,  section  6,  of  the  Revised  Laws  is  summarized  as  follows :  — 

Arsenic  Samples,   Tear  Ending  Dec.  31,  1902. 


Above 
1        Legal  Limit. 

Below 
Legal  Limit. 

Total. 

Enamel  cloth,      ....                1 
Wall  papers,                                .  \             4 

Cloth, ■             4 

Miscellaneous,                             .  |             2 

13 
7 
1 

1 
17 
11 

3 

Totals, |            11 

21 

32 

Of  the  wall  papers  found  to  contain  arsenic  above  the  legal  limit  of  one- 
tenth  of  a  grain  per  square  yard,  3  samples  were  of  a  peculiar  soft  grain  and 
texture  intended  to  resemble  cloth,  and  were  found  to  contain  respectively 
.3  grain,  .5  grain  and  1.4  grains  per  square  yard,  the  latter  sample  being 
of  a  pale  green  color.  One  sample  of  white  enamelled  cloth  contained 
exactly  .1  grain  per  square  yard.  A  sample  of  green  window  shade 
material  was  also  found  to  contain  arsenic  slightly  above  the  limit.  The 
worst  cases  of  arsenical  goods  were  found  to  be  four  samples  of  striped 
awning  cloth,  on  account  of  which  prosecutions  were  brought  in  court. 
These  samples  contained  from  9.8  to  12.6  grains  of  metallic  arsenic  per 
square  yard.  Their  high  arsenical  content  was  claimed  to  be  due  to  insuf- 
ficient washing  or  to  neglect  of  washing  before  the  goods  left  the  factory. 

Inspection  of  Liquors. 

By  chapter  110  of  the  Acts  of  1902,  the  duties  before  exercised  by  a 
specially  appointed  inspector  and  assayer  of  liquors  were  transferred  to  the 
State  Board  of  Health.  All  samples  regularly  submitted  by  the  proper 
officers  of  the  towns  and  cities  throughout  the  State  have  been  analyzed  by 
the  writer.  For  the  fraction  of  the  year  ending  Dec.  31,  1902, 108  samples 
have  been  analyzed,  prosecutions  in  court  being  the  result  in  many  cases. 
The  following  circular  regarding  liquor  inspection  was  prepared  by  the 
Board  and  sent  out  for  the  information  of  those  having  to  do  with  the  seiz- 
ure of  liquors :  — 

Contnuntbtidtb  of  Jlnssaxhisttts* 


STATE  BOARD  OF  HEALTH. 


Circular  relating  to  Inspection  of  Liquors. 

Boston,  Mass.,  Much  1, 1902. 

The  attention  of  selectmen  and  others  is  called  to  chapter  110,  Acts  of  1902,  in 
accordance  with  which  the  powers  hitherto  exercised  by  the  Inspector  and  Assayer 
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of  Liquors  have  been  transferred  to  the  State  Board  of  Health.  Your  attention 
is  called  to  the  following  points :  — 

All  packages  sqnt  by  express  must  be  sealed  and  prepaid.  They  should  be 
addressed  to  the  analyst  of  the  State  Board  of  Health,  Room  501,  State  House, 
Boston.  Each  sample  must  be  accompanied  by  a  certificate,  as  required  by  chap- 
ter 100  of  the  Revised  Laws,  and  must  bear  a  mark  or  label  corresponding  with 
the  certificate.*  It  is  much  better  to  send  an  officer  with  the  sample  than  to  send 
by  express.  Beer  should  be  in  pint  or  other  round  beer  bottles.  Flat  flasks  fre- 
quently burst  in  warm  weather. 

Beer  kept  in  a  warm  place  often  ferments,  thus  increasing  the  amount  of 
alcohol.  The  question  is  frequently  asked  in  court, "  How  long  after  seizure  has 
this  been  keptP  "  To  meet  this  point,  due  diligence  should  be  used  in  forwarding 
the  sample.    All  beer,  if  possible,  should  be  forwarded  the  day  it  is  seized. 

Liquors  sent  under  sections  46  and  67  of  chapter  100  of  the  Revised  Laws  must 
be  sealed  and  accompanied  by  an  order  from  the  proper  authorities,  as  named  in 
section  67. 

All  analyses  of  liquors  are  made  without  expense  to  the  town  or  city  requesting 
such  examinations. 

Directions  for  taking  Samples  for  Analysis. 

The  officer  making  a  seizure,  or  taking  samples  of  beer,  should  note  at  the  time 
of  such  seizure  the  general  appearance  of  the  liquor,  —  as  to  whether  it  is  clear 
or  cloudy,  whether  it  is  still  or  has  a  strong  head. 

If  the  liquor  is  in  bottles,  take  at  least  one  pint  bottle ;  if  in  barrels,  draw  a  pint 
bottle  from  each.  Request  the  owner  to  seal  each  sample  taken.  If  the  bottles 
have  cork  stoppers,  cut  the  stoppers  off  level  with  the  top  of  the  bottle  and  cover 
with  wax ;  if  with  patent  stoppers,  a  little  wax  placed  upon  the  wire  at  the  point 
where  it  lays  against  the  neck  of  the  bottle  is  sufficient.  If  the  owner  refuses  to 
seal  it,  then  the  officer  should  seal  it  in  his  presence,  calling  his  attention  to  the 
fact  Before  leaving  the  premises,  place  upon  the  bottle  a  label  or  tag,  with  the 
date,  the  name  of  the  owner  and  the  name  of  the  officer  upon  it,  and  also  the  name 
of  the  town  or  city.  Then  place  in  a  box,  with  the  certificate  required  by  law,  and 
forward  without  delay  to  the  analyst. 

Form  of  Label. 


Town. 


Date  of  seizure 19 

Own  er__ 


Kind  of  liquor. 
Brewer 


*  These  certificate*  can  be  obtained  on  application  to  the  Secretary  of  the  Commonwealth . 
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The  form  of  certificate  accompanying  each  sample,  returnable  to  the 
officer  after  examination  by  the  analyst,  is  as  follows.  This  certificate  is 
intended  to  be  accepted  as  evidence  in  cases  of  prosecutions. 

ss 19    . 

To  the  State  Board  of  Health : 

I  send  herewith  a  sample  of 

taken  from  liquors  seized  by  me 19    . 

Ascertain  the  percentage  of  alcohol  it  contains,  by  volume,  at  sixty  degrees 
Fahrenheit,  and  return  to  me  a  certificate  herewith  upon  the  annexed  form. 
Seized  from 


Comrmmbtalt^  of  Passac^sttts. 

NO OFFICE  OF  THE 

STATE  BOARD  OF  HEALTH. 

Boston, 19   . 

This  is  to  certify  that  the received  by  me 

with  the  above  statement  contains per  cent,  of  alcohol, 

by  volume,  at  sixty  degrees  Fahrenheit.  10° 

Received 1 9    . 

Analysis  made 19    . 


[seal.]  Analyst  State  Board  of  Health. 

Analyses  of  liquors  are  kept  on  record  in  the  food  and  drug  laboratory 
of  the  Board  on  library  cards,  as  follows :  — 


No Condition 

County Kind  of  Bottle. 

City  or  Town Registered 

Officer Analyzed 


Defendant Wt.  Flask  and  Ale. 

Address Wt.  Flask 

Kind  of  Liquor Wt.  Ale. 


Seized Sp.Gr.  Ale.  (60°)_ 

Received Per  Cent.  Alcohol. 

How  Delivered Reported 

Sealed___ 


Respectfully  submitted. 


ALBERT  E.   LEACH, 

Analyst. 


REPORT 
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Pkoduction,  Distribution  and  Use  of 

Diphthekia  Antitoxin, 

AND  UPON  BACTERIOLOGICAL  DIAGNOSIS, 
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REPORT 


DPOM  THI 


Production,  Distribution  and  Use  of  Diphtheria 

Antitoxin 


FOB  THX 


Year  ended  March  31,  1903. 


During  the  eight  years  ended  March  31,  1903,  the  State  Boardof  Health 
has  carried  on  the  work  of  producing  and  distributing  antitoxin  for  the 
treatment  of  diphtheria,  with  the  consequent  diminution  of  the  fatality  of 
this  disease.  The  work  was  conducted  under  the  provisions  of  the  organic 
act  creating  the  Board,  whereby  it  was  empowered  to  "  take  cognizance  of 
the  interests  of  health  and  life  among  the  citizens  of  the  Commonwealth." 

By  an  act  of  1903,  however,  definite  authority  is  now  given  to  the  Board 
to  "  produce  and  distribute  antitoxin  and  vaccine  lymph"  for  the  "  use  of 
the  people  of  the  Commonwealth"  (chapter  480,  Acts  of  1903). 

The  following  report  relates  to  the  work  of  the  Board  in  this  direction 
daring  the  year  ended  March  31,  1903,  that  period  having  been  selected 
since  the  work  of  distribution  practically  began  in  April,  1895,  although 
the  preparatory  work  was  begun  in  the  fall  of  1894. 

In  the  last  annual  report  a  summary  was  presented  of  the  work  of  the 
last  seven  years,  with  an  approximate  estimate  of  the  saving  of  life  effected 
by  the  general  introduction  of  the  use  of  antitoxin  throughout  the  State. 
The  returns  of  1 ,979  additional  cases,  reported  during  the  past  year,  only 
confirm  and  add  cumulative  testimony  to  the  foregoing  report.  Of  these 
there  were  203  deaths,  or  10.6  per  cent.  Of  the  whole  number  of  cases, 
however,  only  1,401  were  determined  by  examination  to  be  positive  cases 
of  diphtheria,  and  of  these  1,401  there  were  138  deaths,  or  9.8  per  cent. 

In  the  table  which  was  published  in  the  report  of  last  year,  and  is  here- 
with reproduced  with  the  additional  figures  for  1902,  it  was  shown  that 
while  the  diphtheria  death-rate  in  the  first  half  of  the  period  bad  risen  to 
more  than  10  per  10,000  of  the  population  nine  times  in  twenty-one  years, 
in  the  last  half  of  the  period  it  has  risen  only  once  above  10  per  10,000, 
and  then  only  to  10.2.  The  death-rate  from  diphtheria  had  antitoxin  not 
been  used  in  the  past  eight  years,  according  to  a  careful  calculation  pub- 
lished in  the  last  annual  report,  would  have  risen  to  10.6,  12.4,  11.0,  14.7 
and  10.9  in  the  years  1895,  1896,  1897,  1900  and  1901. 
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The  mean  annual  deatb-rate  from  diphtheria  during  the  past  ten  years, 
1893-1902,  during  the  greater  portion  of  which  antitoxin  was  in  use 
throughout  the  State,  was  only  5.08  per  10,000  living,  and  there  are  not 
ten  other  successive  years  in  the  whole  period  of  forty-two  years,  1861— 
1902,  in  which  the  death-rate  from  this  disease  was  so  low. 

The  reported  cases  of  diphtheria  in  the  State  in  the  past  five  years  (not 
deaths)  were  as  follows :  — 


1898, 3,980 

1899, 7,134 

1900, 12,641 


1901,  . 

1902,  . 


9,793 
7,036 


The  total  number  of  deaths  from  this  cause  in  1902  was  873,  which  is 
the  least  number  in  any  year  except  one  since  1874. 


Death-rale  from  Diphtheria  in  Massachusetts,  Forty-two  Years  (1861-1902). 


Tbabb. 


1861,  . 

1862,  . 

1863,  . 

1864,  . 
1866,  . 

1866,  . 

1867,  . 

1868,  . 

1869,  . 

1870,  . 

1871,  . 


o  a— 
»"E© 

-ft! 


8.9 
9.2 
18.2 
16.9 
9.8 
6.4 
4.6 
6.7 
6.4 
4.6 
6.0 


Y&ARfi. 


1872,  . 

1878,  . 

1874,  . 

1876,  . 

1876,  . 

1877,  . 

1878,  . 

1879,  . 

1880,  . 

1881,  . 

1882,  . 


ah  ■ 
?  ©* « 


I' 


4.9 

4.7 

6.7 

11.4 

19.6 

18.7 

14.6 

13.1 

13.4 

13.1 

9.6 


Years. 


1883,  . 

1884,  . 
1886,  . 

1886,  . 

1887,  . 

1888,  . 

1889,  . 

1890,  . 

1891,  . 

1892,  . 


S 


U    I 

©"C  © 

Q 


8.6 
8.6 
7.8 
7.8 
7.9 
8.7 
10.2 
7.8 
6.3 
6.2 


Years. 


1893,  . 

1894,  . 
1896,  . 

1896,  . 

1897,  . 

1898,  . 

1899,  . 

1900,  . 

1901,  . 

1902,  . 


a 


b    » 
©  tt~ 

•  .c©  > 

£aoc 

Q 


6.8 
7.4 
7.1 
6.6 
6.6 
2.6 
8.7 
6.3 
4.1 
3.0 


■  • 


3 


5  Se- 
tt 


10.6 

12.4 

11.0 

6.6 

9.0 

14.T 

10.9 

7.4 


The  following  summary  relates  to  the  operations  of  the  Board  relative 
to  the  production,  distribution  and  use  of  diphtheria  antitoxin  for  the 
twelve  months  ended  March  31,  1903.  The  use  of  antitoxin  is  approxi- 
mately an  index  of  the  prevalence  of  diphtheria. 

As  a  condition  of  the  use  of  antitoxin  by  boards  of  health,  physicians, 
hospitals  and  others  it  was  required  that  a  return  should  be  made  in  each 
case  where  antitoxin  was  used,  upon  blank  forms  furnished  by  the  Board, 
upon  which  the  details  of  each  case  were  to  be  recorded. 

It  should  be  understood  that  the  Board  is  not  merely  a  producer  and 
distributer  of  antitoxin,  but,  under  the  provisions  of  the  statutes,  the 
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Board  is  authorized  to  "make  sanitary  investigations  and  inquiries  in 
respect  to  the  causes  of  disease,  and  especially  of  epidemics,  and  the 
sources  of  mortality."  So  far,  therefore,  as  the  relation  of  antitoxin  to 
the  saving  of  life  from  diphtheria  is  concerned,  the  Board  cannot  carry  out 
the  provisions  of  this  law  unless  it  is  aided  by  the  hearty  co-operation 
of  the  physicians  who  use  the  product  which  is  prepared  by  the  Board,  and 
are,  therefore,  the  best  judges  as  to  its  efficiency.  By  far  the  larger  num- 
ber of  returns  received  by  the  Board  is  furnished  by  the  different  hospitals 
now  existing  in  the  larger  cities,  established  for  the  reception  of  persons 
suffering  with  infectious  diseases.  If  practising  physicians  were  as  careful 
as  most  of  the  hospital  authorities  to  render  an  account  of  the  antitoxin 
which  is  furnished  to  them,  this  report  would  be  much  more  complete  than 
it  is  now  practicable  to  make  it. 

The  supervision  of  antitoxin  production  has  been  carried  on,  as  in  former 
years,  under  the  charge  of  Dr.  Theobald  Smith,  at  the  Bussey  Institute, 
near  the  Forest  Hills  station  of  the  New  York,  New  Haven  &  Hartford 
Railroad  in  Roxbury.  The  distribution  has  been  conducted  at  the  State 
House,  from  the  office  of  the  Board. 

The  strength  of  the  serum  employed  has  varied  from  300  to  450  units 
per  cubic  centimeter,  and  the  serum  has  usually  been  issued  in  a  5  cubic 
centimeter  vial,  containing  1,500  units.  For  convenience,  a  vial  contain- 
ing 20  cubic  centimeters  has  also  been  employed  for  use  where  several 
patients  are  to  be  treated  at  once,  or  where  unusually  large  doses  are  used. 
The  serum  has  been  distributed  throughout  the  whole  State,  wherever  it 
has  been  called  for,  to  local  boards  of  health,  to  contagious  disease  hos- 
pitals and  to  physicians  in  private  practice,  the  latter  being  usually  sup- 
plied through  the  local  boards  of  health.  In  many  instances  the  local 
board  of  health  has  placed  it  in  charge  of  a  druggist,  where  it  could  be 
obtained  at  any  time  during  the  day  or  night. 

The  total  number  of  packages  issued  by  the  Board  during  the  eight  years 
ending  with  March  31,  1903,  was  as  follows  :  — 


In  1895-1896  (year  ending  March  31), 
In  1896-1897  (year  ending  March  31), 
In  1897-1898  (year  ending  March  31), 
In  1898-1899  (year  ending  March  81), 
In  1899-1900  (year  ending  March  31), 
In  1900-1901  (year  ending  March  31), 
In  1901-1902  (year  ending  March  31), 
In  1902-1903  (year  ending  March  31), 


Total, 


1,724  bottles. 

3,219  bottles. 

4,668  bottles. 
12,491  bottles. 
31,997  bottles.* 
58,889  bottles.* 
40,211  bottles,* 
33,475  bottles.* 


181,174  bottles. 


*  These  numbers  have  reference  to  the  actual  number  of  bottles  Issued  In  packages  of  about  1,600  units 
each.  In  order  to  make  this  comparable  with  the  figures  of  the  first  three  years  (1805-98),  a  package 
of  1,000  unite  should  be  employed  as  a  standard,  so  that  the  159,072  bottles  distributed  during  the  last 
four  years  would  be  equivalent  to  about  288,600  of  the  strength  at  first  employed. 
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An  account  was  kept  daring  the  year  of  the  amount  of  antitoxin  em- 
ployed in  each  case,  with  few  exceptions,  the  result  of  which  is  shown  in 
the  following  table  :  — 


Amount  of  Antitoxin 
Used. 

Number  of 
Cases. 

Deaths. 

Amount  of  Antitoxin 
Used. 

Number  of 
Cases. 

Death!. 

Leas  than  1,000  units,    . 
1,000  to  1,600  units, 
1,600  to  2,000  units, 
2,000  to  8,000  units, 
3,000  to  4,000  units, 

16 

17 
168 

78 
267 

4 
2 

11 
4 

26 

4,000  to  6,000  units,    . 

6,000  to  10,000  units, . 
10,000  to  16,000  unite, . 
16,000  to  20,000  unite,  . 
20,000  and  more  unite. 

483 

'  862 
164 
151 
169 

27 
49 
14 
82 
83 

There  were  1 ,026  reported  cases  in  which  the  amount  of  antitoxin  ad- 
ministered did  not  exceed  5,000  units  in  each  case,  and  there  were  846 
reported  cases  in  which  the  dose  exceeded  5,000  units.  Of  these  latter 
there  were  484  in  which  the  dose  exceeded  10,000  units,  and  169  in  which 
it  exceeded  20,000. 

The  whole  number  of  cities  and  towns  to  which  antitoxin  was  distributed 
during  the  year  was  155,  or  8  less  than  those  which  were  published  in  the 
report  of  1 901 .  Among  these  are  included  at  least  30  public  and  private 
hospitals  and  other  establishments  to  which  distribution  was  made,  the 
quantity  used  in  these  institutions  being  about  one-half  of  the  whole  prod- 
uct distributed  during  the  year.  The  actual  number  of  cities  and  towns 
in  each  year  was  probably  somewhat  larger  than  these  figures,  since  a  few 
of  the  more  distant  cities  acted  as  distributing  centres  for  small  towns  in 
their  neighborhood,  and  in  some  instances  no  returns  were  made  from  these 
towns.  This  serum  was  distributed  to  local  boards  of  health  and  to  physi- 
cians in  the  following  cities  and  towns  :  — 

Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  April  I,  1902,  to 

March  31, 1903. 


Citt  ob  Town. 

Number  of 
Bottl«s. 

City  ob  Town. 

Number  of 
Bottlss. 

Boston : 

Children's  Hospital,     .... 

St.  Mary's  Infant  Asylum,  . 

Massachusetts   Charitable   Eye   and 

Bar  Infirmary. 
West  End  Nursery,      .... 

Massachusetts  Homoeopathic  Hospital, 

Massachusetts  General  Hospital, 

Schoolshlp  "  Enterprise,"    . 

9,067 

1,200 

260 

176 

66 

68 

26 

12 

Boston : 

• 

3 
8,966 
1,923 
1,66S 
1,175 
200 
1,104 
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Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  April  I,  1902,  to 

March  32, 1903  —  Continued. 


ClTT  OB  TOWM. 

New  Bedford, 

Worcester 

Lynn, 

Marlborough, 

Lawrenoe, 

Brookline, 

Fall  River, 

Bpringfield, 

Salem, 

Newton, 

Quincy, 

Chelsea, 

Waltham 

Hospital, 

Maiden, 

Brockton, 

Holyoke 

Weymouth, 

Plttafield 

Wlnthrop, 

Fort  Banks, 

Everett, 

Medford, 

Hyde  Park, 

Beading, 

North  Adame, 

Fltohburg, 

Baaton, 

Fratningham, 

Milton, 

Winchester, 

Milford, 

Ohlcopee, 

Newbnryport, 

Bratntree, 

Palmer,     ....... 

Massachusetts  Hospital  for  Epileptics, 


Number  of 
Bottles. 


1,000 
776 
666 
646 
600 
408 


424 
876 
878 
860 
860 
180 
126 


266 

226 

221 

190 

174 

6 

172 

168 

167 

162 

182 

124 

122 

121 

116 

112 

108 

06 

00 

80 

78 

6 


City  ob  Towv. 

Taunton, 

Wakefield 

Chelmsford,      .... 

Middlesex  Truant  School,   . 

Haverhill, 

Melrose, 

Bull, 

Danvera 

Insane  Hospital,   . 

Medway, 

Peabody, 

Hopedale,         .... 

Rockland, 

Randolph,         .... 

Dedham,   

Warren 

Clinton, 

Marblehead,     .... 

Sherborn, 

Atnesbury,        .... 
Watertown,      .... 

Belmont 

Concord, 

Massachusetts  Reformatory, 
Leominster,      .... 

Natiek 

Revere, 

Woburn, 

Stoughton,        .... 

Adams 

Hudson, 

Lenox 

Medfleld, 

Norwood, 

Plymouth,        .... 

Scituate, 

Wellealey,        .... 


Number  of 
Bottles. 


84 

78 

76 
72 
72 
68 
64 
12 
66 
66 
60 
68 
67 
64 
40 
48 
48 
48 
48 
46 
42 
86 
6 
42 
42 
42 
42 
80 
86 
86 
86 
86 
86 
86 
86 
86 
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Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  April  I,  1902,  to 

March  31, 1903  —  Continued. 


ClTT  OB  TOWH. 

Lexington, 

Dlghton,  .... 
Spencer,  .... 
Southbridge,  . 

Maynard 

Methuen,  .... 
Middleborough, 

Military,  .... 
Needham, .... 
North  Brookfleld,    . 
Btonebam,. 
Willlamatown, . 

Arlington 

Wilbraham, 
Attleborough,  . 
Cohaeset,   .... 
Holllston,  .... 

M6naon 

North  Andover, 
Rockport,  .... 
South  Hadley,  . 
Swampscolt, 

Webster,   .... 
West  8pringfield,     . 
Acton,       .... 
Avon,         .... 
Bellingham, 

Beverly,    .... 
Douglas,    .... 
Dover,       .... 
East  Bridge  water,    . 
Foxborongb,     . 

Gardner 

Hopkinton, 

North  Attleborongh, 

Sangua,      .... 

Weetfleld,. 


Nomberof 
Bottles. 


S4 
88 
38 
82 
80 
80 
80 
80 
80 
30 
80 
28 
24 
24 
18 
18 
18 
18 
18 
18 
18 
18 
18 
18 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 
12 


ClTT  OR  TOWJT. 


Nomberof 
Bottles. 


Princeton, . 
Ayer, 

Hanover,    . 
Kingaton,  . 
Whitman, . 
Sonthborongh,  . 
Ablogtoo,  . 
Agawam,  . 
Bedford,    . 
Brookfleld, 
Cbeahire,  . 
Falmonth, . 
Hard  wi  ok, 
Hiogham,  . 
Hinsdale,  . 
Holbrook, . 
Jefferaon,  . 
Marahfleld, 
Millie, 
Nantuoket, 
Northampton,  . 
Pepperell, . 
Provincetown,  . 
Shirley,     . 
Southampton,   . 
Sterling,    . 
Swansea,   . 
Templeton, 
Tiabury,    . 
Ware, 
Warebam, 
West  Boylston, 
Weatport, . 
Williamsburg,  . 
Worthington,    . 
Mattapoleett,     . 
Lincoln,     .       . 


11 
9 
9 
9 
9 
8 
6 


No.  34.] 


DIPHTHERIA  ANTITOXIN. 


509 


Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  April  1,  1902,  to 

March  31, 1903  —  Concluded. 


CRT  OB  TOW1I. 


Number  of 
Bottles. 


Blandford, 
Dudley, 
Edgartown, 
Leicester,  . 
Merrlmac, . 


8 
8 
8 
8 
3 


CRT  OK  TOWX. 


Number  of 
Bottle*. 


Walpole, 
Weetford, 
Norton, 
Total, 


8 
8 
2 


83,476 


From  the  foregoing  list  it  appears  that  the  number  of  packages  of  anti- 
toxin used  in  1902  was  less  by  6,736  than  the  number  used  in  the  preceding 
year,  and  less  by  19,914  than  were  used  in  1900,  the  difference  being  due 
to  the  difference  in  the  prevalence  of  diphtheria  in  these  years.  The  num- 
ber of  cities  and  towns  in  which  more  than  100  bottles  were  used  in  each 
was  35,  the  same  as  in  the  previous  year,  but  the  average  number  used  in 
each  of  these  cities  and  towns  was  considerably  less  in  1902. 


Summary   Observations   upon   the  Use  of  Diphtheria   Antitoxin  in 
Massachusetts  during  the  Year  ended  March  31,  1903. 

The  whole  number  of  returns  of  cases  treated  with  diphtheria  antitoxin 
furnished  by  the  State  Board  of  Health  during  the  year  ended  March  31, 
1903,  to  hospitals  and  to  local  boards  of  health  for  use  in  general  practice 
was  2,149.  Of  this  number,  1,979  were  returns  of  cases  of  diphtheria 
treated  with  antitoxin,  and  170  were  returns  of  other  persons  who  had  been 
exposed  to  infection  and  were  treated  for  the  purpose  of  immunization. 
These  cases  constitute  only  a  fraction  of  those  which  were  treated  during 
the  year  in  the  State  with  antitoxin  furnished  by  the  Board,  since  very 
many  physicians  failed  to  make  returns  to  the  Board. 


Cases  in  which  a  Bacterial  Examination  was  made. 

The  same  methods  of  classification  are  continued  in  this  report  as  were 
adopted  in  the  reports  of  the  previous  seven  years.  The  cases  in  which 
cultures  were  made  are  classified  into  positive  and  negative  cases.  Diag- 
nostic examinations  were  made  in  1,632  cases  reported  to  the  Board  as 
having  been  treated  with  antitoxin,  and  of  these,  1,401  proved  to  be  gen- 
uine cases  of  diphtheria  and  231  gave  a  negative  result. 
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Positive  Oases. 

Of  the  1,401  positive  cases,  or  those  in  which  a  diagnosis  of  diphtheria 
was  made  by  bacterial  cultures  from  the  throat  of  the  patient,  there  were 
1,263  recoveries  and  138  deaths,  or  9.8  per  cent.,  the  results  of  the  previ- 
ous years  having  been,  respectively,  13.7, 11.6,  8.2,  7.9, 11.4,  9.4  and  10.1 
per  cent. 

Sex.  —  The  number  of  males  was  670  and  the  deaths  of  these  were  69, 
or  10.3  per  cent.  The  females  were  731,  and  the  deaths  of  these  were  69, 
or  9.4  per  cent. 

Ages.  — The  following  table  shows  the  cases  and  deaths  by  ages  :  — 


Tear  ended  March  31t  1903. 


Cues. 

Deaths. 

Fatality  (Pbb  Cut.). 

AQB  PttlODS. 

190*. 

mi. 

From  0  to    2  years, 

From  2  to   5  years, 

From  5  to  10  years, 

Over  10  years,        .... 

Age  unknown,       .... 

115 
341 
399 
502 
44 

81 
40 
38 
25 
9 

26.9 

11.7 

8.3 

5.0 

20.5 

20.2 

14.0 

8.6 

2.7 

12.3 

1,401 

138 

9.8 

10.1 

Day  of  Illness  when  Antitoxin  was  first  administered.  —  The  following 
table  presents  the  fatality,  according  to  the  day  of  illness  on  which  the 
antitoxin  was  first  administered  :  — 


Cases. 

Deaths. 

Fatautt  (Pbb  Cbht.). 

DAT. 

l»Oft. 

lMt. 

1900. 

1990. 

IMS. 

1997. 

ISO*. 

ISM. 

First,     . 

144 

14 

9.8 

9.5 

6.4 

9.8 

8.2 

8.0 

0.0 

0.0 

Second, . 

892 

26 

6.7 

6.7 

6.0 

5.6 

1.8 

8.9 

9.5 

9.7 

Third,    . 

364 

20 

5.5 

9.4 

7.7 

12.8 

6.2 

7.0 

8.3 

8.7 

Fourth, . 

182 

23 

12.7 

12.5 

11.3 

14.1 

13.2 

3.0 

22.7 

15.4 

Fifth,     . 

80 

15 

19.0 

17.0 

14.8 

15.6 

11.8 

11.8 

0.0 

22.2 

Sixth,     . 

62 

11 

18.0 

16.0 

21.1 

17.9 

20.0 

0.0 

14.3 

20.0 

Seventh, 

26 

4 

15.4 

18.4 

18.7 

27.1 

9.5 

30.0 

25.0 

S3.3* 

Eighth  and  later,  , 
Unknown, 

74 

13 

17.8 

18.5 

16.8 

14.7 

10.4 

13.6 

16.6 

— 

77 

12 

*  Seventh  day  and  later. 


The  value  of  the  foregoing  table  consists  mainly  in  the  definite  statement 
of  the  fatality  of  cases  according  to  the  day  of  illness  at  which  antitoxin 
treatment  was  begun.    In  general,  it  shows  that  the  ratio  of  success  in 
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treatment  depends  largely  upon  the  early  date  at  which  antitoxin~is  first 
administered.  A  fuller  and  more  conclusive  summary,  embracing  the  whole 
period  of  eight  years  and  containing  greater  numbers,  may  be  found  on  a 
later  page. 

The  cases  in  which  antitoxin  treatment  was  begun  either  upon  the  first, 
second  or  third  days  of  illness  constituted  64  per  cent,  of  the  whole  num- 
ber of  positive  cases  reported  to  the  Board  to  which  antitoxin  was  adminis- 
tered during  the  year  under  consideration. 

Hospitals  and  Private  Practice. 


Cases. 


Deaths. 


Fatality 
(Per  Cent.). 


In  hospitals, 

In  private  practice, 


1,003 
398 


11.2* 
6.5* 


*  This  apparent  difference  In  the  fatality  of  hospital  and  of  general  or  outside  treatment  with  anti- 
toxin la  accounted  for  by  the  fact  that  a  considerable  nnmber  of  severe  and  fatal  eaaea  of  diphtheria, 
which  were  treated  by  physicians  in  general  practice,  were  reported  aa  having  been  transferred  to  a 
hospital  after  one  or  more  days  of  home  treatment  and  died  at  the  hospital. 

Seasons  of  the  Tear.  —  The  cases  embraced  in  the  foregoing  enumeration 
occurred  in  the  following  order :  — 


MOXTH8. 

Cases. 

Deaths. 

Months. 

Cases. 

Deaths. 

1908. 

1909. 

April,        .... 

127 

18 

October,. 

153 

11 

May 

115 

15 

November, 

171 

12 

June,        .... 

HI 

12 

December, 

109 

17 

July,         .... 

80 

9 

IMS. 

August,    .... 

87 

6 

January, 

117 

11 

September, 

108 

10 

February, 

106 

10 

March,    .... 

118 

12 

Total  six  months, 

628 

65 

Total  six  months,    . 

769 

73 

By  the  foregoing  table  it  appears  that  there  were  628  positive  cases 
reported  in  the  warmer  months,  with  65  deaths,  and  769  cases  in  the 
colder  months,  with  73  deaths.     In  4  cases  the  date  was  not  given. 

Negative  Cases. 

The  reported  cases  in  which  a  negative  result  was  obtained  were  231 ; 
and  the  deaths  of  these  were  16,  or  6.9  per  cent. 

Sex. — The  males  were  109,  with  11  deaths,  or  10.1  per  cent.,  and  the 
females  122,  with  5  deaths,  or  4.1  per  cent. 

Age.  —  The  percentage  of  fatality  at  each  of  four  age  periods  was  as 
follows :  0  to  2  years,  31.2  per  cent. ;  2  to  5  years,  14.8  per  cent. ;  5  to 
10  years,  1.8  per  cent. ;  and  none  over  10  years. 
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Summary  of  the  Eight  Years  ended  March  31,  1903. 

Positive  Cases  treated  with  Antitoxin. 

Whole  number  of  positive  cases  for  the  eight  years,  11,555;  deaths, 
1,148  ;  fatality,  9.9  per  cent. 
Sex.  —  The  fatality  by  sexes  was  as  follows :  — 


Sex. 


Males, 
Females, 


Fatality 
(Percent.)- 


10.6 

9.2 


The  sex  of  90  was  not  stated  ;  16  deaths. 
Ages.  —  The  fatality  by  ages  was  as  follows :  — 


A ob  Periods. 


Deatha. 


Fatality 
(Per  Cent.). 


0  to    2  years, 
2  to    5  years, 
5  to  10  years, 
Over  10  years, 
Age  unknown, 


1,284 
3,656 
3,862 
2,898 
355 


285 
463 
242 
109 
49 


22.2 
12.7 

7.2 
3.8 


Hospitals  and  Private  Practice. 

Cases. 

Deatha. 

Fatally 
(PerCeot.) 

In  private  practice,    . 

8,131 
3,424 

890 

255 

10.9 
7.4 

Cases  in  which  no  Bacteriological  Examination  was  made  during  the  Year 

ended  March  31,  1903. 

Reports  were  received  of  347  cases  where  antitoxin  was  employed  in 
which  no  cultures  were  taken.  Of  this  number,  289,  or  83.3  per  cent., 
occurred  in  general  practice  and  the  remainder  were  reported  from  hos- 
pitals. Of  the  whole  number,  49  proved  fatal,  or  14.1  per  cent. 
;  Sex. — The  number  of  males  in  this  class  was  152,  and  the  deaths  of 
these  were  26,  or  17.1  per  cent.  The  number  of  females  was  194,  and  the 
deaths  of  these  were  23,  or  11.8  per  cent.  The  number  of  those  whose 
sex  was  unknown  or  not  stated  was  1. 

Age.  —  The  following  table  presents  the  cases  and  fatality  by  ages  among 
this  class  so  far  as  observations  were  made :  — 
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AOB  PKtlODS. 


Cases. 


Deaths. 


Fatality 
(PerCent.). 


From  0  to  2  years, 
From  2  to  5  years, 
From  5  to  10  years, 
Over  10  years,  . 
Age  unknown,  . 


38 

11 

94 

19 

104 

15 

109 

4 

5 

0 

29.0 

20.2 

14.4 

3.7 


The  higher  fatality  of  this  class  is  explained  by  the  fact  that  many  of  the 
cases  embraced  in  the  returns  are  described  as  "  moribund  "  or  "  beyond 
help"  or  "in  extremis"  when  antitoxin  was  administered.  They  were 
consequently  beyond  the  reach  of  remedial  aid,  and  in  many  of  them  it 
was  impracticable  to  make  a  bacterial  diagnosis. 

Sequel  m. 

Temporary  skin  eruptions,  usually  of  brief  duration,  are  of  very  common 
occurrence  after  the  administration  of  antitoxin.  Frequently  these  erup- 
tions are  quite  mild  and  confined  to  a  small  area  adjoining  the  place  of 
injection,  while  occasional  instances  occur  in  which  the  eruption  spreads 
throughout  the  entire  surface  of  the  body,  or  at  least  a  portion  of  its  area. 

During  the  year  under  consideration  such  eruptions  or  rashes  are  reported 
as  occurring  in  672  instances,  or  33.9  per  cent,  of  the  whole  number  re- 
ported upon.  Of  this  number,  87  per  cent,  were  mild  in  character  and  the 
remainder  severe  or  extensive. 

Albuminuria  was  reported  in  195  instances,  of  which  89  per  cent,  were 
slight,  or  consisted  of  a  trace  only.  The  presence  of  albuminuria,  how- 
ever, has  no  significance  as  relating  to  the  administration  of  antitoxin,  since 
albuminuria  is  present  according  to  good  authorities  in  the  majority  of 
severe  cases  of  diphtheria.* 

Operations. 

Tracheotomy,  an  operation  which  was  once  quite  commonly  resorted  to 
in  severe  cases  of  laryngeal  diphtheria,  appears  to  have  been  largely  sup- 
planted by  the  more  safe  and  simple  operation  of  intubation.  It  is  reported 
as  having  been  performed  20  times  during  the  year,  with  16  deaths. 

Intubation  is  reported  as  having  been  performed  148  times  during  the 
year,  with  50  deaths,  or  33.8  per  cent.,  a  greater  fatality  than  that  of  the 
previous  year. 

The  different  diseases  which  are  met  with  as  complications  of  diphtheria 
independently  of  the  use  of  antitoxin  appear  to  depend  for  their  frequency 
largely  upon  the  relative  prevalence  of  these  diseases  throughout  the  State. 
Scarlet  fever  and  measles  having  been  more  or  less  prevalent  in  1902,  these 
diseases  were  occasionally  met  with  in  the  hospitals  as  complications  with 


*  Osier's  "  Practice  of  Medicine/'  2d  edition,  page  116. 
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diphtheria.  Scarlet  fever  was  reported  as  a  complication  in  99  instances 
and  measles  in  19.  In  most  instances  the  complication  adds  to  the  severity 
of  the  cases  and  increases  the  fatality,  but  not  to  so  great  an  extent  as 
when  pneumonia  supervenes.  Pneumonia  and  broncho-pneumonia  were 
reported  as  complications  in  28  cases,  of  which  there  were  18  deaths. 

The  most  important  lesson,  repeated  in  former  reports,  to  which  the 
experience  of  each  successive  year  adds  emphasis,  is  the  necessity  of  the 
early  administration  of  antitoxin  in  each  and  every  case. 

Immunization. 

Returns  of  cases  in  which  antitoxin  had  been  used  for  the  purpose  of  the 
immunization  of  persons  who  had  been  exposed  to  the  infection  of  diph- 
theria were  received  in  170  cases,  69  in  hospital  and  101  in  general  practice. 
Undoubtedly  it  was  used  in  a  considerably  larger  number  of  instances  for 
this  purpose,  but  returns  were  not  made.  The  average  dose  employed  for 
this  purpose  was  about  900  units. 

General  Summary,  1895-1902. 

Positive  cases  treated  in  the  eight  years  ending  March  31, 1903,  and  re- 
ported to  the  State  Board  of  Health,      11,555 

Cases  in  which  no  bacteriological  examination  was  made,       .  2,923 


Total, 14,478* 

Deaths  of  these, 1,516 

Fatality  (per  cent.) 10.5 

Sexes. 

The  number  of  males  who  were  treated  was  f 6,755 

The  number  of  females  who  were  treated  was  f 7,560 

The  number  whose  sex  was  not  stated  was  f 163 


Total 14,478* 

Deaths  of  males, 755 

Fatality  of  males  (per  cent.), 11. £ 

Deaths  of  females, 736 

Fatality  of  females  (per  cent.), 9.1 

Deaths,  sex  not  stated, 25 

The  following  table  contains  the  results  of  those  cases  only  which  had 
been  determined  by  a  culture  examination  to  be  positive,  with  reference  to 
the  fatality  of  the  disease  in  each  group  of  cases,  considered  in  relation  to 
the  stage  of  the  disease  when  antitoxin  was  first  administered. 

*  In  this  number  (14,478)  1,470  cases  In  which  a  bacterial  diagnosis  showed  negative  result*  are  not 
Included,  so  that  the  whole  number  treated  with  antitoxin  of  which  returns  were  made  to  the  Board 
was  16,048. 

t  Except  cases  determined  to  be  "  negative." 
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Nothing  can  be  more  conclusive  than  the  cumulative  testimony  of  these 
figures,  supported  as  they  are  by  similar  experience  elsewhere,  as  to  the 
importance  of  the  earliest  possible  administration  of  antitoxin  in  the  treat- 
ment of  diphtheria.  Each  day's  delay  renders  the  liability  to  a  fatal  result 
greater. 

The  fatality  of  the  cases  which  were  treated  with  antitoxin  very  early  in 
the  course  of  the  disease  (that  is,  before  the  termination  of  forty-eight 
hours  from  its  onset)  was  only  6.7*  per  cent.,  or  317  deaths  in  4,717  cases, 
while  that  of  the  cases  which  were  not  thus  treated  until  the  sixth  day  or 
later  was  as  high  as  17.6  per  cent.,  or  nearly  three  times  as  great. 

Day  of  Administration. 


DAT. 


Casei. 


Deaths. 


Fatality 
(Per  Cent). 


First, . 

Second, 

Third, 

Fourth, 

Fifth, . 

Sixth  and  later, 


1,433 
3,284 
2,654 
1,687 
864 
1,242 


114 
203 
239 
218 
137 
220 


7.9 

6.2 

9.0 

12.9 

15.9 

17.6 


A  considerable  number  of  cases  and  deaths,  in  which  the  day  of  admin- 
istration was  not  stated  in  the  returns,  is  excluded  from  this  table. 


*  The  111111  of  the  experience  of  the  first  two  days  to  expressed  In  tbto  figure. 
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Diphtheria  Cultures  examined  during  the  Tear 

ended  March  31, 1903. 


During  the  year  ended  March  31, 1903, 2,904  cultures  have  been  received 
from  123  towns  and  cities  in  the  State.  Of  these  cultures  1,267  were  made 
for  the  purpose  of  diagnosis  and  1,637  for  release  from  quarantine.  The 
following  table  gives  the  number  of  cultures  received  from  the  different 
towns  and  cities  and  the  results  of  the  examinations :  — 


CULTUBXl  BXAMinD  FOB 

Diaqvobib. 

Cultures 

Whole 

Number  of 

Cultures 

^m^  •  M^B  fl™  ^r  ^W^^W ■ 

examined 

CRT  OB  TOWIff. 

for  Uetease 
from  Quar- 

examined. 

Positive. 

Negative. 

Doubtful. 

antine. 

Abington, 

1 

mt 

^ 

^ 

1 

Adams,  . 

1 

— 

— 

1 

- 

Andover, 

8 

3 

5 

— 

— 

Arlington, 

15 

3 

4 

— 

8 

Attleborough, 

1 

- 

- 

— 

1 

Avon,     . 

4 

2 

1    . 

1 

Barnstable,    . 

1 

— 

1 

— 

- 

Belmont, 

1 

1 

— 

- 

— 

Berlin,  . 

1 

1 

— 

— 

- 

Beverly, 

13 

1 

9 

- 

3 

Bolton,  . 

1 

— 

1 

- 

— 

Boston,  . 

2 

1 

1 

— 

- 

Bourne, . 

2 

2 

— 

— 

- 

Braintree, 

17 

5 

4 

— 

8 

Bridgewater, 

3 

— 

1 

_ 

2 

Brookfield,     , 

1 

— 

— 

1 

Brookline, 

1 

1 

— 

— 

- 

Chelsea, 

61 

17 

19 

— 

!       25 

Cheshire, 

1 

— 

1 

— 

- 

Clinton, 

15 

1 

7 

— 

7 

Cohasset, 

17 

3 

5 

— 

9 

Concord, 

23 

5 

7 

— 

11 

Danvers, 

32 

7 

10 

— 

15 

Dedham, 

7 

2 

2 

— 

3 

Dighton, 

1 

- 

— 

- 

1 

Dover,   . 

3 

— 

2 

— 

1 

Duxbury, 

6 

1 

4 

— 

1 

Everett, 

200 

32 

87 

1 

130 

East  Bridgewater, 

3 

~ * 

3 

— 

i 
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CULTUXBS  BZAM1MBO  FOB 

DlAGVOIIB. 

Culture* 

Whole 

examined 

ClTT  OB  TOWlf. 

Number  of 
Cultures 

for  Release 
from  Quar- 

examined. 

Positive. 

Negative. 

Doubtful. 

antine. 

Easton, 

149 

16 

17 

116 

Falmouth, 

3 

— 

1 

— 

2 

Foxborongh, . 

12 

- 

12 

— 

- 

Framingham, 

15 

6 

3 

- 

6 

Gloucester,    . 

19 

14 

4 

1 

— 

Great  Barrington, . 

1 

— 

1 

- 

— 

Groton, .... 

5 

1 

2 

— 

2 

Groveland,     . 

1 

1 

— 

— 

— 

Hanover, 

1 

— 

1 

- 

_ 

Harvard, 

1 

— 

1 

— 

— 

Haverhill, 

13 

3 

7 

1 

2 

Hingham, 

6 

— 

4 

— 

2 

Holbrook, 

2 

1 

1 

— 

— 

Hopedale, 

1 

— 

1 

— 

- 

Hopkinton,    . 

Hull 

4 

1 

— 

— 

3 

3 

— 

3 

— 

— 

Hyde  Park,    . 

79 

5 

11 

- 

63 

Ipswich, 

12 

2 

8 

- 

2 

Kingston, 

1 

1 

— 

— 

— 

Lawrence, 

21 

5 

15 

- 

1 

Leominster,  . 

14 

2 

11 

1 

— 

Lexington,     ..       . 

11 

1 

5 

— 

5 

Ludlow, 

2 

1 

- 

— 

1 

Lynn,     .... 
Maiden, . 

3 

1 

— 

— 

2 

263 

32 

39 

2 

190 

Mansfield, 

1 

— 

1 

— 

— 

Marblehead,  . 

31 

7 

17 

— 

7 

Marlborough, 

415 

59 

38 

— 

318 

Marshfield,    . 

1 

— 

— 

— 

1 

Med  fie  Id, 

28 

3 

4 

— 

21 

Med  ford, 

110 

21 

41 

— 

48 

Medway, 

6 

2 

1 

— 

3 

Melrose, 

84 

6 

18 

2 

58 

Middleborough,    . 

6 

1 

1 

- 

4 

Milford, 

2 

2 

— 

— 

- 

Millis,    . 

2 

— 

2 

— 

— 

Milton,  . 

127 

19 

46 

- 

62 

M  on  son, 

1 

— 

1 

— 

— 

Nantucket, 

1 

1 

— 

— 

— 

Natick,  . 

12 

2 

4 

~~ 

6 

Needham, 

5 

— 

4 

— 

1 

Newbury, 

1 

- 

1 

- 

- 

New  bury  port, 

56 

15 

35 

- 

6 

North  Adams, 

54 

19 

9 

— 

26 

North  Attleborough, 

5 

1 

1 

— 

3 

Norton, . 

1 

- 

1 

— 

- 

Norwell, 

4 

2 

— 

— 

2 

Norwood, 

5 

1 

3 

— 

1 

Orange, . 

1 

- 

1 

- 

- 

Palmer, . 

2 

— 

2 

- 

- 

Peabody, 

27 

4 

« 

8 

" 

15 
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CULTUKKS  EXAXIRD  FOB 

DlAOVOMS. 

Cottons 

Whole 

Number  of 

Cultures 

examined 

City  ok  Town. 

for  Release 
from  Qur> 

examined. 

Positive. 

Negative. 

DonbtiuL 

anttne. 

Pittsfield 

36 

6 

15 

16 

Plymouth, 

6 

3 

- 

— 

3 

Princeton, 

1 

1 

- 

— 

- 

Quincy, . 

83 

14 

29 

— 

40 

Randolph, 

6 

2 

4 

- 

- 

Reading, 

66 

11 

28 

- 

27 

Revere,  . 

12 

2 

7 

1 

2 

Rockland, 

29 

6 

7 

— 

17 

Rockport, 

12 

1 

3 

— 

8 

Salem,   . 

137 

26 

20 

— 

92 

Salisbury, 

2 

1 

1 

— 

- 

Saugus, . 

8 

— 

1 

- 

7 

Scituate, 

9 

2 

2 

- 

5 

Sherborn, 

1 

1 

— 

- 

- 

Shirley, . 

2 

- 

2 

— 

- 

Somerville,    , 

81 

17 

24 

- 

40 

South  borougt 

*i 

2 

- 

2 

- 

- 

Southbridge, . 

4 

2 

1 

- 

1 

Spencer, 

1 

— 

1 

— 

- 

Stoneham, 

6 

2 

3 

— 

- 

Stoughton,     , 

44 

7 

8 

- 

29 

Swampscott, 

10 

2 

6 

2 

- 

Taunton, 

1 

— 

- 

— 

1 

Templeton,    , 

1 

1 

- 

- 

- 

Tisbury, 
Wakefield, 

1 

— 

1 

— 

- 

12 

— 

6 

— 

6 

Walpole, 

5 

- 

4 

— 

1 

Warren, 

12 

3 

6 

- 

3 

Wellesley, 

18 

2 

4 

- 

12 

Westborough, 

8 

1 

5 

- 

2 

West  Bridgewater 

1 

— 

— 

- 

1 

Westford, 

2 

- 

1 

— 

1 

Westport, 

1 

- 

1 

- 

- 

West  Newbury, 

2 

^ 

- 

- 

2 

Westwood,    . 

2 

1 

— 

— 

1 

Weymouth,    . 

a 

3 

- 

1 

1 

Williamstown, 

2 

1 

1 

— 

- 

Wilmington, . 

6 

— 

4 

1 

1 

Winchester,  . 

66 

6 

24 

1 

35 

Winthrop, 

101 

15 

17 

1 

68 

Woburn, 

23 

3 

14 

1 

5 

Worthington, 

4 

1 

- 

- 

3 

Wrentham,    . 

2 

— 

2 

i 

1 

■• 

Total, 

2,904 

486 

764 

17    1 

1,637 
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Persistence  of  Diphtheria  in  the  Throats  of  Patients  Convalescent 

of  Diphtheria. 

Among  these  cases  are  included  only  those  in  which  frequent  cultures 
were  made  until  the  throat  was  free  from  the  bacilli.  The  time  of  persis- 
tence is  given  from  the  date  of  the  earliest  symptoms  to  when  the  bacilli 
were  last  found  in  cultures  from  the  throat. 


Tuct  OF  Pemistbhob. 

Number  of 
Caiet. 

Time  or  Pbmistbvcb. 

Number  of 
Cases. 

1  week  or  less, 

1  to  2  weeks, 

2  to  3  weeks, 

3  to  4  weeks, 

4  to  5  weeks, 

5  to  6  weeks, 

6  to  7  weeks, 

7  to  8  weeks, 

16 

105 

179 

160 

111 

58 

25 

15 

8  to    9  weeks,  . 

9  to  10  weeks,  . 

10  to  11  weeks,  . 

11  to  12  weeks,  . 

12  to  13  weeks,  . 

13  to  14  weeks,  . 

14  to  16  weeks,  . 

9 
1 

0 
0 

1 

0 

1 

Relation  of  Clinical  to  Bacteriological  Diagnosis. 


Bactbbiolooical  Diagnosis. 

CLINICAL  DIAGNOSIS. 

Positive. 

Negative. 

Doubtful. 

Not  given  in  193  cases, 

255 
37 

122 
72 

156 
251 
242 
115 

4 

8 
4 
6 

Total, 

486 

764 

17 

Relation  of  Bacteriological  Diagnosis  to  (he  Day  of  Taking  of  Culture, 


DAT  Or  DISBA8B  ON  WHICH  CtTLTUBB  WAS  TAKBN. 


Bacteriological  Diagnosis. 


Positive. 


Negative. 


First  day. 
Second  dav,  . 
Third  day!     . 
Fourth  day,   . 
Fifth  day,      . 
Sixth  day, 
Seventh  day, . 
Over  seven  days, 
Not  stated,    . 

Total,     . 


486 


27 

41 

146 

259 

136 

209 

61 

95 

39 

58 

13 

25 

8 

15 

26 

21 

30 

41 

764 


Doubtful. 


2 
6 
3 
3 


2 


17 


Percentage 
of  Positive 


39.7 

35.9 
38.7 
38.4 
39.0 
34.2 
33.8 
55.3 
41.1 

38.4 
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Summary  of  the  Seven  Years  ended  March  31,  1903. 
The  whole  number  of  cultures  examined  during  the  seven  yean  is  as 


follows:  — 

In  1896- 

In  1897- 

In  1898- 

In  1899- 

In  1900- 

In  1901- 

In  1902- 

•97  (year  ended  March  31, 1897), 
-98  (year  ended  March  31,  1898), 
-99  (year  ended  March  81, 1899), 
■1900  (year  ended  March  31, 1900), 
-1901  (year  ended  March  31, 1901), 
-1902  (year  ended  March  31, 1902), 
-1903  (year  ended  March  31, 1903), 


Total, 


1,469 
2,204 
1,591 
3,258 
5,173 
4,119 
2,904 

20,718 


Of  these  20,718  cultures,  9,568  were  made  for  the  purpose  of  diagnosis 
and  11,150  for  release  from  quarantine.  Of  the  cultures  made  for  diag- 
nosis 4,046  were  positive,  5,364  were  negative  and  158  were  doubtful. 

In  2,101  cases,  in  which  frequent  cultures  were  made  until  the  throat 
was  free  from  the  bacilli  of  diphtheria,  the  average  time  of  persistence  of 
the  bacilli  from  the  date  of  earliest  symptoms  was  25.2  days. 

In  9,568  cultures  examined  for  diagnosis  the  relation  of  clinical  to  bac- 
teriological diagnosis  was  as  follows :  — 


Bacteriological  Diagnosis. 

Clinical  Diagnosis. 

Positive. 

• 

Negative. 

Doubtful. 

2,225 
369 
832 
624 

1,227 
1,546 
1,577 
1,013 

44 
33 

38 
40 
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EXAMINATION  OF  SPUTUM  AND  OTHEE  MATEKIAL 
SUSPECTED  OF  CONTAINING  THE  BACILLI 

OF  TUBEECULOSIS. 


During  the  year  ended  March  31,  1903,  microscopical  examination  has 
been  made  of  928  specimens  of  sputum  and  other  material  suspected  of 
containing  the  bacilli  of  tuberculosis.  This  material  was  received  from 
121  different  towns  and  cities  in  the  State.  The  following  table  gives  the 
places  from  which  the  material  was  received  and  the  results  of  the  exam- 
inations :  — 


3 

§3 

Males. 

Fkmalm. 

8XX  NOT  STATED. 

ClTT  OR  TOWH. 

• 

I 

• 

a 
& 

4 

> 

2 

• 

i 

a 

2 
1 

• 

V 

•** 

'3 

0 

04 

• 

• 

! 

• 
O 

ft 

Abington, . 
Acton, 
Adams, 
Andover,  . 
Arlington, 
Ashland,   . 
Athol, 

Attleborough,  , 
Avon, 
Barnstable, 
Bedford,    . 
Belmont,  . 
Blackstone, 
Bolton, 
Boston, 
Boylston,  . 
Bndgewater,    . 
Brockton, . 
Brookfield, 
Brookline, 
Cambridge, 
Chelmsford, 
Chelsea,    . 
Cheshire,  . 
Clinton,     . 
Cohasset,  . 

2 
3 
3 
1 

11 
3 
1 

11 
2 
4 
1 
1 
4 
4 

18 
1 
4 
1 
8 
1 
2 
3 
6 
1 

14 
1 

1 

1 
1 

2 
1 
2 

1 

4 

1 
1 
1 

2 

1 
1 
1 

1 

3 
1 

1 

10 

3 

2 
1 

1 

6 

1 

2 

- 

1 
1 

- 

3 
1 

1 

2 
1 

1 
1 

- 
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i 

] 

MAX.B8 

i 

FKMALB8.           | 

Sex  hot  anno. 

Citt  os  Town. 

li 

s  e 

25 

• 

a> 

5 

• 
o 

• 

1 

■ 

a 
e 

ft 

• 

a> 

> 
3 

3 

* 

3 

S 

• 

i 

s 
© 

1 
1 

• 
3 

i 

56 

• 

I 

«« 
A 

S 

Colrain 

1 

1 

1 

Concord,    . 

13 

3 

5 

— 

3 

2 

— 

— 

- 

- 

Cottage  City,    . 
Dan  vers,    . 

1 
5 

— 

2 

— 

— 

1 
2 

— 

— 

1 

— 

Dedhara,  . 

6 

2 

1 

— 

1 

2 

— 

— 

— 

— 

Douglas,   . 
Everett,     . 

1 
43 

10 

9 

1 

I 
10 

13 

— 

— 

— 

1 

East  Bridgewater,    . 

4 

— 

1 

— 

2 

1 

- 

— 

— 

- 

Edgartown, 
Fall  River, 

2 

— 

— 

— 

— 

2 

— 

— 

— 

- 

115 

30 

29 

— 

22 

30 

1 

2 

1 

— 

Foxborough,     . 
Framing  ham,    . 

23 

14 

2 
1 

7 
3 

— 

4 
1 

9 
9 

— 

— 

1 

— 

Franklin,  . 

4 

1 

■ 

— 

2 

1 

— 

— 

— 

— 

Gardner,    . 

1 

1 

— 

— 

Gloucester, 

3 

1 

2 

Great  Harrington, 

1 

— 

1 

Greenfield, 

9 

3 

2 

- 

— 

4 

— 

— 

— 

- 

Hanson,     . 

1 

— 

— 

— 

— 

1 

• 

— 

— 

- 

Haverhill, 

7 

— 

2 

— 

1 

3 

— 

— 

1 

- 

Hingham, . 

10 

6 

1 

— 

— 

3 

— 

- 

— 

- 

Hubbardston,    . 

1 

— 

1 

Hudson,     . 

1 

1 

- 

- 

Hyde  Park,       . 

2 

1 

1 

— 

— 

— 

— 

— 

- 

- 

Holbrook, . 

1 

— 

— 

— 

1 

— 

— 

— 

— 

- 

Lakeville, . 

2 

— 

1 

— 

— 

1 

- 

— 

— 

- 

Lawrence, 

21 

4 

6 

— 

5 

5 

— 

— 

1 

- 

Lexington, 
Littleton,  . 

4 
1 

1 

— 

— 

1 

1 

— 

1 

1 

— 

Lynn, 
Lvnnfield, . 
Alalden,     . 

6 
2 

1 

2 
2 

— 

— 

3 

— 

— 

— 

■" 

21 

5 

3 

— 

3 

9 

— 

— 

1 

- 

Mansfield, 

4 

— 

— 

— 

— 

4 

— 

— 

- 

- 

Marlborough,   . 

11 

— 

3 

— 

— 

8 

— 

— 

- 

- 

Maynard,  . 
Medfnrd,  . 

2 
21 

2 

1 
7 

— 

1 
2 

9 

— 

1 

— 

— 

Med  way,  . 
Melrose,    . 

7 
30 

5 

4 

1 

7 

— 

10 

1 
9 

— 

— 

— 

^ 

Methuen,  . 

5 

— 

2 

— 

— 

3 

— 

— 

— 

- 

Middleborough, 
Mil  ford,     . 

7 
1 

— 

5 

— 

1 

1 

^m 

— 

1         - 

Milton, 

7 

— 

1 

1 

4 

— 

— 

1 

- 

Millis, 

1 

— 

1 

— 

— 

— 

— 

- 

- 

Monson,    . 

» 

2 

2 

— 

- 

- 

Nantucket, 

1 

— 

1 

- 

- 

Natick, 

3 

1 

1 

1 

- 

Needham, . 

5 

— 

1 

— 

— 

4 

— 

— 

- 

- 

New  Bedford,  . 

2 

1 

- 

- 

— 

1 

— 

— 

-   .      - 

Newbary, 
New  bury  port,  . 
Newton,    . 

2 
3 
1 

1 

I 
i 

1 

- 

- 

1 
2 

1 

- 

- 

- 

No.  34.] 


BACILLI  OF  TUBERCULOSIS. 


523 


• 

1 

Malbs. 

FKHALB8. 

i 

Sue ; 

■OT  STATED. 

Citt  ox  Tow*. 

• 

I 

• 
9 

I 

■ 

i 

a 

& 

I 

• 

> 
S 

s 

to 

a 

& 

1 
1 

S3 

s, 

* 

• 

I 

North  Adams,  .... 

61 

16 

18 

_ 

9 

15 

2 

1 

North  Andover, 

2 

• 

1 

— 

1 

North  Attleborough, 
North  Brook  Geld, 

14 
1 

3 

5 

— 

4 
1 

2 

— 

— 

— 

— 

Norwood,  . 

6 

1 

— 

— 

I 

1 

— 

2 

1 

— 

Palmer,     . 

6 

1 

2 

— 

1 

2 

— 

— 

— 

• 

Peabody,  . 
Pittsfield,  . 

25 
2 

3 

6 

— 

7 

9 
2 

— 

- 

— 

— 

Quiney, 
Randolph, 
Reading,   . 
Revere, 

SO 

15 

8 

12 

2 

1 

3 

11 
5 

7 
4 

- 

5 
4 

2 

11 
3 
1 
3 

- 

1 
1 

1 

— 

Rockland, . 

12 

2 

7 

— 

1 

2 

— 

— 

— 

— 

Russell, 

2 

— 

— 

— 

— 

2 

— 

— 

— 

— 

Salem, 

35 

8 

6 

— 

7 

14 

— 

— 

— 

— 

Somerville, 

17 

2 

2 

— 

3 

9 

— 

t 

1 

— 

South  borough, . 

1 

— 

1 

— 

— 

— 

— 

— 

~ 

_ 

Southbridge, 

1 

1 

— 

Southampton, 
Spencer,    . 
Stonghton, 
Swampscott, 
Taunton,   . 

1 
6 
1 
2 
13 

2 
1 
I 
3 

1 
3 

1 
6 

- 

1 

1 
2 

- 

- 

1 

- 

Topsfield, . 
Tyngs  borough, 
Wakefield, 

1 
1 
2 

1 
1 

_^ 

1 

1 

Walpole,  . 
Warren,    . 

3 
4 

— 

1 

— 

— 

1 
3 

— 

1 

1 

— 

Watertown, 

5 

1 

2 

— 

2 

Wellesley, 
Wenham,  . 

6 
1 

— 

4 
1 

— 

— 

2 

— 

— 

— 

— 

West  Boylston, 
Westborough,  . 
Westford, . 

2 
1 
9 

— 

1 

— 

1 

1 
1 

7 

- 

1 

— 

- 

Weston,     . 

2 

1 

1 

Weymouth, 
Whitman, 

7 
9 

1 
2 

4 
4 

— 

1 

2 

2 

— 

— 

— 

— 

Williamstown, . 

4 

— 

1 

— 

2 

1 

— 

— 

— 

— 

Wilmington, 
Winchendon,     . 

1 

6 

3 

1 

1 

2 

Winchester, 

16 

2 

5 

— 

4 

3 

— 

— 

2 

— 

Winthrop, 
Woburn,   . 

4 
1 

— 

1 
1 

•— 

1 

2 

— 

— 

— 

— 

Worcester, 

12 

1 

3 

— 

1 

6 

i 

— 

1 

— 

Worthington,    . 
Place  not  stated 

»       • 

2 

4 

^m 

1 
1 

^* 

1 

1 

p 

- 

2 

- 

Total,         .... 

928 

169 

263 

2 

145 

300 

2 

20 

27 

— 
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Ages.  —  The  relation  of  bacteriological  diagnosis  to  age  is  shown  in  the 
following  table :  — 


Aob  Periods. 

Number  of 

Cases 
examined. 

Positive. 

Negative. 

Doubtful. 

Percentage 

of  Positive 

Cases. 

From  0  to  10  years, 
From  10  to  20  years, 
From  20  to  30  years, 
From  30  to  40  years, 
From  40  to  50  years, 
From  50  to  60  years, 
From  60  to  70  years. 
From  70  to  80  years, 
From  80  to  90  years, 
Age  not  stated, 

19 

129 

277 

208 

115 

48 

29 

12 

2 

89 

2 
45 
110 
79 
41 
11 

7 

39 

17 

83 

167 

129 

72 

87 

21 

12 

2 

50 

1 

2 
1 

10.5 
34.9 

39.7 
38.0 
35.7 
22.9 
24.1 
00.0 
00.0 

928 

334 

590 

4 

43.8 

Sex.  —  The  relation  of  bacteriological  diagnosis  to  sex  is  shown  in  the 
following  table :  — 


Baotbriologioal  Diagnosis. 


Sex  not 
stated. 


Positive  cases, 
Negative  cases, 
Doubtful  cases, 

Total,      . 


334 

169 

145 

590 

263 

300 

4 

2 

2 

928 

434 

447 

20 
27 

0 


47 


Clinical  Diagnosis.  —  The  relation  of  clinical  diagnosis  to  bacteriological 
diagnosis  is  as  follows :  — 


Clinical  Diagnosis. 


Bacteriological  Diaoxosis. 


Positive. 


Negative. 


Doabtfoi. 


Positive  in  328  cases,  . 
Negative  in  145  cases, 
Doubtful  in  184  cases, 
Not  given  in  271  cases, 

Total  in  928  cases, 


170 

157 

25 

119 

52 

132 

87 

182 

334 

590 

1 
1 


Duration  of  Disease.  —  The  relation  of  bacteriological  diagnosis  to  the 
duration  of  the  disease  is  shown  below :  — 
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Duration  of  Disease  to  thb  Time  of 
examinatiov  of  8putuk. 


BACTERIOLOGICAL  DIAOKO8I8. 


Positive. 


1  month  or  less, 

1  to  2  months, 

2  to  3  months, 

3  to  6  months, 
6  to  9  months, 
9  to  12  months, 
1  to  2  years,  . 
Over  2  years, 
Not  given,     . 

Total,     . 


23 
40 
85 
60 
16 
38 
26 
16 
81 


334 


Negative. 


Doubtful. 


88 
78 
58 

78 
7 

32 

22 

38 

189 


590 


1 
2 


Percentage 

of  Positive 

Catet. 


20.5 
33.9 
37.5 
43.5 
69.6 
54.3 
54.2 
27.8 
29.8 


35.9 


Summary  of  the  Seven  Tears  ended  March  81,  1903. 

The  number  of  specimens  of  sputum  and  other  material  examined  for  the 
bacilli  of  tuberculosis  during  the  seven  years  ended  March  31,  1908,  is  as 
follows :  — 


In  1896-1897  (year  ended  March  31, 1897), 124 

In  1897-1898  (year  ended  March  31, 1898), 236 

Id  1898-1899  (year  ended  March  31, 1899), 414 

In  1899-1900  (year  ended  March  31, 1900), 571 

In  1900-1901  (year  ended  March  81, 1901), 746 

In  1901-1902  (year  ended  March  81, 1902) 797 

In  1902-1903  (year  ended  March  31, 1903) 928 

Total, 3,816 

Of  these  3,816  specimens,  1,567,  or  41.1  per  cent.,  contained  the  bacilli 
of  tuberculosis,  in  2,199  specimens  the  bacilli  were  not  found  and  in  50 
specimens  the  bacteriological  diagnosis  was  doubtful. 

Ages.  —  Of  582  specimens  from  persons  who  were  under  twenty  years 
of  age  36.9  per  cent,  were  positive;  of  the  2,485  specimens  from  persons 
who  were  between  the  ages  of  twenty  and  fifty  years  44.2  per  cent,  were 
positive  ;  and  of  the  423  specimens  from  persons  who  were  over  fifty  years 
of  age  22.9  per  cent,  were  positive.  The  age  was  not  given  in  896  cases. 
Of  the  positive  cases  213,  or  13.6  per  cent.,  were  under  twenty  years  of 
age,  1,081,  or  68.9  per  cent.,  were  between  twenty  and  fifty  years  of  age, 
97,  or  6.2  per  cent.,  were  over  fifty  years  of  age,  and  in  176  the  age  was 
not  stated. 

Sex.  —  Of  the  3,816  cases  from  which  material  was  examined,  1,772 
were  males,  1,836  were  females  and  the  sex  was  not  stated  in  208.  Of  the 
male  cases  42.8  per  cent,  and  of  the  female  cases  89.8  per  cent,  were 
positive. 
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TYPHOID  FEVER. 


Widal,  Agglutinative  or  Serum  Test. 

Daring  the  year  the  method  for  collecting  blood  for  the  Widal  or  agglu- 
tinative test  described  in  the  report  for  1900  continued  to  be  nsed. 

The  blood  specimens  examined  are  given  in  the  two  following  tables. 
In  the  first  they  are  grouped  according  to  towns.  The  whole  number  of 
specimens  received  is  given  and  divided  into  positive  and  negative,  accord- 
ing to  the  outcome  of  the  test.  Fifty-seven  towns  sent  to  the  laboratory 
217  specimens,  of  which  65  were  positive  and  152  negative. 

In  the  second  table  the  results  of  the  examination  are  arranged  accord- 
ing to  the  da}r  of  the  disease  on  which  the  blood  was  collected.  From  this 
table  it  will  be  seen  that  positive  cases  are  not  encountered  until  the  sixth 
day  of  the  disease.  Since  the  agglutination-reaction  may  not  appear  until 
the  second  week  of  the  disease,  or  even  later,  the  blood  of  cases  examined 
with  negative  result  during  the  first  week  should  be  again  examined  in  the 
second  or  third  week. 

The  discovery  in  different  countries  of  a  considerable  number  of  cases 
of  disease  closely  simulating  typhoid  fever,  but  responding  negatively  to 
the  Widal  test  with  typhoid  bacilli,  has  led  to  the  discovery  of  a  group  of 
bacilli,  presumably  the  cause  of  these  attacks,  which  resemble  the  typhoid 
bacillus  but  are  readily  distinguished  from  it  by  certain  bio-chemical  tests. 

At  present  the  laboratory  is  not  in  position  to  recognize  such  types  of 
disease.  In  order  to  make  a  diagnosis  it  would  be  necessary  to  test  a 
series  of  these  so-called  paratyphoid  and  paracolon  bacilli  with  the  blood, 
which  would  have  to  be  sent  in  considerably  larger  amounts  than  is  needed 
for  the  simple  test  with  the  typhoid  bacillus. 

Fortunately,  these  aberrant  typhoid-like  affections  are  milder  than  gen- 
uine typhoid  and  as  a  rule  non-fatal. 

Typhoid  Fever  (Widal  Test). 


City  or  Town. 

Number 

of 
Cases. 

Positive. 

Negative. 

Cirr  oa  TOWH. 

Number 

of 
Cases. 

Positive. 

Negatirs. 

AHstoD,     .       .       . 
Arlington, 
Attleborough,  . 
Barnstable, 

6 
1 
1 
1 

1 
1 
1 

6 

1 

Boston,     . 
Cambridge, 
Chariestown,    . 
Chelmsford,      . 

5 
1 
1 

7 

S 
1 
1 
2 

2 

5 

No.  34.] 


TYPHOID  FEVER. 


527 


Typhoid  Fever  (Widal  Test)  —  Concluded. 


Number 

i 
Number 

ClTT  OB  TOWV. 

of 
Cases. 

Positive. 

Negative. 

ClTT  OR  TOWW. 

of 
Cases. 

Positive. 

Negative. 

Chelsea,    . 

6 

1 

5 

Milton,      . 

11 

4 

7 

Concord,   . 

4 

• 

4 

Natick,      . 

1 

1 

— 

Cottage  City,    . 

1 

- 

1 

Needhum, 

5 

2 

3 

Dangers,   . 

8 

4 

4 

Newbury  port,  . 

20 

10 

10 

Dedham,  . 

1 

- 

1 

Newton,    . 

1 

1 

- 

Daxbury,  . 

3 

1 

2 

Norwood, . 

0 

8 

3 

Eaaton, 

8 

1 

2 

Qufncy,     . 
Reading,    . 

1 

1 

- 

Edgartown, 

1 

1 

- 

5 

1 

4 

Everett, 

7 

1 

6 

Revere, 

1 

1 

— 

Fall  River, 

1 

• 

1 

Salem, 

4 

• 

4 

Fox borough,    , 

2 

1 

1 

ScituAte,    . 

1 

- 

1 

Grot  on. 

1 

- 

1 

Bomervllle, 

10 

4 

12 

Haverhill, 

2 

- 

2 

Southbridge,     . 

1 

1 

- 

H  Ingham, . 

1 

- 

1 

8waropscott,     . 

6 

2 

3 

Ho  Idea, 

1 

1 

• 

Taunton,   . 

1 

- 

1 

Hyde  Park, 

8 

2 

6 

Waltham, . 

2 

1 

1 

Lowell, 

1 

— 

1 

Ware, 

1 

- 

1 

Lynn, 
Marblehead, 

3 

1 

2 

Wellealey, 

8 

- 

8 

2 

- 

2 

Westport, . 
;  Winchester, 

1 

- 

1 

Marlborough,  , 

8 

2 

1 

8 

8 

5 

Marshfield, 

1 

1 

- 

Willlamstown, 

4 

- 

4 

Medford,  . 
Med  way,  . 

0 
1 

- 

0 
1 

Wilmington,     . 

b 

- 

6 

— 

Melroae,    . 

17 

8 

14 

Total, . 

217 

05 

152 

Mlddleborough 

2 

"• 

2 

Widal  Testt  according  to  Stage  of  Disease, 


Approximate  Number  of  Dats 

from  bkoivkisro  of  disease 

to  Collection  of  Blood. 


Numbkb  of  Cases. 


Positive. 


Negative. 


f 


It 
2 

3; 

4. 

6, 

e, 

m 
<• 

8, 

9. 

10. 

H. 
12, 
13, 
14, 
15, 

10, 
17. 
18, 
20, 


2 

7 

5. 

7 

2 

1 

5 

3 

7 

1 

1 

4 

2 

2 


1 
8 
1 
9 
0 
10 
10 
9 
7 

19 
8 
7 
0 
9 
2 
4 
2 
2 
2 


Approximate  Number  of  Dats 

from  BEOivNiire  of  Disease 

to  Collection  of  Blood. 


Number  of  Cases. 


Positive. 


21,  . 

22,  . 
20,  . 
28.  . 

80,  . 

81,  . 
30,  . 
41,  . 

49,  . 

50,  . 
00,  . 
03,  . 
00,  . 
71,  . 
80,  . 
Unknown, 


Total, 


05 


Negative. 


8 


— 

2 

- 

8 

— 

2 

1 

- 

1 

2 

2 

2 

— 

1 

- 

1 

1 

- 

- 

1 

1 

• 

1 

• 

1 

— 

7 

12 

152 
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MALARIA. 


The  number  of  blood  films  received  by  the  laboratory  during  the  current 
year  for  microscopic  diagnosis  was  considerably  lower  than  that  of  the  year 
preceding.  Of  61  preparations  received  only  17,  or  about  28  per  cent., 
showed  the  malaria  parasite. 

This  is  evidence  of  a  general  reduction  in  the  number  of  cases  and  of 
the  reduced  prevalence  of  the  disease  throughout  the  State,  which  may 
have  been  in  part  due  to  the  cold  and  wet  season. 


Malaria. 


City  ob  Town. 


Number 

of 
Cases. 


Positive. 


Negative. 


Barnstable, 
Bedford,    . 
Boston, 
Braintree,  . 
Brockton,  . 
Chelmsford, 
Clinton, 
Foxborough, 
Medford,    . 
Melrose,     . 
Middleborough, 
Norwood,  . 
Uxbridge,  . 
Waltham,  . 
West  Boylston, . 
Wilmington, 
Winchester, 

Total, . 


2 
2 

19 
1 
1 
5 
5 
1 
1 
5 
1 
1 
1 
2 
1 
2 

11 


61 


3 
1 


1 
1 


17 


2 
2 
10 
1 
1 
5 
2 

1 
3 
1 
1 
1 
2 
1 
1 
10 
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STATISTICAL  SUMMARIES  OF  DISEASE  AND  MORTALITY. 


The  statistical  information  relating  to  disease  and  mortality  which  has 
been  received  by  the  Board  during  each  year,  either  through  the  medium 
of  voluntary  returns  or  in  consequence  of  legal  requirements,  has,  in  the 
recent  reports  of  the  Board,  been  presented  under  four  different  heads  or 
groups.  In  the  present  report  this  series  of  statistics  has  been  condensed 
as  much  as  can  be  done  consistently  with  a  clear  and  intelligent  method  of 
presentation. 

These  summaries  are  defined  as  follows :  — 

I.  The  Weekly IMorlality  Returns. — These  consist  of  the  reports  of 
deaths,  which  are  made  up  weekly  and  are  sent  to  the  office  of  the  State 
Board  by  the  registration  officials  of  cities  and  towns.  They  are  voluntary, 
and  serve  principally  to  show  the  seasonal  prevalence  of  each  of  the  chief 
infectious  diseases,  and  the  mortality  of  children  under  five  years  old  in 
weekly  periods.  This  series  of  statistics  has  been  continued  by  the  Board 
for  more  than  twenty-five  years,  and  has  been  published  as  a  summary  for 
nineteen  years. 

II.  The  Reports  of  Certain  Infectious  Diseases,  —  Diphtheria  and  Croup, 
Scarlet  Fever,  Typhoid  Fever  and  Measles.  —  These  are  obtained  from  the 
annual  reports  of  local  boards  of  health  for  the  year  1902,  which  are  for- 
warded to  the  State  Board  from  cities  and  towns.  By  comparing  the  num- 
bers of  reported  cases  with  the  reported  deaths,  the  mean  fatality  of  each 
disease  in  the  places  from  which  the  reports  are  made  is  obtained  with  a 
reasonable  degree  of  accuracy.  This  summary  was  first  presented  in  the 
report  of  1891,  page  878. 

III.  Reports  of  Cities  and  Towns,  made  under  the  Provisions  of  Chapter 
75,  Section  52,  of  the  Revised  Laws.  —  By  this  act  each  local  board  of 
health  is  required  to  report  to  the  State  Board  every  case  of  "disease 
dangerous  to  the  public  health"  which  is  reported  to  the  local  board.  A 
digest  of  these  reports  is  presented  in  Summary  No.  III.  This  summary 
was  first  published  in  the  report  of  1893,  page  689. 

IV.  Annual  Reports  made  under  the  Provisions  of  Chapter  75,  Section 
12,  of  the  Revised  Laws.  —  The  full  reports  of  deaths  occurring  in  each 
city  and  town  having  over  5,000  inhabitants  comprise  another  series  of 
returns,  which  are  summarized  in  No.  IV.  The  population  of  these  cities 
and  towns  in  1902  constituted  about  85  per  cent,  of  the  estimated  total 
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population  of  the  State.     These  reports  are  made  under  the  requirements 
of  the  following  statute  :  — 

In  each  city  and  town  having  a  population  of  more  than  five  thousand  inhabit- 
ants, as  determined  by  the  last  census,  at  least  one  member  of  said  board  shall  be 
a  physician,  and  the  board  shall  send  an  annual  report  of  the  deaths  in  such  town 
to  the  State  Board  of  Health.  The  form  of  such  reports  shall  be  prescribed  and 
furnished  by  the  State  Board  of  Health.    (Revised  Laws,  chapter  76,  section  12.) 

This  summary  was  first  presented  in  the  report  of  1894. 


Note.  —  A  supply  of  the  postal  cards,  necessary  for  the  reporting  of  voluntary 
mortality  returns  such  as  are  required  for  the  data  presented  in  section  I.  of  the 
following  summary,  will  be  forwarded  to  the  registration  officers  of  any  city  or 
town  who  are  willing  to  contribute  the  necessary  information. 

Postal  cards  are  also  sent  to  all  boards  of  health  in  the  State,  for  the  purpose 
of  aiding  them  to  comply  with  the  provisions  of  chapter  75,  section  52,  of  the 
Revised  Laws,  relative  to  the  reporting  of  diseases  dangerous  to  the  public  health 
to  the  State  Board  immediately  after  reports  of  the  same  are  received  by  the 
local  board. 

Annual  blank  forms  are  also  sent  to  each  local  board  of  health  in  cities  and 
towns  having  over  5,000  inhabitants,  for  the  return  of  such  information  as  is 
called  for  by  the  provisions  of  chapter  75,  section  12,  of  the  Revised  Laws. 
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I. 


The  Weekly  Mortality  Returns. 

In  the  following  summary,  the  voluntary  reports  of  deaths  received  at 
the  close  of  each  week  from  the  city  registrars,  town  clerks  and  boards  of 
health  of  the  cities  and  towns  are  epitomized  for  the  year  1902.  The  chief 
valne  of  this  abstract  consists  in  the  fact  that  it  presents  a  continuous  history 
of  the  mortality  from  certain  specified  diseases  from  week  to  week  through- 
out the  year. 

This  weekly  report  has  been  published  in  the  Boston  Medical  and  Surgical 
Journal  every  week  for  a  period  of  twenty-five  years  or  more,  and  also  as  a 
publication  of  the  Board,  in  a  weekly  bulletin,  since  and  including  1888. 

These  returns  are  necessarily  incomplete,  since  they  are  voluntary  and 
consequently  embrace  the  statistics  of  a  portion  only  of  the  population,  the 
reporting  places  being  chiefly  the  cities  and  large  towns. 

The  estimated  population  of  the  cities  and  towns  contributing  to  these 
returns  in  1902  was  2,018,099,  or  nearly  70  per  cent,  of  the  estimated  total 
population. 

The  following  items  are  embraced  in  this  summary :  — 


Average  height  of  barometer  for  each 

week. 
Mean  maximum  temperature. 
Mean  minimum  temperature. 
Rainfall,  expressed  in  inches. 
Total  deaths  reported  for  each  week. 
Deaths  of  children  under  five  years. 
Deaths  from  consumption. 
Deaths  from  acute  lung  diseases. 
Deaths  from  typhoid  fever. 


Deaths  from  diarrhoea!  diseases. 

Deaths  from  scarlet  fever. 

Deaths  from  measles. 

Deaths  from  diphtheria  and  croup. 

Deaths  from  puerperal  fever. 

Deaths  from  whooping-cough. 

Deaths  from  malarial  fever. 

Deaths  from  erysipelas. 

Deaths  from  cerebro-spinal  meningitis. 


The  following  table  contains  a  summary  of  the  statistics  compiled  from 
these  weekly  returns  of  mortality :  — 
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Condensed  Statistics  relative  to  the  Total  Deaths,  Deaths  under  Five  Years%  and 
Deaths  from  Certain  Causes  in  Reporting  Cities  and  Towns  of  Massachusetts 
in  1902. 


Death*. 


Avenge 
Number  of 

Deaths  in 
Each  Week. 


Percentage  of 

Total 

Mortality. 


Death-rate 

per  1,000 

of  Beporttnff 

Population. 


Total  deaths, 

Deaths  under  five  years, 
Deaths  from  consumption,     . 
Deaths  from  acute  lnng  diseases,  . 
Deaths  from  dlarrhoeal  diseases,  . 
Deaths  from  typhoid  fever,    . 
Deaths  from  diphtheria  and  cronp, 
Deaths  from  scarlet  fever, 
Deaths  from  measles, 
Deaths  from  cerebrospinal  meningitis 
Deaths  from  whooping-cough, 
Deaths  from  puerperal  fever, 
Deaths  from  erysipelas, . 
Deaths  from  malarial  fever,  . 


82,888 

10,561 

8,187 

8,982 

2,057 

858 

859 

249 

189 

272 

287 

80 

85 

8 


81 

78 

40 
7 

18 
4.8 
8.8 
5.2 
4.8 
.8 
1.8 
.1 


100.0 
82.4 
9.7 
12.1 
T.9 
1.1 
2.0 
.8 
.6 
.8 
.7 
.09 
.28 
.02 


18.21 

5.28 

1.67 

1.97 

1.02 

.18 

.88 

.13 

.08 

.1* 

.12 

.01 

.04 


The  usual  observations  upon  the  weekly  mortality  statistics  are  omitted, 
and  the  foregoing  short  table,  containing  the  essential  statistics,  supplies 
their  place.  The  omission  is  made  because  information  of  the  same  char- 
acter is  presented  in  a  different  form  in  Section  IV.  of  these  summaries. 
The  chief  difference  consists  in  the  fact  that  the  information  given  in  this 
section  (I.)  is  entirely  voluntary  and  is  detailed  by  weeks,  while  that  of 
section  IV.  is  required  by  statute,  the  data  not  being  forwarded  to  the 
Board  until  after  the  close  of  the  year.  The  population  which  furnishes 
the  statistics  presented  in  Section  IV.  is  considerably  larger  than  that 
embraced  in  Section  I.,  but  both  populations  consist  of  the  more  densely 

settled  parts  of  the  State. 

Meteorology. 

The  principal  points  of  sanitary  interest  in  the  meteorology  of  Massa- 
chusetts for  the  year  1902  were  the  following :  — 

The  mean  temperature  for  the  year  in  Massachusetts  was  48.2. 

The  summer  was  unusually  cool,  the  mean  temperature  of  each  of  the 
months  of  June,  July,  August  and  September  being  as  follows:  61.3°, 
67.2°,  66.4°  and  62.4°.  In  each  instance  except  in  September  the  tempera- 
ture was  below  the  normal  for  the  month. 

The  annual  rainfall  was  44.03  inches,  or  a  little  below  the  normal  of  a 
series  of  years. 
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II. 

Fatality  or  Certain  Diseases. 

The  following  statement  presents  the  statistics  gathered  from  the  pub- 
lished reports  of  local  boards  of  health  relative  to  the  numbers  of  the 
cases  and  the  deaths  from  each  one  of  certain  notifiable  diseases.  Its 
object  is  to  present  the  fatality  of  these  diseases  (ratio  of  deaths  to  cases) 
from  year  to  year. 

The  diseases  embraced  in  this  summary  in  1902  are  diphtheria,  scarlet 
fever,  typhoid  fever,  measles  and  small-pox. 

The  number  of  cities  and  towns  contributing  to  this  report  is  98,  or  29 
more  than  those  of  1901. 

The  tabular  list  of  cities  and  towns  is  omitted  in  this  report.  The  sum- 
mary of  the  figures  for  1902  is  as  follows :  — 

Reported  cases  of  diphtheria  and  croup,  .  .  .  .  .  5,848 
Registered  deaths  from  diphtheria  and  croup  in  the  same  cities  and  towns,  666 
Fatality  (per  cent.), 11.4 

Reported  cases  of  scarlet  fever, 4,306 

Registered  deaths  from  scarlet  fever  in  the  same  cities  and  towns,    .  261 

Fatality  (percent.). 5.8 

Reported  cases  of  typhoid  fever, 2,542 

Registered  deaths  from  typhoid  fever  in  the  same  cities  and  towns,  .  889 

Fatality  (per  cent), 15.1 

Reported  cases  of  measles, 11,949 

Registered  deaths  from  measles  in  the  same  cities  and  towns,  .  .  .  162 
Fatality  (per  cent.) i 1-4 

Reported  cases  of  small-pox, 1,762 

Registered  deaths  from  small-pox  in  the  same  cities  and  towns,  .  255 
Fatality  (per  cent.), 14.5 

The  reported  cases  of  diphtheria  were  less  by  8,078  than  those  of  1901, 
and  were  less  than  half  as  many  as  those  reported  in  1900.  The  number 
of  deaths  from  the  same  cause  was  also  less  than  those  of  1901  by  272. 
The  fatality  was  slightly  in  excess  of  that  of  1901,  but  for  the  past  three 
years  has  not  exceeded  11.4  per  cent,  of  the  cases. 

The  reported  cases  of  scarlet  fever  were  485  more  than  those  of  1901, 
but  the  deaths  were  less  by  78  than  those  of  the  preceding  year.  The 
fatality  was  5.8  per  cent.,  that  of  1901  being  8.4. 
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The  reported  cases  of  typhoid  fever  were  264  more  than  those  of  1901, 
but  the  deaths  were  12  less,  and  the  fatality  was  only  15.1  per  cent.,  that 
of  1901  being  17.3  and  the  mean  of  twelve  years  18.2.  This  fatality, 
15.1,  was  the  lowest  of  any  year  of  record. 

The  reported  cases  of  measles  were  greater  in  number  than  those  of  1901 
by  8,692,  and  the  deaths  exceeded  those  of  1901  by  14.  The  fatality,  1.4 
per  cent ,  was  less  than  that  of  1901  and  but  slightly  greater  than  the  mean 
of  twelve  years. 

The  following  table  presents  the  summary  of  these  statistics  for  the 
twelve  years  1891-1902  :  — 

Reported  Cases  of  Infectious  Diseases  in  Massachusetts. 

Diphtheria  and  Croup. 
[Pro- Antitoxin  Period.] 


Reported  cases,  . 

Death 

Fatality  (per  cent.),  . 


1891. 


1899. 


2,444 

676 

28.6 


3,083 

801 

29.2 


1898. 


1894. 


2,019 

926 

81.7 


4,936 

1,376 

27.9 


TotaL 


13,3)2 

3,768 
28.3 


Diphtheria  and  Croup. 

[Antitoxin  Period.] 


■     ■ 

.    ,  _ 
1895. 

1896. 

1897. 

1898. 

1899. 

1999. 

1991. 

1999.  ■ 

i 

i 

Total 
1895-1999. 

Reported  oaves, 
Death*,    . 
Fatality  (percent.), 

7,866 

1,484 

18.9 

8,916 

1,848 

16.1 

7,866 

1,107 

14.1 

3,843 

607 

18.2 

6,640 

768 

11.6 

12,678 

1,-274 

10.2 

8,921 

938 

10.6 

6,848 

666 

11.4 

62,307 

8,083 

18.0 

Scarlet  Fever. 


Reported  eaaea, 
Deaths,    . 
Fatality  (per  cent.), 


1991. 


8,871 
324 

8.4 


1999. 


4,806 
261 
6.8 


Total 
1891-199*. 


63,678 

8,664 

6.6 


Typhoid  Fever. 


Reported  eaaea, 
Deaths,    , 

Fatality  (percent.), 


29,678 

6,388 

18.2 


Reported  cases, 
Deaths,     . 
Fatality  (per  cent.), 


Measles. 


39,841 

1,124 

1.3 
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In  the  foregoing  tables  the  statistics  relating  to  diphtheria  and  croup 
have  been  arranged  in  two  periods,  which  may  properly  be  called  the  pre- 
antitoxin  and  the  antitoxin  periods,  since  antitoxin  came  into  general  use 
in  the  State  about  the  beginning  of  the  year  1895.  The  mean  fatality  in 
the  former  period  (1891-94)  was  28.3  per  cent,  (ratio  of  deaths  to  cases), 
and  in  the  latter  period  (1895-1902)  it  was  13.0  per  cent.,  or  less  than 
half  as  large. 

In  England,  where  systematic  records  have  been  kept  in  regard  to  the 
fatality  of  these  diseases,  the  percentage  of  deaths  to  cases  in  diphtheria, 
as  determined  from  280,699  cases  and  56,129  deaths  which  occurred  in 
the  period  of  twelve  years  (1890-1901)  was  19.9.  There  was,  however,  a 
uniform  diminution  in  this  percentage,  after  the  introduction  of  antitoxin 
treatment,  from  25.1  in  1894  to  15.1  in  1901. 

The  fatality  of  scarlet  fever  showed  quite  similar  figures  to  those  of 
Massachusetts,  the  maximum  being  8  per  cent,  in  1890  and  the  minimum 
3.1  per  cent,  in  1899. 

In  typhoid  fever  the  fatality  varied  also  from  20.8  in  1891  to  15.1  in 
1902. 

The  fatality  of  measles  varied  from  a  maximum  of  4  per  cent,  in  1892 
to  a  minimum  of  0.7  in'#1897. 
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III. 

■ 

Official   Returns   of   Notified   Diseases    Dangerous    to   the 

Public  Health,  1902. 

The  figures  presented  in  the  following  summary  are  those  of  the  official 
returns  of  diseases  "  dangerous  to  the  public  health/'  made  to  the  State 
Board  of  Health  during  the  year  1902,  under  the  provisions  of  chapter  75 
of  the  Revised  Laws.  In  this  act  no  disease  is  specified  as  being  "  danger- 
ous to  the  public  health  "  except  small-pox.  Hence  the  State  Board  deemed 
it  necessary  to  indicate  the  diseases  which  should  be  included  in  the  mean- 
ing of  the  term  "  dangerous  to  the  public  health."  They  are  the  following : 
small-pox,  scarlet  fever,  measles,  typhoid  fever,  diphtheria,  membranous 
croup,  cholera,  yellow  fever,  typhus  fever,  cerebrospinal  meningitis,  hydro- 
phobia, malignant  pustule,  leprosy  and  trichinosis. 

The  whole  number  of  cases  of  infectious  diseases  reported  to  the  Board 
in  1902,  under  the  provisions  of  this  act,  was  33,933,  which  were  divided 
as  follows :  — 

Reported  cases  of  small-pox, 2,314 

Reported  cases  of  scarlet  fever, 4,613 

Reported  cases  of  diphtheria  and  croup, 7,036 

Reported  cases  of  typhoid  fever 2,721 

Reported  cases  of  measles, 17,249 

Total, 33,933 

The  summary  for  the  nine  years  1893-1902  is  as  follows :  — 


Rbfobtkd  Cabb*  of 


Small-pox. 


Diphtheria 
and  Croup. 


Scarlet 
Fever. 


Typhoid 
Fever. 


1898  (four  month*  only), . 

1804 

1896 

1896, 

1897 

1898,    

1899 

1900 

1901,    

1902 

Total 


86 

181 

1 

6 

18 

10 

105 

104 

778 

2,314 


8,646 


1,109 
4,178 
7,806 
8,516 
7,618 
8,980 
7,184 
12,641 
9,793 
7,086 


69,806 


2,914 
6,781 
6,194 
8,801 
5,496 
3,667 
6,849 
6,896 
4,866 
4,613 


49,616 


4,626 
2,872 
2,488 
2,687 
2,104 
2,196 
2,776 
2,967 
2,689 
2,721 


24,486 


Measles. 


1,608 
2,188 
4,868 
6,362 

12,695 
4,478 

12£66 

10,507 
9,398 

17,249 


81,648 


Total. 


7,086 
15,595 
21,307 
21420 
27,925 
14431 
27,719 
82.616 
27,009 
33.983 


228,840 
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By  months  these  diseases  were  reported  as  follows :  — 


Cases  of  Infectious  Disease*  reported  to  tike  State  Board  of  Health  by  Months 

in  1902. 


Months. 

i 
i 

so 

Scarlet 
Fever. 

• 

I 

S 

4 

r 

« 

i 
i 

January,     . 

881 

884 

787 

162 

1,768 

February,  . 

29ft 

888 

664 

146 

2,819 

March, 

289 

866 

616 

128 

2,914 

April, . 

286 

888 

644 

111 

2,418 

May,   .       . 

269 

489 

686 

146 

2,892 

June,  . 

168 

868 

486 

122 

1,768   ! 

July,  . 

140 

267 

861 

186 

696 

MOsTTHS. 


I 
I 

00 


«  6 

I 


! 

S 


August, 
September,  • 
October, 
November, . 
December,  . 
Total,   . 


80 

246 

878 

210 

87 

281 

490 

462 

99 

896 

716 

472 

168 

668 

761 

844 

176 

664 

664 

802 

2,814 

4,618 

7,086 

2,721 

i 


188 
267 


1,197 


IT, 


The  following  table  is  introduced  for  the  purpose  of  facilitating  the  com- 
parison of  the  seasonal  prevalence  of  the  diseases  named  in  the  table,  in 
different  years.  By  means  of  the  method  employed  the  errors  due  to  the 
difference  in  the  length  of  the  months  are  eliminated.  The  figures  should 
be  read  as  follows :  For  example,  the  mean  daily  number  of  reported  cases 
of  diphtheria  reported  throughout  the  year  in  1902  was  19.3,  of  scarlet 
fever,  12.6,  of  typhoid  fever,  7.4,  and  of  measles  47.3.  During  the  month 
of  January  the  mean  daily  number  of  reported  cases  of  these  diseases  was 
for  diphtheria  25.4,  scarlet  fever,  12.4,  typhoid  fever,  4  9,  and  for  measles, 
56.5  (see  columns  marked  A). 

Assuming  a  standard  of  10  as  a  daily  mean  throughout  the  year,  the 
ratios  for  January  were  as  follows :  diphtheria,  13.2,  scarlet  fever,  9.8, 
typhoid  fever,  6.6,  and  measles,  12.0  (see  columns  marked  B).  So  that, 
for  each  10  cases  of  diphtheria  reported  as  a  daily  mean  throughout  the 
year  1902  there  were  13.2  in  January,  12.3  in  February,  10  3  in  March,  etc. 

From  this  table  it  appears  that  the  maximum  prevalence  of  diphtheria  in 
1902  was  in  January  and  the  minimum  in  July,  as  in  the  preceding  year. 
The  prevalence  in  the  last  three  months  of  the  year  was  nearly  the  same 
as  that  of  the  first  three  months,  while  in  the  previous  year  there  was  a 
more  decided  fall  in  December.  There  has  been  in  every  one  of  the  past 
eight  yo^rs  a  decline  in  the  prevalence  of  the  disease  in  December,  except 
in  December,  1899. 

The  prevalence  of  scarlet  fever  was  above  the  mean  in  February,  April, 
May,  October,  November  and  December,  and  below  it  in  the  remaining 
months,  the  maximum  occurring  in  May  and  the  minimum  in  August.  In 
the  previous  year  the  maximum  was  in  January  and  the  minimum  in  Sep- 
tember. 
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Typhoid  fever  was,  as  usual,  below  the  mean  in  the  intensity  of  its  preva- 
lence in  the  first  eight  months  of  1902,  rising  to  a  maximum  in  October. 
In  1902,  as  in  1901,  the  intensity  of  its  prevalence  in  September  and  Octo- 
ber was  nearly  equal. 

The  prevalence  of  measles  was  much  above  the  mean  in  the  first  half  of 
the  year  and  below  it  in  the  last  half,  the  maximum  occurring  in  March 
and  the  minimnm  in  September.  The  whole  number  of  reported  cases 
during  the  year  was  greater  than  those  reported  in  1901  by  7,851. 

The  figures  relating  to  small-pox  may  be  found  in  the  general  report  at 
the  beginning  of  this  volume  (page  xv). 


Certain  Infectious  Diseases.    Seasonal  Intensity  of  Prevalence. 


Months. 


January, 
February, 
March, 
April, 
May,. 
Jane, 
July, . 
August, 
September, 
October,    . 
November, 
December, 
Mean,. 


Diphtheria. 


II! 

S'SS 

a 


& 

•s 
a 


100*. 

1001 

A 

B 

B 

25.4 

18.2 

28.7 

12.8 

19.8 

10.8 

18.1 

9.4 

18.9 

9.8 

16.2 

8.4 

11.8 

8.0 

12.0 

6.2 

18.8 

8.5 

28.1 

12.0 

25.0 

18.0 

21.4 
19.8 

11.1 

10.0 

o 

1 

1 

3 

ft 


17.9 

18.5 

11.8 

9.2 

8.1 

9.1 

6.4 

6.9 

6.1 

10.2 

18.6 

9.4 


10.0 


80ABXKT  FKVKB. 


1000. 


13 
ilf 


12.4 

18.9 

11.5 

12.9 

14.2 

11.9 

8.8 

7.9 

9.4 

12.8 

18.6 

18.2 


12.6 


! 

1 


9.8 

11.0 

9.1 

10.2 

11.2 

9.4 

6.6 

6.8 

7.4 

10.1 

14.7 

14.4 


10.0 


lOOl. 


« 

i 


16.8 

12.7 

18.2 

11.1 

9.7 

8.6 

6.7 

6.5 

5.8 

8.1 

9.6 

11.4 


10.0 


Typhoid  Favn. 


II- 

oS.- 
%£o 


4.9 
6.2 
4.1 
8.7 
4.7 
4.1 
4.4 
6.8 
16.1 
16.2 

i    11.6 

I 

9.7 


7.4 


o 
s 

a 


6.6 

7.0 

5.5 

5.0 

6.8 

5.6 

5.9 

9.1 

20.2 

20.4 

16.4 

18.1 

10.0 


lOOl. 


3 

■a 
a 


8.9 

4.2 

4.5 

6.8 

4.1 

5.8 

4.4 

14.5 

22.4 

22.1 

18.0 

11.6 


10.0 


3* 


9  OS 


© 
3 

a 


loom. 

lOOl. 

A 

B 

B 

56.6 

12.0 

82.8 

17.6 

94.0 

19.9 

80.6 

17.1 

93.8 

19.7 

58.8 

12.4 

22.4 

4.7 

7.7 

1.6 

4.6 

1.0 

8.8 

1.7 

28.1 

4.7 

88.6 

8.2 

47.8 

10.0 

a 


i     jg 


a 


6.0 

6.1 

0.0 

13.4 

16.6 
18.8 
9.6 
2.4 
1.8 
6.2 
14.8 
16.8 
10.0 


The  following  table  presents  the  number  of  cases  of  infectious  diseases 
reported  to  the  Board  from  each  city  and  town  in  1902.  The  whble  num- 
ber of  cases  was  greater  by  6,924  than  that  of  1901,  and  the  number  of 
reporting  cities  and  towns  was  261  or  five  more  than  those  of  1901. 
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Oases  of  Infectious  Diseases  reported  to  the  Slate  Board  of  Health  from  Two  Hun- 
dred and  Sixty-one  Cities  and  Towns  during  1902. 


i 

• 

00 

J 

1 

5 

J 
I* 

9 
1 

• 

S 

p, 

1 

• 

i 

eh 

I 

J 

m 

3 

* 

Ablngton,    . 

8 

6 

2 

- 

26 

Canton, 

l 

4 

8 

1 

18 

Acton,  • 

6 

1 

2 

1 

8 

Carver, 

- 

- 

1 

- 

.  - 

Acoshnot,    . 

- 

6 

- 

1 

4 

Charlton,     . 

- 

2 

- 

1 

- 

Adams, 

- 

4 

41 

- 

Chatham,     , 

l 

- 

- 

- 

- 

AgaWSJD, 

- 

- 

- 

- 

Chelmsford, 

- 

8 

28 

4 

68 

Ameabury,  • 

1 

18 

4 

12 

Chbliba,    , 

18 

20 

128 

22 

248 

Amherst,     . 

- 

1 

- 

- 

Chester, 

- 

1 

- 

- 

- 

Andover,     . 

12 

6 

6 

28 

Chioopbs,  . 

7 

67 

126 

10 

68 

Arlington,   . 

7 

4 

6 

07 

Clinton, 

4 

8 

18 

17 

110 
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62 
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61 

81 

62 

26 
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- 

2 

2 

6 

66 
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Gate*  of  Infietiout  Diseases  reported  to  the  State  Board  of  Health  from  Turn  Hun- 
dred and  Sixty-one  Citie*  and  Towns  during  1902  —  Continued. 
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The  following  list  comprises  the  cities  and  towns  which  failed  to  report 
(nnder  the  provisions  of  the  statute)  to  the  State  Board  of  Health. 

It  is  but  just  to  state  that  in  many  of  the  towns  named  in  group  IV.  and 
in  some  of  those  in  group  III.  it  is  quite  probable  that  no  cases  of  in- 
fectious diseases  occurred  during  the  year. 
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List    of    Cities   and   Towns   from    which   no   Reports   were 

RECEIVED. 

I.    Cities. 
None. 

II.    Towns  having  a  Population  of  More  than  6,000. 

None. 


III.    Towns  having  a  Population  of  More  than  1%000  but  Less  than  5,000  in  Each , 


Ashburnham, 

Ashland, 

Buckland, 

Cheshire, 

Conway, 

Hanover, 


IV. 


Alford, 

Ashby, 

Becket, 

Berkley, 

Bernardston, 

Blandford, 

Boxboro, 

Box  ford, 

Burlington, 

Carlisle, 

Chesterfield, 

Chi  I  mark, 

Clarksburg, 

Cummington, 

East  ham, 

Egremont, 

Erving, 

Florida, 

Gay  Head, 

Goshen, 

Gosnold, 

Granby, 


Hubbardston, 

Littleton, 

New  Marlborough, 

Norton, 

Orleans, 

Ray n ham, 


Towns  having  Less  than  1,000 

Hancock, 

Hawley, 

Heath, 

Holland, 

Lakeville, 

Lanesborough, 

Leverett, 

Leyden, 

Longmeadow, 

Lynnfield, 

Mash  pee, 

Middlefield, 

Monroe, 

Monterey, 

Montgomery, 

Mt.  Washington, 

New  Ashford, 

New  Braintree, 

Otis, 

Paxton, 

Pelham, 

Peru, 


Shrewsbury, 
West  Bridgewater, 
West  Stockbridge, 
Yarmouth.  — 16. 


Inhabitants. 

Petersham, 

Phillipston, 

Plain  field, 

Plympton, 

Prescott, 

Richmond, 

Rochester, 

Rowe, 

Russell, 

Savoy, 

Shutesbury, 

Sunderland, 

Truro, 

Tyngsborough, 

Wales, 

Warwick, 

Washington, 

Wendell, 

West  Tisbury, 

Whately.  —  64. 


The  following  towns  sent  notices  to  the  Board  that  no  infectious  diseases 
had  been  reported  within  their  limits  during  the  year  1902  :  — 


Bovlston, 
Brimfield, 
Charlemont, 
Enfield, 


Granville, 
Harwich, 
Nantucket, 
Pembroke, 


South  wick, 
Topsfield, 
Wellfleet, 
Westwood. — 12. 


A  supply  of  postal  cards  for  the  purpose  of  reporting  infectious  diseases 
to  the  State  Board  of  Health,  as  required  by  statute,  will  be  forwarded  to 
any  local  board  of  health  on  application  to  the  Secretary  of  the  State  Board, 
Room  141,  State  House,  Boston. 
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IV. 

Official   Returns    of   Deaths    in   Cities   and   Large   Towns 
(Revised  Laws,  Chapter  75,  Section  12). 

The  following  summary  comprises  the  results  obtained  from  the  tabula- 
tion of  the  returns  required  by  chapter  75,  section  12,  of  the  Revised  Laws, 
whereby  the  board  of  health  of  each  city  and  populous  town  is  directed  to 
send  to  the  State  Board  of  Health  an  annual  statement  of  the  deaths  in 
such  city  or  town  upon  a  blank  form  furnished  by  the  State  Board. 

All  of  the  towns  except  Montague  have  made  the  returns  required  by 
law,  and  in  addition  the  towns  of  Reading  and  Grafton  have  voluntarily 
contributed  returns  in  1900,  1901  and  1902,  although  not  required  to  do  so 
by  law.  Four  other  towns  which  did  not  contribute  to  the  report  of  1901 
have  made  returns  in  1902,  so  that  the  list  now  embraces  94  cities  and 
towns,  including  all  of  the  83  cities  and  all  of  the  towns  having  a  popula- 
tion of  more  than  5,000  in  each,  except  Montague.  The  estimated  popu- 
lation of  these  cities  and  towns  in  1902  was  2,497,015,  or  about  85  per 
cent,  of  the  estimated  population  of  the  State  in  that  year. 

The  whole  number  of  registered  deaths  in  these  towns  in  1902  was  40,- 
469,  and  the  death-rate,  as  calculated  for  that  year  from  the  census  popu- 
lation of  the  reporting  cities  and  towns,  was  16.21  per  1,000  of  the  living 
population,  that  of  the  previous  year  having  been  16.86  per  1,000  and  that 
of  1900,  18.26  per  1,000.  This  was  the  lowest  death-rate  observed  in  this 
reporting  population  during  the  period  of  nine  years  since  the  enactment 
of  the  law  requiring  these  returns.  The  mean  annual  death-rate  of  the 
State  for  the  fifty  years  ended  Dec.  81,  1900,  was  19.22  per  1,000. 

Sexes.  —  The  number  of  deaths  of  males  was  20,418,  or  50.4  per  cent, 
of  the  whole  number  of  those  whose  sex  was  known ;  and  the  deaths  of 
females  were  20,042  or  49.6  per  cent.  There  were  9  in  which  the  sex  was 
not  stated  in  the  returns. 

Ages.  —  The  deaths  by  four  groups  of  ages  were  as  follows :  — 


Deathi. 

Pbbcbhtaoks  or 
All  Deaths. 

Aass. 

i 

t 

Deaths. 
It**. 

Pkicbxtaoes  or 
All  Deaths. 

AOU. 

19tt». 

1M1. 

lt*». 

ltfl. 

Under  1  year, 
1  to  20  yean, 

8,778 
6,840 

21.72 
15.68 

21.64 
16.80 

20  to  60  year*, 
60  and  over, 

10,114 
16,108 

26.02 
S7.66 

26.26 
37.88 

100.00 

100.00 
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The  deaths  of  infants  under  one  year  old  were  8,778,  or  21.7  per  cent, 
of  the  total  mortality,  as  compared  with  21.6  per  cent,  in  the  previous 
year;  and  those  of  children  under  five  years  old  were  12,630,  or  81.2  per 
cent,  of  the  total  mortality,  as  compared  with  30.1  per  cent,  in  1901. 

All  of  the  percentages  in  the  foregoing  table  were  estimated  upon  the 
number  of  deaths  of  those  whose  ages  were  specified  in  'the  returns.  The 
total  number  of  deaths  in  which  .the  age  was  not  specified  was  44. 

The  infant  mortality  for  the  five  years  1898-1902  respectively  consti- 
tuted 24.8,  22.8,  23,  21.6  and  21.7  per  cent,  of  the  total  mortality,  that  of 
the  two  years  1901  and  1902  being  the  lowest  infant  mortality  of  the  period. 

Still-births.  — The  number  of  still-births  was  2,732,  and  when  compared 
with  the  total  mortality  (still-births  included)  this  was  6.3  of  the  total 
deaths  and  still-births  combined. 

Months  and  Quarters.  —  The  number  of  deaths  in  each  quarter  of  the 
year  is  shown  in  the  following  table :  — 


Deathi. 
104ft. 

Pkbokhtagbb. 

190*. 

1901. 

9,673 
10,611 
10,224 

24.61 
28.90 
26.22 
26.27 

27.80 
28.10 
26.80 
28.71 

40,467 

100.00 

100.00 

These  percentages  differ  but  little  from  the  mean  of  several  years,  which 
usually  shows  the  highest  mortality  in  the  third  quarter  of  the  year.  In 
1901  and  1899  the  highest  mortality  was  in  the  first  quarter. 

During  the  forty-year  period  (1856-95)  the  mortality  was  generally 
above  the  mean  in  the  third  quarters  of  the  years  and  below  it  in  the  other 
three  quarters. 

The  intensity  of  the  seasonal  death-rate  is  more  accurately  shown  in  the 
following  table,  the  method  employed  being  explained  on  page  541  in 
Section  III.  of  these  summaries,  relating  to  disease  notification.  By  this 
method  the  errors  which  are  due  to  differences  in  the  length  of  the  months 
are  eliminated. 


Death! 

in 
Each 
Month. 

Mean 
Daily 

Deaths 
per  Month. 

1909. 

Ckxtbsimal 
Ratio. 

Death! 

in 

Each 

Month 

Mean 

Daily 

Deaths 

per  Month. 

1009. 

Centesimal 
Ratio. 

1908. 

i 

1901.1 

1909. 

1901. 

January, 
Febniury, 
March, 
April,  . 
May,    . 

8,271 
8,800 
8,388 
8,318 
3,876 
2,980 
8,640 

106.6 
117.9 
109.8 
110.6 
108.9 
99.3 
114.2 

96.1 
106.3 
98.6 
99.7 
98.2 
89.6 
103.0 

108.8 

118.2 

111.4 

102.8 

89.1 

86.7 

94.6 

August,             . 
September, 
October,    . 
November, 
December, 

3,637 
8,434 
8,380 
3,224 
8,620 

117.8 
114.6 
109.0 
107.6 
116.8 

105.8 

108.2 

98.3 

96.9 

106.3 

107.1 

105.6 

92.4 

94.0 

96.9 

dnne,    ... 
July,    . 

Annual  mean, 

" 

110.9     1  100.0 

100.0 
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The  figures  in  the  foregoing  table  indicate  a  departure  in  excess  of  the 
mean  death-rate  in  February,  July,  August,  September  and  December, 
while  that  of  the  remaining  months  was  low. 

The  mean  maximum  departure  from  the  death-rate  for  each  month  for 
the  period  of  twenty  years,  1856-75,  was  32.9  per  cent,  in  August,  and 
the  twenty-year  period  1876-95  it  was  20  per  cent,  in  August,  while  that 
of  February,  1902,  was  6.3  per  cent.  and.  that  of  August,  1902,  was  5.8 
per  cent. 

In  the  two  years  having  the  highest  death-rates  in  Massachusetts  in  the 
past  half-century  or  more  (1849  and  1872)  the  maximum  departures  from 
the  yearly  means  were,  respectively,  83.4  per  cent,  in  August,  1849,  and 
40  per  cent,  in  August,  1872.  That  of  January,  1890,  the  month  in  which 
the  epidemic  of  influenza  was  at  its  maximum,  was  43.4  per  cent,  above 
the  mean. 

In  the  early  history  of  the  State,  when  the  population  was  more  uni- 
formly distributed  than  it  is  at  present,  and  was  not  so  densely  settled  in 
cities  and  large  towns,  it  was  a  common  custom  to  publish  yearly  statistics 
grouped  according  to  the  different  county  limits ;  but  at  the  present  day 
such  methods  of  classification  have  no  significance,  no  one  cares  for  them 
and  they  are  absolutely  without  value.  The  birth-rate,  the  marriage-rate 
or  the  death-rate  of  a  county  are  questions  of  no  importance  whatever, 
since  they  have  neither  significance  nor  any  practical  value  so  far  as  the 
more  densely  settled  New  England  States  are  concerned.  On  the  other 
hand  municipal  statistics  are  increasing  in  importance,  as  the  aggregation 
of  the  population  in  cities  and  large  towns  increases. 

In  Table  II.  of  this  report  of  deaths  decided  differences  in  the  death-rates 
appear  upon  examination,  the  figures  varying  from  a  minimum  of  6.03  per 
1,000  in  Winthrop  to  a  maximum  of  21.85  per  1,000  in  Blackstone. 

The  following  cities  and  towns  had  death-rates  above  19  per  1,000: 
Blackstone,  21.85;  Palmer,  20.78;  New  Bedford,  20.53;  Fall  River, 
19.87;  Lowell,  19.43;  Chicopee,  19.42,  and  Newburyport,  19.34. 

The  following  cities  and  towns  had  death-rates  less  than  12  per  1,000: 
North  Attleborough,  11.83  ;  Attleborough,  11.68  ;  Spencer,  11.53  ;  Orange, 
11.46;  Brockton,  10.99;  Northampton,  10.89;  Medford,  10.79;  Win- 
chendon,  10  56;  Whitman,  10.29;  Westborough,  9.70;  Concord,  9.41; 
Norwood,  9.41 ;  Williamstown,  8.69  ;  Winchester,  7.80;  Wellesley,  7.39; 
Winthrop,  6.03. 

The  death-rates  of  the  large  cities  of  the  State  were  as  follows :  Boston, 
18.66  per  1,000;  Worcester,  13.42;  Fall  River,  19.87;  Lowell,  19.43; 
Cambridge,  15.09;  Lynn,  14.18;  Lawrence,  17.29;  New  Bedford,  20.58; 
Springfield,  15.33;  Somerville,  13.51;  Holyoke,  15.69;  Brockton,  10.99; 
Haverhill,  14.38;  Salem,  17.91 ;  Chelsea,  18.18;  Maiden,  13.85:  Newton, 
12.16;  Fitchburg,  13.38;  Taunton,  14.04;  Gloucester,  15.66.     Each  of 
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the  foregoing  cities  had  a  population  of  more  than  25,000  by  the  census  of 
1900. 

The  combined  death-rate  of  the  three  shoe  manufacturing  cities,  Brock- 
ton, Haverhill  and  Lynn,  was  13.3;  that  of  the  four  textile  manufacturing 
cities,  Fall  River,  New  Bedford,  Lowell  and  Lawrence,  was  19.4. 

In  several  of  the  towns  which  had  very  low  death-rates  special  condi- 
tions prevailed,  which  would,  partially  at  least,  account  for  such  low  death- 
rates. 

Accurate  comparisons  cannot  be  made  of  the  death-rates  of  different 
cities  and  towns  in  the  absence  of  knowledge  as  to  the  sex  and  age  consti- 
tution of  their  inhabitants.  Another  item  which  affects  the  death-rate  un- 
favorably is  the  presence  of  large  public  and  private  institutions,  in  which 
non-residents  are  treated.  For  example,  in  the  census  year  1900  there 
were  more  than  400  deaths  of  non-residents  in  the  institutions  of  Boston, 
which  contributed  to  raise  the  death-rate  of  the  city.  (For  further  infor- 
mation as  to  methods  of  correcting  the  death-rates  of  cities,  see  general 
report  in  the  early  part  of  this  volume  under  the  title  of  "  Death-rates  of 

Cities.") 

Causes  of  Death. 

In  Table  III.,  the  mortality  of  the  cities  and  towns  embraced  in  this  sum- 
mary is  presented  in  absolute  figures,  classified  according  to  the  principal 
causes  of  death.  The  same  figures  are  again  presented  in  relative  terms  in 
Table  IV.,  for  the  whole  group  of  cities  and  towns  combined.  Two  sets  of 
figures  are  given  in  Table  IV.,  in  one  of  which  the  mortality  from  each  prin- 
cipal cause  of  death  is  compared  with  the  estimated  population  of  the  group 
for  1902,  as  well  as  for  each  of  the  last  five  years,  and  in  the  other  with 
the  total  mortality  of  the  group  of  cities  and  towns. 

By  this  it  appears  that  the  general  death-rate  from  all  causes,  as  shown 
in  the  lower  line  at  the  left  of  the  table,  162.07  per  10,000  living,  or,  as 
usually  stated,  16.21  per  1,000,  was  lower  than  that  of  either  of  the  pre- 
ceding years,  and  since  the  population  comprised  in  these  returns  constitutes 
over  85  per  cent,  of  that  of  the  whole  State,  there  are  indications  that  the 
death-rate  of  the  State  was  less  than  that  of  any  year  in  the  past  cen- 
tury. 

As  was  stated  in  last  year's  report,  the  decline  in  the  general  death- 
rate  is  chiefly  due  to  a  decrease  in  the  relative  number  of  deaths  from 
infectious  diseases,  and  especially  from  those  which  are  usually  considered 
as  preventable. 

The  death-rates  from  each  of  the  following  causes  was  less  than  that  of 
1901 :  consumption,  scarlet  fever,  diphtheria,  typhoid  fever,  cerebro-spinal 
meningitis,  erysipelas,  puerperal  fever,  influenza,  malarial  fever,  cholera 
infantum,  dysentery,  pneumonia,  heart  diseases  and  kidney  diseases. 
Those  of  consumption,  typhoid  fever,  cerebro-spinal  meningitis,  influenza, 
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malarial  fever,  cholera  infantum  and  dysentery  were  also  less  than  the 
death-rates  from  the  same  causes  in  any  of  the  last  five  years. 

The  following  table,  first  published  in  the  report  of  1899,  presents  the 
combined  death-rate  from  eight  of  the  principal  infectious  diseases,  and 
also  shows  that  this  combined  death-rate  in  1902  was  less  than  that  of  any 
of  the  years  embraced  in  this  series  of  reports. 

The  diseases  referred  to  are  consumption,  measles,  scarlet  fever,  diph- 
theria, whooping-cough,  typhoid  fever,  puerperal  fever  and  cholera  in- 
fantum. 

The  combined  death-rate  per  10,000  of  the  population  from  these  eight 
causes  for  the  eight  years  (1895-1902)  in  the  cities  and  towns  included  in 
this  report  (about  five-sixths  of  the  total  population  of  the  State)  was  as 
follows :  — 

Combined  Death-rate  from  Eight  Principal  Infectious  Diseases. 


Ykar. 


Combined 
Death-rate  per 
.       10,000. 


1896, 
1896, 
1887, 
1898, 


48.4 
48.8 
89.7 
88.3 


Ykab. 


Combined 

Death-rate  per 

10,000. 


1899, 
1900, 
1901, 
1902, 


88.3 
40.7 
83.5 

so.s 


The  seasonal  table  which  appeared  in  the  earlier  reports,  presenting  the 
deaths  by  months  for  each  city  and  town  and  for  the  whole  State,  is  omit- 
ted in  the  present  report,  since  the  details  presented  in  this  table  are  not 
of  essential  value.  Its  chief  value  consisted  in  the  column  of  total  figures 
for  the  State,  which  is  retained  essentially  in  the  table  on  page  549. 

The  table  of  percentages  of  total  mortality  shown  in  Table  IV.  acts  in  a 
measure  as  a  check  or  control  in  case  of  erroneous  estimates  of  population  ; 
and,  while  such  errors  are  not  to  be  found  in  the  figures  of  a  census  year, 
it  seems  best,  as  a  matter  of  uniformity,  to  publish  the  table  in  the  same 
form  as  in  previous  intercensal  years. 

The  changes  in  the  death-rate  from  consumption,  typhoid  fever  and 
puerperal  fever  (see  child-birth  in  report  of  1896,  page  804)  were  quite 
fully  treated  in  the  report  of  1896.  To  these  may  be  added  the  later  com- 
ments on  the  changes  in  the  death-rate  from  diphtheria,  which  appear  in 
the  figures  of  the  past  eight  years. 

The  following  preventable  causes  of  death,  consumption,  measles,  scar- 
let fever,  diphtheria,  whooping-cough,  typhoid  fever,  puerperal  fever  and 
cholera  infantum,  together  constituted  27.2  per  cent,  of  the  total  mortality 
in  1894,  but  had  fallen  off  to  24.2,  24.2,  21.9,  21.1,  20.4,  22.S,  19.9  and 
19.0  in  the  eight  succeeding  years ;  while  the  principal  acute  lung  diseases Y 
diseases  of  the  heart,  brain,  kidneys,  cancer,  suicide  and  accident  had  in- 
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creased  from  35.7  per  cent,  of  the  total  mortality  to  36.9,  36.9,  38.5,  39.2, 
40.2,  38.6,  40.1  and  42.7  per  cent,  in  the  same  years. 

These  all  combined  constituted  the  greater  part  of  the  total  mortality  in 
each  of  the  nine  years  1894-1902,  and  of  the  diseases  specified  in  the  table 
entitled  the  "Balance  of  Mortality,"  in  the  annual  report  of  1896,  page 
812. 

Table  I. 

Population  of  Cities  and  Large  Towns  estimated  for  1902. 


Rbpoxtibg  Cities  and  Towns. 


Adams,  .        . 

Amesbury,     . 

Amherst,       . 

Andover, 

Arlington, 

Atbol,     . 

Attleborough, 

Beverly, 

Blackstone,    . 

Boston, 

Braintree, 

Brldaewater, 

Brockton,    . 

Brookiine, 

Cambridge,  . 

Chelsea, 

Chicopee,     . 

Clinton,  . 

Concord, 

Danvera, 

Dedham, 

Saathampton, 

Bybrett, 

Fall  River, 

Fitch  bur©,  . 

Framlngham, 

Franklin, 

Gardner, 

Gloucester, 

Grafton, 

Great  Barriogton, 

Greenfield,     . 

Haverhill,  . 

Htngham, 

Holyoke, 

Hadsoo, 

Hyde  Park,    . 

Lawrence,  . 

Leominster,  . 

Lowell, 

Lynn,  . 

Malden, 

Marblehead,  . 

Marlborough, 

Medford,     . 

Melrose, 

Methuen, 

Mlddleborough, 


Eft  tf  ma  ted 

Population 

for 

100*. 


12,813 

9,473 

6,126 

7,081 

9,439 

7,061 

12,847 

14,814 

5,721 

688,730 

6,249 

6,264 

43,208 

21,679 

96,334 

36,264 

20,390 

14,646 

5,842 

8,686 

7,655 

5,929 

27,114 

111,872 

83,848 

12,109 

6,017 

11,644 

26,121 

4,869 

6,278 

8,605 

40,892 

5,155 

48,066 

5,512 

18,868 

67,276 

13,963 

99,574 

71,144 

35,390 

7,582 

13,609 

20,014 

18,384 

8,240 

6,963 


Krpoktibo  Cities  akd  Towns. 


Mllford, . 
Milton,   . 
Nailck,  . 
New  Bedtord,    . 
Newburyport,    . 
Newton, 
North  Adams,    . 
Northampton,    . 
North  Attleborough, 
Northbridge, . 
Norwood, 
Orange,  . 
Palmer,  . 
'  Peabody, 

;  PlTTSFIELD,  . 

;  Plymouth, 

,  QtJINCY,  . 

Reading, 
Kfvere,  . 
Rockland, 
Salem,  . 
Saugus,  . 

SOMERYILLB, 

Bouthbridge,  . 

Spencer, 

Springfield, 

Htoneham, 

8tonghton,     .     *  . 

Taunton, 

Wakefield,     . 

Waltham,    . 

Ware,     . 

Wntertown,  . 

Webster, 

Wellesley, 

Westboroagb, 

West  field. 

West  Springfield, . 

Weymouth,    . 

Whitman, 

Willlarostown, 

Winchendon, 

Winchester,  . 

Winthrop, 

Woburn, 

Worcester, 

Total, 


Estimated 

Population 

for 

100*. 


12,516 

7,002 

9,768 

66,674 

14,478 

86.386 

26,683 

19,460 

7,523 

7,736 

5,842 

5,584 

8,179 

11,966 

22,311 

10,386 

26,807 

5,069 

11,894 

5,327 

86,667 

5,318 

66,882 

10,888 

7,633 

66,864 

6,197 

6,510 

82,769 

9,684 

24,612 

8,607 

10,600 

9,206 

6,410 

5,466 

18,038 

7,497 

11,337 

6,819 

5,063 

6,206 

7,688 

6,804 

14,285 

127,837 


2,497,016 


The  death-rate  of  Amesbury,  Athol,  Blackstone,  Franklin,  Gloucester, 
Grafton,  Marblehead,  Marlborough,  Newburyport,  Rockland  and  Stone- 
ham  was  based  on  the  population  of  1900,  these  towns  having  slightly  de- 
creased in  population  in  the  five  years  which  elapsed  between  the  census 
of  1895  and  1900. 
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Table  IV. 

Deaths  from  Specified  Causes,  1902 ',  in  Cities  and  Towns  required  to  report  to  the 
Slate  Board  of  Health,  Death-rates  per  10,000  {1898-1902),  Deaths  per 
1,000  from  All  Causes,  1898-1902. 


CAC8K8  OF  DKATH. 


Deaths. 
lOOS. 


Consumption, 

Small-pox,   . 

Measles, 

Soarlet  fever, 

Diphtheria  and  croup, 

Whooping-cough, 

Typhoid  fever,    . 

Cerebrospinal  meningitis, 

Erysipelas,  . 

Puerperal  fever,  . 

Influenza,    . 

Malarial  fever,     . 

Cholera  infantum, 

Dysentery,  . 

Diarrhosa  and  cholera  mor 

bus. 
Pneumonia, . 

Bronchitis,  . 

Diseases  of  the  heart, 

Diseases  of  the  brain  and 

spinal  oord. 
Diseases  of  the  kidneys, 

Canoer,         •       , 

Suicide, 

Accident,  • 

Unknown  or  ill-defined 
causes. 

All  causes,     . 


4,000 

279 

220 

283 

808 

Ml 

409 

848 

111 

80 

107 

88 

1,612 

170 

020 

4,015 

1,172 

8,001 

8,040 

1,844 

1,726 

265 

1,848 

400 

40,400 


Mortality  pkk  10,000  or  thb 
Population. 


s 

• 


• 
• 


16.88 

17.63 

18.56 

17.01 

1.12 

0.39 

0.008 

0.06 

0.02 

0.73 

0.00 

0.66 

1.13 

1.46 

1.61 

0.84 

3.22 

4.40 

5.87 

8.00 

0.06 

0.84 

1.27 

1.11 

1.88 

1.96 

2.25 

2.81 

1.80 

1.46 

1.63 

1.78 

0.44 

0.47 

0.66 

0.50 

0.82 

0.34 

0.87 

0.20 

0.48 

1.00 

2.28 

1.67 

0.16 

0.10 

0.22 

0.21 

6.05 

6.11 

0.87 

8.20 

0.70 

0.72 

0.76 

1.00 

8.71 

3.64 

8.84 

1.84 

16.07 

16.66 

18.40 

17.80 

4.60 

4.47 

6.00 

6.18 

16.66 

15.70 

16.16 

14.85 

12.17 

10.41 

10.80 

11.00 

7.88 

7.75 

7. 32 

7.18 

6.01 

6.10 

6.53 

6.06 

1.02 

1.05 

0.00 

1.07 

5.40 

6.30 

6.20 

5.20 

1.64 

1.77 

2.63 

2.66 

162.07 

168.68 

182.60 

172.70 

18.41 

0.84 
0.53 
2.74 
1.43 
2.40 
2.12 
0.33 
0.23 
0.68 
0.30 

10.18 
0.04 
2.44 

15.08 
6.00 

14.84 

12.50 
6.57 
6.82 
1.06 
6.56 
2.26 

172.10 


Dkatus  pkk  1,000  from  All 
Causks. 
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6.80 

6.66)    4.85 

6.00-    8.64 

10.84!  26.13 


5.06 
11.50 

8.60 

2.74 

1.08 

2.64 

0.04 
37.86 

4.85 
22.88 
00.21 
28.06 
06.40 
76.12 
45.67 
42.66  86.76 


6.80 
33.31 
10.11 


2.80     0.046 
6.44 
8.20 
32.12 

4.00     6.86 

11.61  12.34 
8.60  8.01 
2.70  3.66 
2.00     2.01 

11.20  12.44 
1.14     1.28 

86.28  54.10 
4.26     4.12 

20.00  21.00 
08.83  100.70 
26.60  27.88 
08.12  88.45 
61.76   69.00 

46.01  40.06 
86.76 

6.22     6.30 
31.96   28.50 

10.62  14.38 


0.33.      - 
8.80     1.99 
4.85     3.00 


28.08 

6.41 

13.40 

10.03 

2.88 

1.17 

9.09 

1.20 

47.45 

5.79 

10.67 

103.60 

30.00 

86.00 

60.42 

41.30 

35.07 

6.18 

30.12 

14.80 


15.94 

8.28 

14.W 

12.35 

1.94 

1.36 

3.9S 

1.76 

59.14 

5.45 

14.16 

8*  .66 

32.50 

86.22 

72.61 

38.1T 

36.70 

6.10 

32.39 

13.10 
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The  following  digest  consists  chiefly  of  extracts  from  the  annual  reports 

4 

of  the  boards  of  health  of  cities  and  towns,  illustrating  the  character  and 
extent  of  the  sanitary  work  performed  by  local  boards  of  health. 

During  the  year,  the  epidemic  of  small-pox,  which  had  begun  in  1901, 
continued  to  increase  in  severity  until  the  disease  had  appeared  during  the 
year  1902  in  122  cities  and  towns.  The  details  of  the  epidemic  may  be 
found  in  the  general  report  at  the  beginning  of  this  volume. 

An  increasing  interest  appears  to  be  manifest  in  the  necessity  of  making 
adequate  hospital  provision  in  cities  and  towns  not  yet  provided  with  the 
proper  means  for  isolating  cases  of  contagious  diseases,  which  cannot  safely 
be  cared  for  at  their  homes. 

Reports  of  inspections  made  by  Dr.  F.  L.  Morse,  medical  inspector  of 
the  State  Board  of  Health,  may  also  be  found  in  this  section  of  the  report, 
together  with  a  table  showing  the  visits  and  inspections  made  for  the  pur- 
pose of  aiding  cities  and  towns  in  controlling  the  spread  of  small-pox. 

The  following  numerical  statement  of  bacteriological  work  performed  by 
local  boards  of  health  is  also  taken  from  the  annual  reports  of  those  boards 
for  the  year  1902:  — 

Summary  of  Bacteriological  Work  in  Massachusetts  Cities  and  Towns  in  1902, 

and  by  the  State  Board  of  Health. 


Packages  of 

Throat  Cult- 

Examinations 

Examinations 

Examinations 

Dlphthrrla  Anti- 

ure* for 

for 

for  Typhoid 

for 

toxin  produced, 

Diphtheria. 

Tuberculosis. 

Fever. 

Malaria. 

o(l,600 
Units  each. 

Boston,*         .... 

7,728 

2,322 

984 

98 

Brook  ton, 

248 

103 

16 

82 

— 

Brookltne,      . 

776 

110 

66 

10 

. 

Cambridge.    . 

2,103 

216 

263 

_ 

• 

Fall  River,     . 

282 

^ 

46 

• 

— 

Pitch  burg. 

264 

90 

81 

- 

- 

Greenfield,     . 

22 

_ 

• 

_. 

• 

Holyoke, 

422 

- 

• 

• 

_ 

Lowell,  .       . 

2,201 

141 

211 

2 

. 

Lynn,     . 
Newton, 

727 

- 

- 

- 

— 

463 

_ 

48 

.. 

.. 

New  Bedford, 

269 

64 

6 

_ 

_ 

Palmer.  . 

216 

. 

. 

«. 

.. 

BprtnufJeld,    . 
Waliham,       . 

763 

- 

— 

— 

- 

881 

26 

Many. 

— 

- 

Worcester,     . 

1,266 

— 

_ 

_ 

• 

Bute  Board  of  Health, 

2,904 

928 

217 

61 

88,476 

*  Boston,  140  examinations  for  glanders. 


566 


STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


Arlington. 

The  medical  inspector  has  made  daily  visits  to  the  various  schools,  and 
the  following  is  his  report :  — 

The  total  number  of  children  examined  during  the  year  1902  was  1,212,  of 
which  number  109  were  sent  home  for  the  following  causes :  — 

Pediculi, 
Vaccination, 
Sore  throat. 
Measles, 
Ringworm, 
Pink  eye, 

During  the  fall  term  270  children  were  examined  for  vaccination,  of  whom 
only  18  were  found  unvaccinated.  The  latter  were  afterwards  vaccinated  and 
duly  inspected. 

In  a  number  of  suspected  cases  of  whooping-cough  the  children  have  been 
requested  to  remain  at  home.    These  cases  are  not  included  in  above  list 

Several  requests  have  been  made  by  parents  to  have  children's  eyes  tested  for 
glasses,  which  requests  have  been  complied  with,  with  good  results. 


46 
18 

Chicken-pox,    . 

Favus,       .... 

s 

2 

19 
4 
4 
8 

Ivy  poisoning, . 

Stye,         .... 

Erysipelas, 

Whooping-cough,     . 

2 
3 
1 
1 

Attleborouoh  . 

But  3  cases  of  typhoid  fever  occurred  daring  the  year  and  but  1  death, 
which  speaks  well  for  the  sanitary  condition  of  the  town. 

One  hundred  and  fifty-eight  deaths  from  all  causes  occurred  during  the 
year,  being  about  15  per  1,000,  2  more  per  1,000  than  last  year,  but  less 
than  the  average  of  towns  of  our  size. 


Belmont. 

Stagnant  water  in  abandoned  clay  pits,  when  situated  in  close  proximity 
to  any  well- populated  distriot,  is  regarded  as  injurious  to  the  health  of  the 
people  living  in  its  neighborhood,  and  within  the  last  few  years  scientific 
researches  have  conclusively  shown  that  such  places  are  a  direct  menace  to 
the  health  of  the  surrounding  communities.  With  this  fact  before  us,  and 
realizing  that  an  attempt  might  be  made  to  utilize  certain  lands  in  our 
town  for  brick  yards,  in  spite  of  protests  already  made  by  us,  your  board 
considered  that  some  immediate  action  should  be  taken  in  order  to  prevent 
further  extensions  of  insanitary  clay  pits. 

Accordingly,  at  a  meeting  held  on  February  7,  the  following  regulation 
in  regard  to  the  manufacture  of  bricks  was  duly  adopted  :  — 

Reg.  19.  The  exercise  of  the  trade  or  employment  of  excavating  clay  for  the 
purpose  of  manufacturing  bricks  (except  upon  the  premises  now  owned  and 
operated  by  the  New  England  Brick  Company)  is  hereby  prohibited  within  the 
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limits  of  the  town  of  Belmont,  except  in  accordance  with  a  written  permit  to  be 
first  granted  by  the  board  of  health  of  said  town. 

Any  person,  firm  or  corporation  desiring  to  exercise  said  trade  or  employment 
within  the  limits  of  said  town  must  make  written  application  for  a  permit  to  said 
board  of  health,  subject  to  its  approval,  and  must  describe  in  said  application  the 
premises  upon  which  the  applicant  desires  to  exercise  said  trade  or  employment, 
and  must  state  the  times  when  and  within  which  the  applicant  desires  to  exercise 
said  trade  or  employment,  and  also  the  depth  and  area  of  the  excavation  or  exca- 
vations said  applicant  desires  to  make. 

Said  board  will  not  grant  such  permit  unless  said  applicant  shall  first  furnish  a 
bond  with  good  and  sufficient  sureties  (the  amount  of  said  bond,  and  said  sure  ties 
to  be  satisfactory  to  said  board),  running  to  the  town  of  Belmont,  and  conditioned 
upon  the  observance  by  said  applicant  of  the  terms  of  said  permit,  and  also  upon 
the  filling  in,  within  a  reasonable  time,  to  be  fixed  by  said  board,  and  with  proper 
materials  and  in  a  manner  satisfactory  to  said  board,  any  excavation  or  excava- 
tions to  be  made  by  said  applicant. 

The  following  report  of  Dr.  Morse,  medical  inspector  of  the  Board, 
relates  to  an  inspection  made  at  Belmont  on  account  of  a  limited  epidemic 
of  typhoid  fever  which  had  been  reported  from  that  town :  — 

On  September  5  my  attention  was  called  by  the  board  of  health  of  the  town  of 
Belmont  to  a  number  of  cases  of  typhoid  fever  which  were  appearing  in  the  town. 
A  visit  was  accordingly  made,  and  upon  investigation  it  was  found  that  6  cases  of 
the  disease  had  been  reported  within  the  past  week,  and  that  all  of  them  obtained 
their  milk  supply  from  one  milkman.  He  had  accommodations  for  carrying  on 
only  a  small  business,  which  he  personally  attended  to.  The  water  supply  at 
the  barn  was  obtained  from  the  public  supply,  while  that  at  the  house,  in  which 
the  milk  utensils  were  washed,  was  obtained  from  a  dug  well  located  under 
the  back  room  of  the  house,  and,  apparently,  capable  of  being  polluted  by  the 
existing  surroundings. 

The  milkman  himself  had,  some  months  previously,  been  ill. with  typhoid  fever, 
but  he  seemed  to  have  entirely  recovered  at  the  time  of  the  investigation. 

A  sample  of  water  from  the  well  was  obtained,  and  upon  examination  found 
to  be  extensively  polluted.  A  specimen  was  also  analyzed  bacterially,  and  30 
colon  bacilli  were  found  to  each  cubic  centimeter. 

The  board  of  health  of  the  town  was  informed  of  the  results  of  these  analyses 
and  advised  to  have  the  well  discontinued,  and  that  all  precautions  be  taken  by 
the  milkman  himself  to  prevent  the  spread  of  the  disease. 

Boston. 

The  general  health  of  the  city  for  the  past  year,  so  far  as  it  may  be 
judged  by  the  total  mortality  and  its  classified  causes,  has  been  better  than 
the  average  for  many  years. 

The  total  number  of  deaths  for  the  year  was  10,983,  a  decrease  fi 
previous  year  of  317.    The  death-rate  for  the  year  was  18.73  per 
inhabitants.    This  rate  is  the  lowest  on  record. 


aim 
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Number  of  nuisances  abated  by  owners  or  occupants  of  premises  upon 

notice  of  the  board  of  health  during  the  year, 17,759 

Disinfections  practised :  — 

In  case  of  infectious  diseases, 7,483 

Rooms  disinfected, 12,791 

Places  disinfected,  streets,  courts,  yards,  cellars,  sinks,  cesspools,  closets, 

etc 77,943 

Small-pox.  —  The  presence  of  small-pox  in  Boston  for  nearly  two  years 
has  been  unusual,  and  has  been  possible  particularly  for  two  reasons  :  — 

First.  —There  have  been  a  large  number  of  mild,  unrecognized  cases  of 
small-pox  in  the  city  and  suburban  districts,  going  about  from  place  to 
place,  and 

Second.  —  There  has  been  a  large  percentage  of  unprotected  people  ex- 
posed to  these  unrecognized  cases. 

A  serious  drawback  to  our  vaccinal  protection  against  small-pox  arises 
from  the  fact  that  Boston  is  practically  a  hot-bed  of  the  anti-vaccine  heresy, 
and  although  the  vaccine  house  is  built  upon  a  rock,  and  is  not  likely  to 
fall,  the  noisy  storm  has  frightened  many  of  our  people  into  a  dangerous 
neglect  or  opposition  to  vaccinal  protection. 

Hospital  for  Consumptives.  —  While  it  is  gratifying  to  note  the  gradual 
diminution  in  the  death-rate  from  consumption  in  Boston,  it  is  nevertheless 
a  source  of  regret  that  we  are  still  without  hospital  accommodations  for  a 
large  number  of  consumptive  patients  who  are  indigent,  and  also  a  menace 
to  the  public  health. 

Removal  of  Old  Buildings.  —  More  work  has  been  done  in  the  removal 
of  old  buildings  during  this  year  than  was  ever  accomplished  in  any  other 
year  since  the  passage  of  the  law  in  1897. 

During  the  year,  the  board  has  carried  on  this  work  to  a  great  extent  in 
the  removal  of  old,  worn-out  and  dilapidated  sheds  and  ells,  located  in  the 
rear  yards  of  tenement  houses,  covering  almost  the  entire  yard  space  at  the 
rear,  thus  depriving  the  main  part  of  the  house  of  the  sunlight  and  air 
which  it  should  have  in  order  to  ensure  good  sanitary  conditions. 

During  the  year  112  buildings  and  ells  and  49  old  sheds  have  been  re- 
moved. 

Tenement  Houses. — The  inspection,  alteration  and  renovation  of  the 
tenement  houses  of  Boston  has  been  continued  this  year,  and  a  great  deal 
of  work  has  been  done  in  the  way  of  providing  more  light  and  ventilation 
for  dark  bed-rooms,  and  in  lighting,  ventilating  and  relocating  water- 
closets. 

The  board  begs  to  renew  its  recommendation  that  the  tenement  house 
law  be  so  changed  as  to  include  three-family  houses,  as  they  need  super- 
vision fully  as  much  as  those  for  four  families. 

Medical  Inspection  of  Schools.  —  Summary  of  diseases  found  among 
scholars  in  school :  — 
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Specific  infectious  diseases, 326 

Oral  and  respiratory  diseases, 1,924 

Diseases  of  the  ear, 105 

Diseases  of  the  eye, 547 

Diseases  of  the  skin, 8,795 

Miscellaneous  diseases, 7,795 

Found  free  from  disease, 3,793 

Total 18,285 

Number  of  pupils  examined  in  the  schools,               .        .        .        .        .  18,285 

Number  recommended  to  be  sent  home, 2,649 

Number  of  consultations  with  teachers  (about  pupils  returning  to  school, 

etc.), 2,963 

The  Report  of  the  Director  of  the  Bacteriological  Laboratory.  —  The  work 
of  this  department  of  the  board  is  fully  reported,  and  shows  much  original 
as  well  as  routine  work. 

The  routine  work  embraced  the  following  examinations  of  material  for 
detecting  the  presence  of  infectious  diseases :  — 

Diphtheria  cultures, *  7,729 

Tuberculosis, 2,322 

Typhoid  fever, 984 

Glanders, 140 

Malaria,      , 98 

Other  diseases, 32 

11,305 
The  special  investigations  related  to :  — 

1.  The  comparative  morphology  of  the  diphtheria  bacillus. 

2.  Experiments  in  disinfection  with  formaldehyde  gas  and  carbolic  acid 
vapor. 

3.  The  distribution  of  the  bacilli  of  tuberculosis  and  diphtheria  in  rooms 
used  for  the  isolation  of  these  diseases. 

4.  Drying  experiments  with  certain  bacteria. 

5.  The  distribution  of  dangerous  mosquitoes  in  Boston. 

Animals  killed  at  Abattoir.  —  Cattle,  27,419;  calves,  22,304;  sheep, 
17,270  ;  swine,  3,292  ;  total,  70,285. 

Of  the  27,419  cattle  received  for  slaughter,  250,  or  less  than  1  per  cent., 
were  found  to  be  tuberculous ;  3.5  per  cent,  of  the  cows  received  from 
eastern  States  were  tuberculous,  and  only  2  animals  from  the  western  States 
out  of  8,042. 

Glanders  was  reported  to  the  board,  162  horses  having  been  examined 
and  121  found  infected  with  glanders. 

The  foot  and  mouth  disease  appeared  in  only  one  herd  in  Boston. 
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Brockton. 

Formaldehyde  disinfection  of  rooms  and  bedding,  etc.,  after  contagious 
diseases,  has  been  continued  as  heretofore. 

The  board  again  strongly  advises  the  establishment  by  the  city  of  a  con- 
tagious disease  hospital,  where  persons  affected  with  dangerous  diseases  of 
an  infectious  character  may  be  isolated  and  properly  treated,  and  the 
utmost  precautions  be  taken  against  an  epidemic.  It  seems  that  the  matter 
of  establishing  such  a  hospital  as  the  board  advises  has  an  economic  as 
well  as  humane  and  politic  side. 

The  laboratory  for  bacteriological  work,  established  by  the  board  at  the 
filter-beds  of  the  sewerage  department,  has  proved  an  immense  boon  in  the 
work  of  detecting  and  arresting  disease  in  its  incipiency,  and  has  been  the 
means  of  a  saving  to  the  city,  the  old  system  of  sending  cultures  to  Boston 
for  examination  being  expensive  and  time-taking. 

A  most  striking  and  suggestive  illustration  of  the  value  of  the  local 
laboratory  was  shown  in  the  case  of  a  teacher  of  the  public  schools.  She 
was  taken  ill  on  Saturday,  and  on  Sunday  the  attending  physician  took  a 
culture  and  found  diphtheria  bacilli,  and  placarded  her  house.  The  school 
also  was  closed.  Had  the  culture  taken  from  this  teacher  been  sent  to 
Boston,  as  would  have  been  necessary  in  former  times,  her  pupils  would 
have  been  exposed  to  the  disease  for  at  least  two  days. 

The  board  would  once  more  protest  against  the  inefficiency  of  the  present 
system  of  milk  inspection,  believing  that  an  impure  supply  can  only  be 
properly  guarded  against  by  compelling  all  dealers  coming  into  the  city  to 
submit  their  supplies  to  chemical  analysis,  under  the  direction  of  the  board, 
at  least  once  a  month. 

Brook  line. 

It  is  proposed  to  continue  the  war  upon  mosquitoes  which  was  vigorously 
waged  last  year.  While  there  were  undoubtedly  less  mosquitoes  than  usual 
in  Brookline  last  summer,  the  same  thing  was  true  in  a  neighboring  town 
where  nothing  was  done  to  diminish  their  numbers,  so  that  too  much  must 
not  be  claimed  as  the  result  of  the  work  done  here.  It  is  not  the  intention 
of  the  board  to  undertake  an  extensive  scheme  of  draining  private  lands, 
but  reasonable  effortB  will  be  made  to  induce  land  owners  to  do  away  with 
unnecessary  standing  water,  affording  breeding  places  for  mosquitoes. 

It  is  now  generally  agreed  by  physicians  that  infected  persons,  rather 
than  sewer  gas,  leaks  in  pipes  or  filthy  substances,  cause  infectious  diseases 
to  spread,  and  that  they  are  best  checked  by  isolation,  and  by  such  sani- 
tary inspection  and  health  regulations  as  tend  to  personal  cleanliness.  It 
should  not  for  a  moment  be  supposed,  however,  that  disorderly  or  filthy 
premises,  defective  plumbing  or  overcrowded  sleeping  rooms  can  be  toler- 
ated. 
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The  new  hospital  buildings  were  completed  early  in  the  summer  and  are 
now  occupied,  excepting  the  pavilion  for  diphtheria  patients. 

From  Oct.  11,  1902,  to  Jan.  81,  1908,  21  scarlet  fever  patients,  13  diph- 
theria patients  and  2  patients  ill  with  both  diseases  at  once  have  been  ad- 
mitted to  the  hospital.  Of  the  total  number,  36,  all  recovered,  except  one 
of  the  scarlet  fever  patients. 

The  new  hospital  arrangements  prove  very  satisfactory  to  those  in  charge, 
and  the  safety  and  comfort  of  the  patients  have  undoubtedly  been  greatly 
promoted  by  the  many  modern  improvements  that  have  been  introduced. 
A  few  private  patients  with  either  scarlet  fever  or  diphtheria  can  now  be 
taken  care  of  at  the  hospital. 

The  importance  of  certain  precautions  in  preventing  infection  among 
school  children  is  so  great  that  in  October,  with  the  approval  of  the  medical 
members  of  the  school  committee  and  the  superintendent  of  schools,  the 
following  circular  was  put  in  the  hands  of  all  the  regular  teachers  except 
those  of  the  high  school :  — 

To  the  Teachers  of  the  Brookline  Public  Schools. 

Your  attention  is  called  to  the  following  report  of  a  special  committee  of  the 
Massachusetts  Association  of  Boards  of  Health,  on  teaching  cleanliness  among 
school  children :  — 

At  the  annual  meeting  in  Boston,  in  January,  1901,  a  special  committee  was  in- 
structed to  draw  up  a  circular  of  advice  relating  to  cleanliness  in  school  children, 
and  especially  designed  to  prevent  infection  from  one  to  another  by  intimate  and 
thoughtless  contact  between  one  another  and  their  belongings.  A  meeting  was 
held  for  this  purpose  April  24,  at  the  State  House,  in  the  rooms  of  the  State  Board 
of  Health.  Members  of  the  committee  present :  Dr.  Charles  V.  Chapin,  chair- 
man ;  Dr.  Samuel  W.  Abbott,  Dr.  Theobald  Smith,  Dr.  Francis  P.  Denny  and  Dr. 
Hibbert  W.  Hill,  secretary.  A  report  and  circular  were  prepared  and  accepted 
by  the  association  at  its  next  quarterly  meeting. 

Report  of  the  Committee. 

It  appears  to  the  committee  that  at  times  a  considerable  number  of  children 
are  infected  with  communicable  disease,  though  they  may  be  very  slightly  sick 
or  even  not  sick  at  all.  Such  children  mingle  freely  with  others,  and  are,  accord- 
ing to  our  present  knowledge,  the  most  fertile  cause  of  the  spread  of  communi- 
cable disease.  If  the  communication  between  mouth  and  mouth  can  be  prevented, 
it  is  believed  that  communicable  disease  (especially  diphtheria)  may  be  dimin- 
ished. The  schools  seem  to  be  proper  places  for  inculcating  that  personal  neat- 
ness and  cleanliness  which  would  forbid  the  passage  from  mouth  to  mouth  of 
any  article.    The  means  suggested  for  the  accomplishment  of  this  object  are :  — 

(1)  The  instruction  of  teachers  by  an  annual  lecture  or  talk.  The  teachers1 
institute  furnishes  an  excellent  opportunity  for  this. 

(2)  The  distribution  annually  to  teachers  of  a  circular,  a  model  for  which  is 
hereby  presented. 

(3)  If  the  town  or  city  desires  cleanliness  and  refinement  taught,  it  must  itself 
teach  by  example. 


572  STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 

The  free  text-book  system  presents  some  obstacles  to  the  development  of  the 
idea  of  privacy  of  personal  property,  but  with  care  they  can  be  overcome.  Even 
with  this  system  the  pupil  can  in  most  instances  have  his  own  books  and  pencils 
for  a  term  or  year,  and  be  held  responsible  for  their  condition.  This  should 
always  be  done  so  far  as  possible  with  everything  that  is  furnished  by  the  school 
department  for  the  use  of  pupils.  It  entails  more  trouble  for  the  teachers,  par- 
ticularly in  the  care  of  pencils,  pen-holders,  etc.,  but  with  a  proper  system  and 
some  care  these  may  be  kept  separate  for  each  child.  When  books  become  de- 
cidedly soiled  they  should  be  burned. 

The  use  of  modelling  clay,  if  it  is  passed  from  one  pupil  to  another,  is  objec- 
tionable, as  it  certainly  gathers  dirt  from  the  hands ;  but  if  each  pupil's  clay  is 
kept  separate,  as  it  is  done  in  many  schools,  its  use  may  be  permitted.  The 
drinking  cup  is  perhaps  the  most  common  means  of  transmitting  saliva  from  one 
child  to  another,  and  its  use  should  be  abolished.  Separate  drinking  cups  might 
be  provided,  either  by  the  pupils  or  by  the  school  department.  The  use  of  a 
special  style  of  drinking  fountain,  to  be  used  without  cups,  has  been  recom- 
mended, but  with  this  the  committee  has  had  no  experience. 

Suggestions  for  the  Teaching  of  Cleanliness  among  School  Children. 

The  poisons  (germs)  of  some  of  the  common  and  also  of  some  of  the  most 
loathsome  diseases  are  frequently  contained  in  the  mouth.  In  such  eases  any- 
thing which  is  moistened  by  the  saliva  of  the  infected  person  may,  if  it  touches 
the  lips  of  another,  convey  disease.  The  more  direct  the  contact  the  greater  the 
danger.  It  is  the  purpose  of  health  officials  to  keep  in  isolation  all  persons  hav- 
ing dangerous  communicable  diseases  during  the  time  that  they  are  infectious, 
but  in  many  cases  this  is  impossible.  Little  restraint  is  put  on  certain  mild 
diseases,  —  measles,  whooping-cough,  chicken-pox  and  mumps,  —  and  even  such 
diseases  as  diphtheria,  scarlet  fever,  varioloid  and  tuberculosis  are  frequently  so 
mild  as  to  be  unnoticed;  and  children  affected  with  them  mingle  freely  with 
others.  It  is  probable  that  in  such  cases  one  of  the  chief  vehicles  of  contagion  is 
the  secretion  of  the  mouth  and  nose.  It  is  believed  that  much  can  be  done  to 
prevent  contagion  by  teaching  habits  of  cleanliness.  If  such  instruction  «  to  be 
effectual  it  must  be  continuous.  The  teacher  must  notice  and  correct  the  violation 
of  these  rules  as  habitually  as  the  violations  of  the  most  formal  school  rules. 

Even  if  the  question  of  disease  and  contagion  did  not  enter  into  the  matter  at 
all  the  subject  ought  to  be  given  more  attention  by  teachers.  Our  schools  should 
not  only  teach  reading,  writing  and  arithmetic ;  it  is  quite  as  important  that  they 
should  inculcate  cleanliness,  decency,  refinement  and  manners.  Cleanliness  should 
be  taught  for  its  own  sake,  even  if  it  had  no  relation  whatever  to  health. 

Teach  the  Children 

Not  to  spit;   it  is  rarely  necessary.    To  spit  on  the  floor  or  sidewalk  is  an 
abomination. 
Not  to  put  the  fingers  into  the  mouth. 
Not  to  pick  the  nose. 

Not  to  wet  the  fingers  with  saliva  in  turning  the  leaves  of  books. 
Not  to  put  pencils  into  the  mouth,  or  moisten  them  with  the  lips. 
Not  to  put  money  into  the  mouth. 
Not  to  put  pins  into  the  mouth. 
Not  to  put  anything  into  the  mouth  except  food  and  drink. 
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Not  to  "  swap  "  apple  cores,  candy,  chewing  gum,  half-eaton  food,  whistles  or 
bean  blowers,  or  anything  that  is  habitually  put  into  the  mouth. 

Kissing  is  a  means  of  transmitting  infection. 

Teach  the  children  to  wash  the  hands  and  face  often,  and  to  keep  the  nails  and 
teeth  clean.  If  the  child  is  coming  down  with  a  communicable  disease,  it  is 
reasonable  to  believe  that  there  is  less  chance  of  infecting  persons  and  things  if 
the  hands  and  face  are  kept  clean  and  not  daubed  with  the  secretions  of  the  nose 
and  mouth. 

Teach  the  children  to  turn  the  face  aside  when  coughing  or  sneezing,  if  they 
are  facing  another  person. 

See  that  the  hair  is  free  from  every  trace  of  pediculosis  (lice) . 

Children  should  be  taught  that  their  bodies  are  their  own  private  possessions ; 
that  persona]  cleanliness  is  a  duty  that  they  owe  to  themselves  and  to  their 
companions ;  that  the  mouth  is  for  eating,  drinking  and  speaking,  and  should  not 
be  used  as  a  pocket ;  and  the  lips  should  not  take  the  place  of  fingers. 

Cambridge. 

Medical  Inspection  of  Schools.  —  The  diseases  discovered  in  the  schools 
and  the  number  of  cases  were  as  follows :  — 

Chicken-pox, 22 

Measles, 3 

Mumps, 12 

Pediculosis, 166 

Scarlet  fever, 1 

Whooping-cough, 28 

Diseases  of  ear, 8 

Diseases  of  eye, 92 

Diseases  of  nervous  system, 7 

Diseases  of  respiratory  system,        .......  5 

Diseases  of  the  skin, 84 

All  other  diseases, 309 

Total .      737 

The  epidemic  of  small-pox  which  broke  out  in  Cambridge  in  October, 

1901,  continued  with  increasing  severity  during  the  spring  months  of  1902 
and  then  died  away  during  the  following  summer. 

At  the  stations  for  free  vaccination  5,793  persons  were  vaccinated  during 
the  autumn  of  1901 ;  2,745  persons  were  vaccinated  at  these  stations  in 

1902.  When  compulsory  vaccination  was  ordered  by  the  board  of  health, 
and  public  vaccinators  were  sent  from  house  to  house,  21,685  more  persons 
were  vaccinated.  A  communication  was  also  addressed  to  the  physicians 
of  the  city  inquiring  how  many  persons  had  been  vaccinated  by  them  in 
their  private  practice.  Replies  were  received  from  about  two-thirds  of  the 
physicians  addressed.  These  replies  showed  that  25,990  persons  had  been 
vaccinated  in  Cambridge  by  these  physicians. 

A  very  carefully  prepared  report  by  the  medical  inspector  accompanies 
the  report  of  the  board. 
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Dedham. 

The  value  of  vaccination  is  again  strikingly  shown  in  the  3  cases  now 
existing  in  the  town.  In  the  case  of  the  vaccinated  patients  the  cases  are 
extremely  light,  in  the  unvaccinated  patient,  very  severe,  resulting  in  death. 

Easton. 

The  board  earnestly  recommends  the  establishment  of  a  small  contagious 
hospital,  where  cases  of  infections  disease  may  be  treated  in  a  more  eco- 
nomical manner,  and  with  a  greater  degree  of  safety  to  the  community. 

Fall  River. 

A  hospital  for  contagious  diseases  is  a  necessity  that  should  be  provided 
at  as  early  a  date  as  possible. 

The  board  should  be  given  the  means  to  place  medical  supervision  over 
the  schools  of  the  city  without  being  compelled  to  do  so  as  an  emergency 
measure  whenever  occasion  arises. 

We  should  be  given  an  appropriation  to  enable  us  to  employ  one  or  more 
physicians  to  attend  to  the  work  of  the  board,  such  as  diagnosing  suspicious 
cases,  treating  small-pox  and  contagious  diseases  at  the  temporary  con- 
tagious hospital  and  determining  time  of  fumigation  in  cases  of  scarlet 
fever  and  diphtheria  treated  outside  such  hospital,  and  to  enable  the  board 
to  add  the  work  of  testing  sputum  for  tuberculosis  to  that  of  bacteriologist, 
as  well  as  such  other  means  as  the  medical  fraternity  and  health  boards 
elsewhere  are  advocating  and  practising  in  combating  this  justly  most 
dreaded  of  diseases. 

An  inspector  of  meats,  provisions,  fruits  and  vegetables  is  much  needed 
in  this  city. 

The  mode  of  prooedure  in  small-pox  cases  which  has  been  found  efficient 
in  this  city  for  the  past  two  years  is  as  follows :  — 

When  a  case  is  reported  to  the  board  the  official  diagnostician  is  sent  to 
examine  it,  and  if  it  is  found  positive  the  house  is  placarded  in  various 
languages  and  guards  put  on  duty  to  prevent  any  person  from  leaving  the 
house  or  any  person  except  bona  fide  residents  or  health  officials  from 
entering  it  until  after  the  patient  is  removed,  all  persons  residing  therein 
who  require  it  vaccinated,  and  the  premises  disinfected,  after  which  the 
guards  are  dismissed,  and  all  adults  allowed  to  go  and  come  at  will,  but  no 
person  is  permitted  to  remove  or  change  residence  until  after  the  period 
(sixteen  days)  in  which  any  person  affected  with  the  disease  would  develop 
it.  A  list  of  all  adults  is  taken,  and  if  working  their  employers  are  notified 
and  allowed  to  use  their  discretion  about  keeping  them  employed,  and  the 
diagnostician  visits  the  place  frequently  during  the  following  sixteen  days, 
when,  if  no  other  cases  occur,  the  premises  are  again  disinfected  and  the 
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placards  removed.  All  school  children  and  minors  unemployed  are  pro- 
hibited going  outside  further  than  the  yard  during  the  time  the  placards 
are  on  the  house,  which  will  be  continued  sixteen  days  after  the  appear- 
ance and  removal  of  the  last  patient  in  the  event  of  any  case  occurring 
subsequent  to  the  first  case. 

A  record  is  also  made  of  the  names  and  addresses  of  all  persons  found 
to  have  been  exposed  by  visiting  residence  of  the  patient  within  sixteen 
days  previous,  and  these  are  also  kept  under  surveillance  and  visited  by 
the  physician  at  fixed  intervals  during  the  sixteen  days  following  the  date 

of  their  last  exposure. 

Fitchburg. 

Public  sanitary  matters  have  been  acted  upon  by  the  board,  after  full 
discussion,  along  the  lines  of  the  best  for  the  greatest  number.  Quarantine 
regulations  could  have  been  more  satisfactorily  enforced  if  the  city  had  an 
isolation  hospital  for  diphtheria  and  scarlet  fever.  Several  years  ago  the 
annual  report  of  the  board  stated  that  "  good  isolation  is  impossible  in  at 
least  one-half  of  the  cases  where  it  is  needed  the  most,  and  therefore  a  con- 
tagious disease  hospital  is  imperatively  demanded,  and  we  ask  that  one  be 
provided  at  the  earliest  moment."  Until  such  a  building  is  provided,  quar- 
antine cannot  be  properly  established  without  some  injustice  to  the  families 

concerned. 

Holyoke. 

The  board  would  once  again  call  attention  to  the  imperative  need  of  a  hos- 
pital for  the  care  of  diseases  of  a  contagious  nature,  especially  diphtheria 
and  scarlet  fever.  The  value  of  such  institutions  is  being  realized  more  and 
more  each  year,  and  many  of  the  cities  of  the  State  now  have  such  accom-  * 
modations,  which  greatly  aid  in  the  control  of  epidemics  of  such  diseases* 
With  our  large  tenement  districts,  it  is  evident  that  we  should  have  such  a 
building  at  our  command  in  this  city. 

Hyde  Park. 

There  were  fewer  cases  of  diphtheria  than  in  1901,  and  a  smaller  death- 
rate  also,  and  it  is  safe  to  say  that  the  low  death-rate  from  this  dread 
disease  is  due  to  the  free  use  of  antitoxin,  which  is  furnished  to  us  by  the 
State  Board  of  Health  ;  and  we  feel  that  any  act  or  acts  of  the  Legislature 
that  would  prevent  the  State  Board  of  Health  from  supplying  the  people  of 
this  State  with  what  is  now  generally  conceded  to  be  a  specific  remedy  for 
diphtheria,  would  be  a  hardship  which  they  should  not  be  called  upon  to 

endure. 

Ipswich. 

The  general  health  of  the  town  has  been  exceptionally  good  during  the 
year  and  no  serious  epidemics  of  contagious  diseases  have  occurred.  The 
sanitary  condition  of  the  town  the  board  considers  generally  satisfactory, 
complaints  of  nuisances  being  very  few. 
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Lawrence. 

For  the  past  six  or  seven  years  the  board  has  steadily  advocated  and 
urged  upon  the  city  government  the  great  necessity  of  a  contagious  disease 
hospital,  and  we  are  much  pleased  that  a  hospital  has  been  erected  and 
partially  completed  during  the  present  year  for  the  isolation  and  care  of 
persons  sick  with  small-pox. 

The  new  hospital  has  been  furnished  with  apparatus  and  furniture  suffi- 
cient for  ordinary  requirements,  and  with  proper  attendants  about  fifteen 
patients  can  be  conveniently  cared  for,  and  more  could  be  accommodated 
if  occasion  should  require.  The  needs  of  a  small-pox  hospital  for  all  cases 
likely  to  occur  under  ordinary  conditions  would  seem  to  be  now  well  sup- 
plied. But  there  is  still  a  pressing  need  of  a  hospital  where  diphtheria, 
scarlet  fever  and  measles  may  be  cared  for  without  peril  to  the  sufferers 
or  the  public.  Frequently,  contagious  diseases  break  out  in  boarding 
houses  and  tenement  blocks,  and  for  want  of  a  proper  place  to  remove  the 
patients  to  they  are  compelled  to  remain,  to  the  great  peril  and  inconven- 
ience of  other  occupants.  All  the  children  in  a  large  block  are  frequently 
barred  from  school  for  several  weeks  on  account  of  one  case  of  contagions 
disease.  With  a  proper  hospital  for  their  reception  the  patients  could  be 
removed  where  they  would  receive  excellent  care. 

Lowell. 

Our  sanitary  inspection  is  carried  on  systematically,  and  includes  ex- 
amination of  conditions  of  cleanliness,  plumbing,  drainage,  water  supply, 
*  garbage  disposal  and  causes  of  illness ;  and  to  make  it  fulfil  its  highest 
possibilities,  it  should  be  sustained  by  an  enlightened  public  opinion,  non- 
partisan health  officers  and  ample  appropriations. 

Prevention  costs  less  than  cure,  and  any  work  that  tends  to  arrest  the 
progress  of  disease  should  have  the  good-will  of  those  who  temporarily 
hold  the  purse  strings  of  the  municipality. 

During  the  year  1901  Lowell  had  a  very  large  number  of  cases  of  diph- 
theria. It  continued  with  increasing  virulence  during  the  first  month  of 
1902,  120  cases,  the  record  height  for  any  one  month  in  the  year  1902. 
Total  for  1902,  654  cases. 

Sunday,  January  26,  following  an  examination  of  the  inspector's  reports, 
it  was  found  that  in  8  cases  of  the  day  previous  the  families  were  served 
by  the  same  milkman,  whose  supply  depot  was  in  an  adjoining  town. 

This  seemed  to  be  an  important  discovery,  and  the  milk  inspector  with 
the  department  bacteriologist  were  sent  to  the  home  of  the  milkman,  in 
order  to  ascertain  if  there  was  any  reason  to  suppose  him  to  be  the  source 
of  infection.  They  found  the  place  and  the  method  of  distribution  above 
suspicion,  but  the  proprietor  had  been  unwell  for  several  days  with  a  sore 
throat,  and  his  assistant  was  wearing  a  cloth  around  his  throat,  which  bad 
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troubled  him  for  some  time.  On  being  questioned,  it  was  found  that  both 
had  consulted  a  local  physician,  but  as  he  saw  no  patches  he  diagnosed  the 
trouble  as  tonsilitis.  Cultures  were  taken  from  both  throats  and  they  were 
found  to  contain  diphtheria  germs.  They  both  stopped  at  once  the  delivery 
of  milk,  and  all  cans  and  receptacles  on  the  route  were  collected  and 
thoroughly  washed  and  sterilized. 

Following  this  discovery,  a  number  of  milkmen  were  examined  by  culture 
but  all  were  found  in  a  healthy  condition.  From  January  26  to  February 
6  43  cases  of  diphtheria  were  traced  to  the  personal  exposure  or  the  milk 
supply  of  this  vendor. 

Lynn. 

There  has  been  no  general  epidemic  in  the  city  as  compared  with  some. 
When  we  consider  in  a  city  of  72,000  inhabitants  there  have  been  only  12 
cases  of  small-pox  and  no  deaths,  and  that  10  of  these  cases  came  from 
one  source,  we  are  very  fortunate,  to  say  the  least.  Lynn's  death-rate  is 
the  lowest  of  any  city  of  her  size  in  the  State,  her  hygienic  conditions  are 
of  the  best ;  we  have  pure  air  and  good  water  and  plenty  of  it.  But  with 
all  this  in  our  favor  there  is  only  one  way  to  stamp  out,  and  keep  out,  the 
foulest  of  contagious  diseases,  small-pox.  This  can  be  done  by  vaccina- 
tion alone. 

Nantucket. 

Following  is  the  report  of  the  medical  inspector,  Dr.  Morse  :  — 

During  the  early  part  of  the  fall  information  was  indirectly  received  at  this 
office  from  Wrentham  in  regard  to  a  number  of  cases  of  typhoid  fever  existing 
in  that  town,  it  being  supposed  that  the  disease  was  contracted  at  Siasconset,  a 
summer  resort  upon  the  island  of  Nantucket.  As  a  result  of  this  information  a 
visit  was  made  to  Siasconset  on  September  26  to  investigate  the  existing  con- 
ditions, and  to  determine,  if  possible,  the  source  of  infection. 

Up  to  this  time  only  4  cases  of  the  disease  had  been  brought  to  our  attention, 
but  upon  interviewing  Dr.  Roberts,  a  summer  resident  of  Siasconset,  we  were 
able  to  learn  of  many  other  cases  which  existed  during  the  summer  season  and 
which  had  not  been  reported  to  the  local  board  of  health  as  required  by  law.  The 
excuse  was  that  the  cases  were  not  typical  of  typhoid  fever,  that  they  were  mild 
in  character  and  probably  due  to  another  infection  than  that  of  the  typhoid  germ. 

It  was  the  intention  at  the  time  of  the  beginning  of  the  investigation  to  obtain 
a  list  of  all  of  the  guests  at  the  Ocean  View  Hotel  at  this  resort,  at  which  place 
all  of  the  patients  ill  with  the  disease  stopped,  and  it  was  stated  that  the  hotel 
register  would  be  available  at  the  hotel  when  we  visited  it ;  but  the  register  for 
this  year  was  not  in  the  office,  and  those  who  were  connected  with  the  hotel  at 
the  island  did  not  know  where  it  was.  The  manager  of  the  hotel  was  later  in- 
terviewed  in  regard  to  the  register,  and  stated  that  it  had  been  left  there  at  the 
Close  of  the  season  and  he  was  not  able  to  tell  where  it  could  be  found  at  that 
time.  He  did,  however,  furnish  a  list  of  about  40  names  of  people  who  were 
guests  at  the  hotel  during  the  summer  and  stated  that  these  names  practically 
represented  200  persons.    It  is  estimated  that  during  the  summer  season  between 
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700  and  800  guests  were  accommodated  at  the  hotel,  so  we  have  been  able  to 
interview  directly  hardly  one-quarter  of  those  who  spent  their  vacations  there. 

From  these  three  sources  we  have  been  able  to  learn  of  nearly  30  cases  of 
typhoid  fever  appearing  among  the  guests  of  this  hotel,  and  from  inquiries  made 
at  the  time  of  the  visit  to  Siasconset  among  the  residents  there  and  from  Dr. 
Roberts  we  are  unable  to  find  any  other  cases  developing  among  those  who  did 
not  stop  or  take  their  meals  at  the  hotel.  So  it  seems  that  the  source  of  infec- 
tion must  exist  at  the  Ocean  View  Hotel. 

Up  to  this  year  typhoid  fever  had  hardly  been  known  or  spoken  of  at  this 
resort,  but  early  in  June,  when  the  hotel  opened  for  the  summer  business,  one  of 
the  first  guests  to  come  was  a  man  from  New  York,  who  had  been  ill  with  typhoid 
fever  and  was  convalescent  at  the  time  of  his  arrival.  The  next  case  to  appear 
was  the  housekeeper  of  the  hotel,  who  was  taken  ill  on  July  8.  The  pastry  cook 
was  taken  ill  on  July  15;  the  steward  on  August  12;  a  waitress  on  August  14, 
and  the  watchman  on  August  24.  Following  these,  up  to  September  8,  7  other 
cases  appeared,  5  of  them  among  guests,  the  two  others  being  the  clerk  and 
head  waiter  of  the  hotel,  and  following  the  return  of  the  guests  to  their  homes 
12  other  cases  appeared.  It  would  seem  from  the  history  of  these  cases,  appear- 
ing at  irregular  intervals  throughout  practically  the  entire  season,  that  the  source 
of  infection  was  present  all  of  the  time,  instead  of  having  one  specific  source  of 
infection  present  for  only  a  limited  time,  and  when  we  examine  the  water  supply 
at  the  hotel  we  find  the  probable  source  of  infection. 

Up  to  this  season  the  water  supply  was  obtained  from  a  dug  well  twenty-six 
feet  deep,  located  in  a  small  engine  room  on  the  easterly  side  of  the  building  and 
walled  on  the  inside.  Soon  after  the  hotel  opened  in  June  the  sides  of  this  well 
caved  in,  and  it  was  necessary  to  obtain  a  new  supply,  which  was  done  by  driving 
a  small  galvanized  iron  pipe  thirty-one  feet  below  the  surface  of  the  ground  into 
the  bottom  of  the  old  dug  well.  While  this  was  being  done  a  temporary  supply 
was  obtained  for  the  use  of  the  hotel  at  the  town  pump,  some  distance  away,  and 
an  analysis  of  this  supply  was  made  during  the  middle  of  the  summer,  and  upon 
examination  it  was  found  to  be  dangerously  polluted.  On  account  of  the  location 
of  this  driven  well  it  is  exposed  to  many  possible  sources  of  pollution.  A  pipe 
which  conveys  the  sink  water  from  the  kitchen  to  a  cess-pool  about  one  hundred 
and  fifty  feet  from  the  well,  and  at  a  lower  elevation,  passes  within  ten  feet  of 
the  well.  A  cess-pool  with  plank  sides  and  an  earth  bottom,  receiving  the  sewage 
from  the  water-closets  at  the  hotel,  is  located  sixty-three  feet  from  it  and  upon  a 
higher  elevation.  A  privy  with  an  uncovered  vault,  used  by  the  employees  at  the 
hotel,  is  located  about  ninety  feet  from  the  well  upon  a  higher  elevation  and 
draining  towards  the  well,  and  the  yard  about  the  building  had  a  decidedly 
unclean  appearance  at  a  time  when  the  cleaning-up  process  had  been  completed. 
The  water  from  this  well  was  pumped  by  a  steam  engine  to  the  rooms  of  the 
hotel  itself,  and  also  into  a  coverless  wooden  tank  located  in  a  room  on  the  top 
floor  of  a  building  called  the  Annex,  and  was  supplied  to  the  different  floors 
under  this  pressure.  The  room  in  which  the  tank  was  located  was  used  as  a 
store-room  by  the  servants  of  the  hotel,  and  it  contained  slop  pails,  and  a  sink 
into  which,  apparently,  slops  were  turned.  The  Annex  contained  sleeping  apart- 
ments for  those  who  boarded  at  the  hotel. 

The  probable  source  of  infection  is,  apparently,  the  use  of  the  well  water,  and 
it  seems  possible,  on  account  of  the  fact  that  the  housekeeper,  the  pastry  cook 
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and  two  waiters  had  the  disease,  that  the  infection  may  in  addition  have  been 
transferred  directly  to  the  food  eaten  by  the  guests. 

A  sample  of  water  was  obtained  from  the  driven  well  and  upon  examination  it 
was  found  to  be  polluted  to  a  considerable  extent. 

During  the  summer,  after  the  town  pump  water  had  been  found  upon  exami- 
nation to  be  polluted,  a  new  well  was  driven  about  fifteen  feet  distant  from  the 
old  well,  and  a  sample  of  water  collected  at  the  time  of  my  visit  showed  this 
supply  to  be  even  more  polluted  than  the  old  one,  the  location  of  the  well  being 
only  about  fifteen  feet  distant  from  a  privy  which  was  in  constant  use.  Other 
samples  of  water  were  obtained  from  supplies  located  in  other  parts  of  the  vil- 
lage, and  the  results  of  the  analyses  from  these,  wells  show  them  to  be,  with  but 
two  exceptions,  seriously  polluted  and  unfit  to  use  for  drinking  purposes.  One 
of  these  wells  is  that  located  at  the  Beach  House  and  the  other  one  upon  the 
estate  of  Dr.  Harrison  Allen,  on  Atlantic  Avenue,  both  being  driven  wells. 

It  would  seem  necessary,  before  the  opening  of  another  season,  that  some 
measures  should  be  taken  by  the  town  of  Nantucket  to  obtain  a  good  water  sup- 
ply and  a  proper  system  of  sewage  disposal  for  the  houses  and  hotels  which  are 
located  at  this  resort.  They  are,  for  the  most  part,  within  a  limited  area  or  hud- 
dled together,  each  house  having  its  individual  well,  constantly  exposed  to  the 
drainage,  not  only  of  their  own  houses,  but  of  those  immediately  surrounding. 
It  would  seem  possible,  in  the  opinion  of  the  engineer,  to  introduce  a  water  sup- 
ply and  a  sewerage  system  at  comparatively  slight  expense  which  would  supply 
the  inhabitants  of  the  resort  and  would  prove  of  great  benefit  to  the  place  as  a 
summer  resort. 

Newton. 

During  the  year  over  40  suspects  were  visited  by  the  board,  and  of  this 
number  22  proved  to  be  small-pox,  while  the  remainder  were  examples  of 
disease  over  which  the  board  has  no  control.  It  is  this  willingness  to 
report  even  doubtful  cases  as  soon  as  seen,  instead  of  waiting  nntil  the 
disease  has  declared  itself,  that  has  enabled  the  board,  in  almost  every 
instance,  to  get  control  of  the  real  cases  at  the  earliest  moment. 

In  almost  every  case  where  the  patients  have  been  ill  for  several  days 
before  the  board  has  been  aware  of  the  fact  investigation  has  shown  that 
the  delay  was  due  to  a  failure  to  call  a  physician. 

That  Newton  has  not  had  a  severe  epidemic  of  infectious  disease  for 
many  years  is  undoubtedly  due  to  the  promptness  with  which  the  reports 
are  sent  in  by  the  physicians,  who  are,  after  all,  unofficial  and  most  valu- 
able medical  inspectors. 

The  outbreak  of  small- pox  which  occurred  during  the  closing  months  of 
1901  continued  during  the  present  year,  and  Newton  had  its  share  of  cases. 
The  beginning  of  the  year  saw  the  small-pox  hospital  with  but  1  case  in 
the  wards,  but  other  cases  were  reported  from  time  to  time,  and  before  the 
year  ended  22  cases  had  been  reported,  with  1  death,  a  mortality  of  4.54 
per  cent.  By  far  the  greater  number  of  cases  occurred  in  unvaccinated 
persons,  17  out  of  the  total  stating  that  they  bad  never  been  vaccinated  or 
else  showing  no  visible  scar.     Several  of  the  patients  said  that  they  had 
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been  vaccinated,  bat  showed  no  scar,  and  careful  questioning  failed  to 
establish  proof  of  a  successful  operation.  They  gave  no  history  of  a  sore 
arm,  and  the  vaccination  was  evidently  a  failure.  In  this  connection  it  is 
proper  to  state  that  many  persons  will  say  that  they  have  been  vaccinated 
when  in  reality  all  that  they  have  done  was  to  submit  to  an  inoculation 
which  failed  to  "  take."  This,  of  course,  does  not  constitute  vaccination 
in  the  proper  sense  of  the  term,  and  is  absolutely  useless  for  protection 
against  small-pox. 

It  is  well  to  repeat  the  inoculation  after  any  known  exposure  to  infec- 
tion in  order  to  make  "  assurance  doubly  sure."  Repeated  vaccination 
has  been  the  practice  among  those  members  of  the  board  whose  duties  led 
to  frequent  exposure.  When  the  inoculation  did  not  "take"  it  has  been 
repeated  as  often  as  once  a  week  until  a  successful  result  was  obtained,  or 
the  liability  to  infection  ceased.  As  a  result  of  this  practice  no  member  of 
the  board  nor  any  employee  or  nurse  contracted  the  disease,  although  re- 
peatedly exposed  to  infection. 

With  the  beginning  of  the  present  year  the  board  discontinued  the  old 
custom  of  segregating  and  quarantining  the  inmates  of  a  house  from  which 
a  case  of  small-pox  had  been  removed.  It  was  felt  to  be  a  great  and  un- 
necessary hardship  to  confine  to  the  house  for  two  weeks  well  persons 
whose  misfortune  it  was  that  a  member  of  the  household  had  contracted 
small-pox.  As  these  persons  were  well  themselves  it  was  impossible  for 
them  to  be  dangerous  to  others  provided  they  were  properly  disinfected. 
For  this  reason  the  following  procedure  was  adopted :  the  house  where  the 
disease  had  appeared  was  thoroughly  disinfected,  all  persons  living  in  the 
house  were  vaccinated,  the  clothing  which  they  wore  at  the  time  the  disease 
was  present  disinfected,  and  they  were  allowed  to  go.  They  were  warned 
to  call  in  a  physician  if  they  felt  in  the  least  ill,  and  they  were  visited 
occasionally  during  the  time  when  they  might  be  expected  to  show  symp- 
toms of  the  disease.  In  case  vaccination  was  refused  the  exposed  person 
was  quarantined  for  two  weeks. 

The  board  was  blamed  somewhat  when  the  public  learned  that  the  quar- 
antine of  suspects  had  been  discontinued,  but  no  evil  results  followed  the 
change,  and  the  board  feels  that  the  correctness  of  its  position  in  the  mat- 
ter has  been  demonstrated. 

The  new  infectious  disease  wards  have  accommodations  for  twenty-five 
patients  each,  giving  a  total  of  fifty  beds,  which  should  be  ample  for  the 
needs  of  the  city  for  many  years  to  come. 

North  Attleborough. 

The  persistent  pollution  of  the  Ten  Mile  River,  making  it  the  receptacle 
for  so  much  sewage  of  the  town,  must  ultimately  become  so  obnoxious  as 
to  constitute  a  source  of  filth,  with  its  disease-spreading  influences.  The 
question  has  been  raised,  whether  the  clearing  out  of  the  bed  of  the  river 
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would  not  relieve  this  threatening  condition  for  many  years.  As  a  com- 
mittee has  been  appointed  for  the  investigation  of  this  question,  the  board 
of  health  awaits  the  report  of  this  committee  without  expressing  an  opinion 
either  pro  or  con. 

As  the  effect  of  using  the  stream  for  a  sewer  will  be  more  apparent  and 
obnoxious  during  the  dry  season  the  board  of  health  entered  a  protest 
against  the  use  of  the  river  as  a  cess-pool  by  a  laundry  company.  The 
only  course  open  to  the  board  was  to  inform  the  party  that,  in  case  any 
complaint  should  arise  from  such  use  of  the'  river,  all  connections  with  the 
stream  must  be  closed  within  twenty-four  hours. 

Palmer. 

Upon  application  the  State  Board  of  Health  has  kept  us  well  supplied 
with  antitoxin,  and  its  general  use  by  the  physicians  of  the  town  in  diph- 
theria has  been  rewarded  by  very  few  deaths  when  compared  with  the 

number  of  cases  reported. 

Plymouth. 

It  is  gratifying  to  the  board  to  note  that  the  town  voted  at  its  last  meet- 
ing that  all  premises  on  the  line  of  the  public  sewer  should  be  connected 
therewith  within  a  reasonable  length  of  time.  It  is  not  always  easy  to 
enforce  the  regulations  which  the  board  deems  necessary  for  the  public 
good,  and  it  is  encouraging  to  have  such  an  assurance  of  support. 

The  water  of  the  Elder  Brewster  or  Pilgrim  Spring  is  kept  under  sur- 
veillance and  occasionally  analyzed  on  account  of  the  opportunity  for  con- 
tamination which  its  location  affords,  but  it  continues  to  remain  pure  in  the 
estimation  of  the  State  Board. 

The  following  report  relates  to  an  inspection  made  at  Plymouth  by  Dr. 
Morse,  medical  inspector,  on  account  of  an  epidemic  of  typhoid  fever 
which  had  been  reported  from  Plymouth :  — 

During  the  early  part  of  October  my  attention  was  called  by  the  board  of  health 
of  the  town  of  Plymouth  to  a  large  number  of  cases  of  typhoid  fever  which  had 
occurred  during  the  preceding  weeks,  and  it  was  asked  that  an  investigation  be 
made  in  order  to  determine  the  origin  of  the  disease.  A  visit  was  made  to  the 
town  and  12  patients  were  visited,  with  the  view  of  ascertaining  the  source  of  in- 
fection. Of  these  cases,  7  lived  in  one  house,  and  it  was  learned  that  the  first 
patient  was  a  child  thirteen  months  of  age,  who  had  come  to  the  town  ill  with 
the  disease  on  September  5,  and  from  the  fact  that  the  child's  mother  and  sister 
had  it  at  home,  it  is  reasonable  to  believe  that  he  contracted  it  from  them.  The 
disease  was  unrecognized  in  the  early  part  of  the  illness,  they  employing  no  phy- 
sician and  there  being  no  steps  taken  towards  disinfection  to  prevent  the  spread 
of  the  disease.  On  October  10  another  member  of  the  family  was  taken  ill ;  on 
October  13  two  others ;  on  October  18  two  more,  and  on  October  23  the  sixth  case 
occurred  in  this  family. 

The  water  supply  was  obtained  from  the  public  system  and  the  milk  from  Mr. 
Beckford,  but  there  is  no  reason  to  suppose  that  infection  was  obtained  from 
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•either  of  these  sources,  and  the  disease  was  probably  transmitted  directly  from 
one  member  of  the  family  to  another  on  account  of  the  lack  of  the  usual  precau- 
tions that  are  taken  in  such  cases. 

Of  the  remaining  5  cases,  1  came  to  Plymouth  from  Chicago  and  was  ill  with 
the  disease  when  he  arrived.  Another  had  visited  out  of  town  for  several  days 
and  it  is  not  possible  to  state  the  origin  of  her  illness.  The  third  was  an  electric 
lineman,  working  a  large  part  of  the  time  upon  country  roads  and  drinking  water 
from  any  available  source. 

Eliminating  these  cases,  it  is  apparent  that  the  town  of  Plymouth  did  not  have 
an  unusually  large  number  of  cases  of  the  disease  present  for  that  time  of  the 
year,  and  the  board  of  health  was  informed  of  this  conclusion. 

Revere. 

At  the  present  time  we  have  but  four  piggeries  in  Revere,  two  having 
been  abolished  because  of  the  filthy  manner  in  which  they  were  maintained. 

As  the  population  of  the  town  is  rapidly  increasing,  we  believe  it  is  bnt 

the  question  of  a  short  time  before  these  institutions  will  all  have  to  give 

way  to  the  improvement  of  the  town  and  go  beyond  its  limit  to  some  less 

thickly  settled  locality. 

Salem. 

The  board  are  firmly  of  the  opinion  that  antitoxin  is  the  greatest  known 
remedy  for  diphtheria,  but  it  must  be  used  in  time,  and  freely. 

The  board  feel  it  again  a  duty  to  call  attention  to  the  law  concerning 
•contagious  hospitals  and  the  great  want  of  Salem  in  this  direction. 

SOMERVILLE. 

Number  of  nuisances  abated, 794 

Number  of  nuisances  referred  to  board  of  1903,      ....  79 

Number  of  nuisances  complained  of, 873 

Number  of  complaints  (many  covering  more  than  one  nuisance), .  460 

Number  of  notices  mailed, 723 

Number  of  notices  served  by  constables, 41 

In  addition  to  the  above,  232  dead  animals  have  been  removed  from  the 
public  streets,  and  many  nuisances  have  been  abated  on  verbal  notice  from 
the  agent,  without  action  by  the  board,  of  which  no  record  has  been  made. 
Each  spring  the  whole  city  is  examined,  and  cellars,  yards  and  alleyways 
where  rubbish  and  filth  have  collected  are  required  to  be  cleaned. 

Glanders. — Fifty-six  cases  of  glanders  have  been  reported  during  the 
year.  Prompt  action  was  taken  in  every  case,  and  51  of  the  horses  were 
killed,  5  being  released  from  quarantine  by  order  of  the  Cattle  Com- 
missioners. 

By  special  request  of  attending  physicians  the  agent  has  disinfected 
rooms  that  have  been  occupied  by  patients  with  consumption,  typhoid 
fever  and  cancer.  He  has  also  disinfected  a  large  number  of  library  books, 
and  has  burned  a  quantity  of  infected  bedding  and  other  material. 
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SOUTHBRIDGE. 

During  the  months  of  April,  May  and  June  the  town  was  visited  with  an 
extensive  epidemic  of  small-pox.  Forty  cases  of  that  disease  occurred  in 
Southbridge  during  the  year.  It  is  greatly  to  be  regretted  that  early  in  the 
epidemic  there  were  those  who  did  not  realize  the  necessity  for  strict  quar- 
antine, and  were  induced,  from  motives  best  known  to  themselves,  to  in- 
terfere with  the  efforts  of  this  board  to  stamp  out  the  disease.  Professional 
incompatibilities,  in  which  we  cannot  think  the  people  generally  have  much 
interest,  and  which  most  certainly  ought  to  have  nothing  to  do  with  sanitary 
regulations,  seem  to  have  operated  to  hinder  and  obstruct  the  board  of 
health  in  carrying  out  its  proper  and  required  work.  Finally  a  general 
vaccination  was  ordered,  which  effectually  put  an  end  to  the  contagion. 

Springfield. 

Recognizing  the  danger  of  conveying  infection  by  the  careless  use  of  the 
tools  and  utensils  in  barber  shops,  the  following  regulations  were  adopted 
by  the  board  in  February :  — 

The  place  of  business,  together  with  all  furniture,  shall  be  kept  at  all  times  in 
a  cleanly  condition. 

Mugs,  shaving  brushes  and  razors  shall  be  sterilized  in  boiling  water  after 
every  separate  use  thereof. 

A  separate  clean  towel  shall  be  used  for  each  person. 

Alum  or  other  material  used  to  stop  the  flow  of  blood  shall  be  used  in  powdered 
form  and  applied  on  a  towel. 

The  use  of  powder  puffs  is  prohibited. 

The  use  of  sponges  is  prohibited. 

Every  barber  shop  shall  be  provided  with  running  hot  and  cold  water.  No 
person  shall  be  allowed  to  use  any  barber  shop  as  a  dormitory.  Every  barber 
shall  cleanse  his  hands  thoroughly  immediately  after  serving  each  customer. 

Hair  brushes  and  combs  shall  be  thoroughly  washed,  at  least  once  a  day. 

The  above  regulations  have  been  printed  on  cardboard  hangers  and  dis- 
tributed to  each  barber  shop. 

Continuing  the  custom  inaugurated  last  year,  free  vaccination  has  been 
offered  every  Saturday  morning  at  the  office  of  the  health  department. 
Printed  cards  of  instructions  as  to  the  proper  care  of  the  arm  are  given  to 
each  person,  and  certificates  of  vaccination  are  given  upon  the  return  of 
the  patient  with  evidence  of  a  successful  operation. 

Wakefield. 

The  following  report  of  Medical  Inspector  Morse  relates  to  an  epidemic 
of  typhoid  fever  at  Wakefield  which  apparently  was  traceable  to  pollution 
of  the  public  water  supply  of  the  town  :  — 
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On  September  15  my  attention  was  called  by  the  board  of  health  of  the  town 
of  Wakefield  to  the  existence  of  a  large  number  of  cases  of  typhoid  fever  which 
had  occurred  in  the  town  during  the  preceding  two  weeks,  and  it  was  asked  that 
an  investigation  be  made  as  to  the  cause  of  the  disease.  A  visit  was  accordingly 
made  to  the  town  and  20  patients  ill  with  the  disease  were  visited,  and  informa- 
tion obtained  relating  to  the  source  of  the  infection.  Of  these  cases,  8  were  ill 
about  two  months  previous,  all  members  of  one  family.  The  water  for  drink- 
ing was  obtained  from  a  well  at  their  own  house.  One  was  ill  in  the  early  part 
of  August,  and  from  the  history  obtained  it  is  reasonable  to  suppose  that  she 
contracted  the  disease  while  away  from  home.  Of  the  remaining  16,  all  of  them 
went  to  bed  between  the  first  and  eleventh  of  the  month.  They  had  variable 
milk  supplies,  one  dealer  conducting  a  large  business  having  5  cases  upon  his  route. 

All  of  these  patients  obtained  their  water  from  the  public  supply,  and  attention 
was  next  directed  to  possible  existing  sources  of  pollution.  The  water  supply  of 
the  town  is  supplied  from  Crystal  Lake,  situated  only  a  short  distance  from  the 
thickly  populated  part  of  the  town.  An  extensive  ice  business  is  carried  on  at 
the  easterly  end  of  the  lake,  and  during  the  summer  season  a  trunk  sewer  was 
being  constructed  along  the  edge  of  the  lake  for  a  considerable  distance.  It  was 
the  custom  of  the  contractors  to  pump  the  water  collecting  in  the  sewer  trench 
into  a  wooden  trough,  from  which  it  flowed  directly  into  Crystal  Lake.  Strict 
orders  had  been  issued  by  the  superintendent  in  charge  that  no  nuisance  should 
be  committed  by  the  laborers  upon  the  work,  but  it  was  known  that  such  con- 
ditions did  exist,  for  several  of  the  laborers  were  discharged  as  the  result  of 
disobedience  of  this  order.  An  analysis  of  a  sample  of  this  water  taken  on  Sep- 
tember 16  did  not  show  any  marked  variation  from  the  usual  character  of  the 
water,  but  a  sample  obtained  a  few  days  later  showed  the  presence,  on  analysis 
of  colon  bacilli. 

The  board  of  health  of  the  town  was  informed  of  the  probable  source  of  infec- 
tion and  advised  to  warn  the  people  to  boil  all  water  before  using  for  drinking 
purposes,  and  the  water  company  was  asked  to  have  the  sewer  trench  water 
diverted  from  their  supply. 

During  the  following  ten  days  5  other  patients  became  ill  with  the  disease, 
which  apparently  ended  the  epidemic,  as  no  other  cases  were  reported  until  the 
latter  part  of  October,  when  2  cases  occurred,  which,  however,  could  not  be 
attributed  to  this  infection. 

Waltham. 

Except  for  an  epidemic  of  measles  the  city  has  been  unusually  free  from 
infectious  diseases  during  the  year. 

About  six  hundred  complaints,  varying  in  their  nature,  have  been  re- 
ceived during  the  year.  All  complaints  have  been  investigated  and  such 
measures  adopted  as  conditions  seemed  to  warrant. 

An  examination  of  many  of  the  dairies  in  this  city  and  in  neighboring 
towns  where  our  milk  is  produced  has  been  made. 

Ware. 

That  the  general  sanitary  condition  of  the  town  improves  each  year  is 
indicated  by  the  fewer  number  of  calls  to  abate  nuisances  which  the  sani- 
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tary  inspector  receives,  and  the  past  year  has  been  particularly  noticeable 

in  this  respect.     Discarding  the  old  privy  vaults  and  wells  and  the  more 

careful  attention  given  to  the  cleanliness  of  premises  have  done  much 

towards  this  result. 

Watertown. 

By  vote  of  the  town  sufficient  appropriations  were  made  to  build  a  new 
isolation  hospital,  which  is  much  better  for  its  contemplated  purposes  than 
any  structure  heretofore  possessed  by  the  town. 

Twelve  or  more  patients  may  be  accommodated  at  the  same  time,  and 
there  are  two  wards  for  the  sexes,  each  separate  and  distinct  from  the 
other.  There  are  accommodations  also  for  the  doctor,  nurse  and  house- 
keeper. One  of  the  features  of  the  hospital  is  the  dead  wall,  which  sepa- 
rates the  contagious  from  the  living  wards  of  the  hospital.  A  fence  has 
been  built,  which  serves  to  screen  from  the  view  of  passers-by  any  person 
who  is  being  taken  into  the  hospital  as  a  patient,  and  also  affords  a  secluded 
though  somewhat  restricted  exercise  yard  for  convalescent  patients.  We 
have  already  had  one  patient  in  the  hospital,  and  it  is  gratifying  to  report 
that  all  of  the  appliances  for  supplying  heat,  water,  etc. ,  were  found  to  be 
in  perfect  working  order. 

WE8TP0RT. 

The  following  report  of  Dr.  Morse,  medical  inspector  of  the  Board,  re- 
lates to  an  inspection  made  at  Westport  on  account  of  typhoid  fever :  — 

• 

On  October  25  my  attention  was  called  by  the  board  of  health  of  the  town  of 
Westport  to  the  presence  of  7  cases  of  typhoid  fever  in  the  town,  and  it  was  asked 
that  an  investigation  be  made  as  to  the  cause  of  the  disease.  A  visit  was  accord- 
ingly made  to  the  family  from  which  the  cases  were  reported  and  it  was  found  that 
in  September,  1901,  a  member  of  the  family  seventeen  years  of  age  became  ill 
with  the  disease  while  away  and  came  home  to  be  cared  for.  On  July  30  of  this 
year  a  brother  twelve  years  of  age  was  taken  ill;  on  September  27  another 
brother  nine  years  of  age ;  on  October  1  a  brother  seven  years  of  age ;  on  Octo- 
ber 11a  brother  twenty-one  years  of  age,  and  on  October  17  a  sister  eighteen 
years  of  age,  were  taken  ill.  It  was  apparent,  from  the  history,  that  infection 
was  transmitted  directly  from  one  member  of  the  family  to  another,  for  all  assisted 
at  times  in  the  care  of  those  already  ill. 

The  well  from  which  the  water  supply  of  the  house  was  obtained  was  located 
at  such  a  place  that  it  was  possible  for  it  to  be  polluted,  and  upon  examination  it 
was  found  to  be  quite  seriously  contaminated.  The  board  of  health  was  advised 
to  stop  further  use  of  this  well. 

Winchester. 

At  the  time  of  making  our  report  last  year  we  were  straining  every  nerve 
to  induce  people  to  be  vaccinated,  hoping  to  keep  the  town  free  from 
small-pox.  Free  vaccination  was  offered  and  many  availed  themselves  of 
the  opportunity,  but  we  regret  to  say  that  we  still  have  many  unvaccinated 
inhabitants. 
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The  town  has  appointed  a  committee  to  report  upon  location  and  cost  of 
a  suitable  building,  where  cases  of  contagious  diseases  may  be  properly 
treated  with  greatest  safety  to  the  public. 

Worcester. 

In  comparison  with  1901  there  was  a  large  reduction  in  the  number  of 
bathers.  This  was  due  entirely  to  the  coolness  of  the  season.  The  bath 
houses  were  opened  for  use  June  9  and  closed  September  18.  Eighteen 
thousand  two  hundred  and  sixty-eight  men  and  boys  used  the  men's  boose 
during  the  season.  At  the  women's  bath  house  11,495  persons  were  ac- 
commodated. 

In  October  the  board  adopted  the  following  rule  :  — 

Pulmonary  and  laryngeal  tuberculosis  are  hereby  declared  to  be  infectious  and 
communicable  diseases,  dangerous  to  the  public  health.  It  shall  be  the  duty  of 
every  physician  who  may  be  called  to  attend  such  cases,  and  of  every  householder 
in  whose  family  these  diseases  exist,  to  report  to  the  board  of  health  in  writing 
the  name,  age,  sex,  occupation  and  address  of  every  person  having  such  diseases. 

It  shall  also  be  the  duty  of  the  superintendent  of  every  public  or  private  insti- 
tution or  dispensary  in  this  city  to  report  to  the  board  of  health  all  cases  of  these 
diseases  which  may  come  under  his  observation. 

The  addition  of  this  disease  to  the  number  of  communicable  diseases 
places  Worcester  abreast  of  the  most  progressive  cities  of  the  country,  and 
much  good  is  expected  to  result  from  it.  At  present  we  disinfect  after  the 
death  or  removal  of  each  case.  We  also  send  a  circular  of  instruction  to 
the  family  of  each  patient.  On  December  1  reports  began  to  be  received, 
and  to  the  end  of  the  year  5 1  cases  were  reported  and  28  rooms  were  disin- 
fected. 

The  isolation  hospital  continues  the  good  work  of  previous  years.  More 
cases  were  treated  there  than  in  the  year  preceding. 

We  again  earnestly  recommend  an  additional  ward  for  mixed  infections, 
and  also  for  those  cases  of  measles  which  an  epidemic  of  that  disease  is 
sure  to  bring  forth.  These  cases  are  servants  in  private  families,  em- 
ployees and  pupils  in  educational  institutions,  and  inmates  of  hotels  and 
boarding-houses.  All  of  these  are  so  situated  that  it  is  impossible  to  prop- 
erly care  for  or  isolate  them,  and  in  consequence  they  are  a  source  of  great 
anxiety  and  expense  to  the  persons  with  whom  they  are  connected. 

We  have  had  applications  from  all  of  these  during  the  past  three  months, 
but  were  obliged  to  refuse  because  there  is  no  provision  for  the  care  and 
solatioa  of  this  disease  at  the  hospital. 
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Prevalence  of,  in  Massachusetts xxi 

Consumption  of  water  in  various  cities  and  towns,  statistics  relating  to  169 

Conway,  examination  of  water  in HI 

Copper,  salts  of,  in  food xlii 

Cosmetics,  examination  of 494 

Cottage  City,  water  supply  of,  examination  of Ill 

Cream,  evaporated 476 

Cream  of  tartar,  examination  of      ....               479 

Cultures,  diphtheria,  examined  during  the  year  ended  March  31,  1903         ...  516 

Dalton  Fire  District,  water  supply  of,  examination  of    .       .              .  Ill 

Dan  vers  and  Middleton,  water  supply  of,  examination  of Ill 

Deaths,  returns  of,  from  cities  and  towns  having  a  population  of  more  than  5,000  548 

By  sexes  and  age  periods 554 

From  specified  causes        ...-....' 558 

Total  reported  mortality,  1902 536 

Under  five  years  of  age 536 

Weekly  mortality  returns 533 

Returns  of,  records  of,  an  act  relative  to xxvii 

Death-rate  of  cities xi 

Dedham,  health  of 574 

Water  supply  of ,  examination  of 112 

Deerfleld,  examination  of  Deerfield  River  at 381 

(8outh  Deerfield  Water  8upply  District),  water  supply  of,  advice  of  Board  .  10 

Examination  of 112 
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Deerfield  Hirer,  examination  of  sewer  outlets  into -  379,  443 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  379 

Special  examination  of  Green  River,  at  Greenfield 381 

Chemical  examination  of  water  from  the 381 

At  Shelburne  Falls 381 

At  Deerfield 381 

Dennison  Manufacturing  Company  (Framingham),  advice  of  the  Board  relative  to 

the  water  of  a  certain  well I2 

Water  supply  of,  examination  of 1 15 

Diabetic  flour,  or  gluten,  examination  of *97 

Diarrhoea  and  cholera  morbus,  mortality  from  (tables) 558,  562 

Diphtheria,  in  Lowell        .                               576 

Prevalence  of,  in  Massachusetts xxiv 

Diphtheria  and  croup,  mortality  from  (tables) 558.  662 

Reported  cases  of 537,  MO 

Diphtheria  antitoxin,  production  of  vaccine  lymph  and xxxviii 

.  Report  upon  the  production,  distribution  and  use  of 503 

Number  of  bottles  distributed  from  April  1, 1902,  to  March  31, 1903  ...  506 
Summary  observations  upon  the  use  of,  in  Massachusetts,  during  the  year 

ended  March  31, 1903 509 

Summary  of  the  eight  years  ended  March  31, 1903 512 

Sequel* 513 

Operations 513 

Immunisation 514 

Diphtheria  cultures  examined  during  the  year  ended  March  31, 1903   ....  516 

Persistence  of  bacilli  in  the  throats  of  patients  convalescent  from  diphtheria  519 

Relation  of  clinical  to  bacteriological  diagnosis 519 

Relation  of  bacteriological  diagnosis  to  the  day  of  taking  of  culture      ...  519 

Summary  of  the  seven  years  ended  March  31, 1903 520 

Dracut  (American  Woolen  Company),  water  supply  of,  examination  of     ...  112 

Drainage,  separate  systems  of,  an  act  relative  to xxix 

Draper,  Dr.  F.  W.,  resignation  of *M 

Drugs :    (See  Food  and  Drug  Inspection.) 

Adulterated,  cities  and  towns  notified  on  account  of 459 

Examination  of 490 

Miscellaneous 492 

Dysentery,  mortality  from  (tables) 558,  562 

East  Boston,  examination  of  sewer  outlets  in 293, 310 

Bast  Bridgewater,  water  supply  of,  examination  of  (see  Bridge  water)                        .  113 

Basthampton,  advice  of  Board  relative  to  an  ice  supply 73 

Water  supply  of,  examination  of H3 

Barton,  health  of 574 

Water  supply  of,  North  Easton  Village  District,  examination  of   ...  113 

Erysipelas,  mortality  from  (tables) 558, 662 

Bssex  County  Club  (Manchester),  advice  of  Board  relative  to  sewage  disposal   .  55 

Everett,  advice  of  Board  relative  to  a  spring l2 

Examination  of  water  of  a  certain  spring 113 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)      .  113 

Examinations  of  the  outlets  of  sewers,  report  upon  the 28? 

Examination  of  water  supplies 93,  xxxii 

Expenditures xlix 

Food  and  drug #5 

Experiments  upon  the  purification  of  sewage  and  water  at  the  Lawrence  Experiment 

Station xxxiv.179 

AQg 

Fairhaven,  examination  of  sewer  outlets  in ™ 

Water  supply  of,  examination  of 
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Fall  River,  examination  of  sewer  outlets  in 296,  309 

Description  of  fewer  outlets  in 297 

Cove  Street 297 

Brightman  Street;    President  Avenue;  City  wharf;   Ferry  Street;   William 

Street;  Middle  Street;  Riverview  Street;  Birch  Street 296 

Mount  Hope  Avenue 299 

Health  of 574 

Water  supply  of,  examination  of 114 

Falmouth,  water  supply  of,  examination  of 114 

Filters : 

Mineral  and  organic  matter  in  effluent  of  contact  filter  No.  103      ...       .  186 
Treatment  of  sewage  in  a  contact  filter  of  broken  stone,  filter  No.  137    .      ' .  189 
Treatment  of  sewage  in  a  contact  filter  constructed  of  limonite,  filter  No.  165  190 
Comparison  of  the  purification  of  untreated  sewage  and  of  strained  sewage  in  con- 
tact filters  of  coke     191 

Permanency  of  contact  filters 194 

Re  filtration  of  effluents  of  filters  Nos.  135  and  136 203 

Treatment  of  crude  sewage  in  an  intermittent  continuous  filter,  filter  No.  189  204 

Comparison  of  the  effluents  of  contact  and  intermittent  continuous  filters            .  205 

The  stability  of  effluents  of  contact  and  intermittent  continuous  filters  .  207 

Operation  of  the  large  intermittent  filters 214 

Storage  of  nitrogen  in  sand  filters 218 

Effect  of  germicides  in  sand  filtration 221 

Filtration,  contact 189 

Intermittent  continuous 198 

Loss  of  nitrogen  in,  compared  with  the  loss  in  intermittent  continuous  filtration  .  213 

Effect  of  germicides  in  sand  filtration 221 

Filtration  of  water 224 

Fines,  under  provisions  of  the  food  and  drug  acts 465 

Fitchburg,  examination  of  Nashua  River  at 418 

Health  of 575 

Water  supply  of,  examination  of              . 114 

Flanders,  Oliver  H.  (Milton),  advice  of  the  Board  relative  to  the  water  supply  of  East 

Milton 32 

Examination  of  water  from  house  of 135 

Flavoring  extracts,  examination  of 479 

Flow  of  streams 171 

Food,  other  than  milk,  adulterated,  cities  and  towns  notified  on  account  of  459 

Prosecutions  on  account  of 462 

Food  and  drug  Inspection, 455 

Number  of  samples  examined, 456 

Summary  of  work  during  year, 456 

Cities  and  towns  to  which  notices  were  sent  on  account  of  adulterated  milk  in  1903  458 
Cities  and  towns  to  which  notices  were  sent  on  account  of  adulterated  articles  of 

food  other  than  milk 459 

Cities  and  towns  to  which  notices  were  sent  on  account  of  adulterated  drugs  459 

Prosecutions 460 

Report  to  the  Legislature 460 

.Summary 463 

Fines 466 

Expenditures 465 

Report  of  the  analyst,  Albert  E.  Leach 469 

Milk 469 

Statistics,  summary  of 472 

Quality  of,  by  months 473 

Artificial  color  in 473 

Preservatives  in 474 

Condensed 475 
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Food  and  drag  inspection  —  Concluded. 

Report  of  the  analyst,  Albert  E.  Leach  —  Concluded. 

Batter 477 

The  Waterbonse  or  milk  test             .    * 477 

Unoolored  oleomargarine 478 

Cheese 479 

Chocolate  and  cocoa 479 

Coffee 479 

Confectionery, 479 

Cream  of  tartar, 479 

Flavoring  extracts, 479 

Lemon  extract 479 

Vanilla  extract 480 

Honey 481 

Lard 481 

Maple  sugar  and  syrup 482 

Molasses 482 

Spices 482 

Tea 482 

Vinegar 482 

Test  for  malic  acid  in 485 

Miscellaneous  foods 486 

Cider 486 

Jams  and  jellies 486 

Method  for  detecting  benzoic  add 486 

Grape  juice 486 

Ketchup 486 

lime  juice 487 

Raspberry  shrub, 487 

Edible  fats  and  oils 487 

Summary  of  statistics  of  food,  exclusive  of  milk 490 

Drugs,  examination  of 490 

Summary  of  drug  statistics 493 

Summary  of  food  and  drug  statistics 494 

Proprietary  medicines, 494 

Cosmetics 494 

Tonics  and  bitters 495 

"Blood  purifiers" 496 

Sarsaparilla  remedies 497 

Starch  in  diabetic  flour,  or  gluten 497 

Examined  for  alcohol 495, 497 

Arsenic  in  paper,  fabrics,  etc 498 

Inspection  of  liquors 496 

Circular  relating  to 496 

Directions  for  taking  samples  for  analysis 499 

Form  of  label 499 

Form  of  certificate GOO 

Analyses  of  liquors,  how  recorded 500 

An  act  relative  to xxx 

Work  of  Board  relating  to xxxvii 

Fort  Revere  (Hull)  advice  of  Board  relative  to  sewage  disposal 54 

Foxborough,  water  supply  of,  examination  of 115 

Framingham,  water  supply  of,  examination  of 115 

(The  Dennison  Manufacturing  Company),  advice  of  the  Board  relative  to  the 

water  of  a  certain  well 12 

Examination  of  water  of  a  certain  well 115 
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Framingham  Reservoir  No.  2,  examination  of  water  of  (Metropolitan  Water  District)  98 

Framingham  Reservoir  No.  3,  examination  of  water  of  (Metropolitan  Water  District)  97 

Franklin,  advice  of  Board  relative  to  an  ice  supply 73 

Water  supply  of ,  examination  of •       •  H* 

(William  J.  Whiting,  Esq.)  advice  of  the  Board  relative  to  the  water  of  a  certain 

well 13 

Examination  of  water  of  a  certain  well U& 

French  River,  examination  of  sewer  outlets  into 382,  44& 

Towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  382 

Special  examination  of,  at  Webster 385 

Chemical  examination  of  water  from  the 385- 

Above  Webster;  below  Webster, 385 

Gage,  Stephen  DeM.,  and  H.  W.  Clark,  on  the  value  of  tests  for  bacteria  of  specific 

types  as  an  index  of  pollution 245- 

Garbage  and  rubbish  in  the  harbors  and  along  the  sea  coast  of  Massachusetts  Bay,  an  ' 

act  relative  to xxviii 

Gardner,  water  supply  of,  examination  of 118 

Gas,  illuminating,  work  of  the  Board  relating  to xHv 

Germicides,  effect  of,  in  sand  filtration 221 

Gilbertville,  examination  of  Ware  River  at 36& 

Ginger,  examination  of 482 

Glanders,  In  Boston 569* 

In  Somerville 68? 

Prevalence  of ; xxv 

Gloucester,  examination  of  sewer  outlets  in 299,  311 

Water  supply  of,  advice  of  Board 1& 

Examination  of 116,117 

Grape  juice,  examination  of 486* 

Great  Barrington,  water  supply  of,  examination  of 117 

Greenfield,  examination  of  Green  Rlrer  at 381 

Water  supply  of,  examination  of 117 

(Wiley  &  Russell  Manufacturing  Company)  advice  of  the  Board  relative  to  the 

water  of  a  certain  spring 14 

Examination  of  water  of  a  certain  spring 117 

Green  River,  examination  of,  at  Greenfield  (see  Deerfleld  River) 381 

Groton,  water  supply  of,  examination  of 118 

Gurney  School,  Whitman,  examination  of  water  from  well  at 160 

Hadley,  water  supply  of,  advice  of  Board 14 

Examination  of 118 

Hale  House  Farm  (Watertown),  advice  of  Board  relative  to  the  water  of  certain  wells  48 

Examination  of  water  of  certain  wells 156 

Harwich,  advice  of  the  Board  relative  to  the  pollution  of  Wychmere  Harbor  81 

Hatfield,  water  supply  of,  examination  of 118 

Haverhill,  examination  of  Merrimack  River  at 408 

Water  supply  of,  examination  of 119 

Health  of  the  State  in  1902 vii 

Health  of  towns 565 

And  medical  and  sanitary  inspection xxxi 

Heart,  diseases  of,  mortality  from  (tables) 558,  562 

Hingham,  examination  of  sewer  outlets  in 299 

Water  supply  of ,  advice  of  Board             15 

Examination  of 120 

Holbrook,  water  supply  of,  examination  of  (see  Randolph) 120 

Holliston,  water  supply  of,  examination  of 120 
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Holyoke,  advice  of  Board  relative  to  an  ice  supply 74 

Health  of 075 

Water  supply  of,  advice  of  Board 18 

Examination  of 120 

(Skinner  Manufacturing  Company),  advice  of  Board  relative  to  the  water  of  a 

certain  well 20 

Examination  of  water  of  a  certain  well 121 

Holzer-Cabot  Electric  Company  (Brookltne),  advice  of  Board  relative  to  the  water  of 

certain  wells 7 

Water  supply  of,  examination  of       ...        . 106 

Honey,  examination  of 481 

Hoosick  River 386,  444 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  386 

Special  examination  of 389 

Chemical  examination  of  water  from,  and  its  branches 390 

Above  Adams;  below  Adams;  at  month,  sooth  branch 390 

At  month,  north  branch ;  a  mile  below  the  ontlet  of  the  North  Adams  main 

sewer 390 

At  Williamstown 391 

Hopedale,  water  supply  of,  examination  of  (see  Milford) 121 

Hopkinton,  water  supply  of,  examination  of 121 

Hopkinton  Reservoir,  examination  of  water  of  (Metropolitan  Water  District)             .  97 

Honsatonic  River 391,444 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  392 

Special  examination  of 395 

Chemical  examination  of  water  from  the,  and  its  branches 396 

East  branch,  west  branch,  south-west  branch,  at  Pittsfield 396 

Below  Pittsfield 396 

Below  Stockbridge :  397 

At  Sheffield 397 

Hudson,  advice  of  the  Board  relative  to  the  pollution  of  Cljje  Brook    ....  81 

Examination  of  Assabet  River  below 366 

Water  supply  of,'  examination  of 122 

Hull,  examination  of  sewer  outlets  in 299,311 

Water  supply  of,  examination  of  (see  Hingham) 122 

(Fort  Revere),  advice  of  Board  relative  to  sewage  disposal 54 

Huntington,  examination  of  Westfield  River  at 438 

Water  supply  of,  examination  of 122 

Hyde  Park,  examination  of  Neponset  River  at 423 

Health  of    '. 575 

Water  supply  of,  advice  of  Board 20 

Advice  of  Board  relative  to  certain  wells 21 

Examination  of  water  of  certain  wells 123 

Hyde  Park  and  Milton,  water  supply  of,  examination  of 122 

Ice,  viability  of  B.  Coli  and  B.  Typhosus  in 272 

Ice  supplies,  action  of  Board  in  regard  to  applications  for  advice  concerning       .  72 

Illuminating  gas,  questions  relative  to,  submitted  to  the  Board  by  the  Legislature      .  xliv 

Reply  of  the  Board     ......' xliv 

Immunization,  by  use  of  antitoxin 514 

Indian  Brook,  examination  of  water  of  (Metropolitan  Water  District)         ...  97 

Infected  articles,  an  act  relative  to xxviii 

Infections  diseases,  prevalence  of,  in  Massachusetts viii 

Deaths  from,  in  1901  and  1902 ix 

Deaths  and  death-rates  from,  by  ten-year  periods,  1851-1900 x 

The  death-rate  of  cities x 

By  sexes  and  ages,  1899-1901 xii 
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Infections  diseases,  prevalence  of,  in  Massachusetts—  Concluded. 

Census  of  1900 xii 

Recorded  and  corrected  death-rates  per  1,000  persons  living  in  Massachusetts 

cities  of  more  than  25,000  inhabitants  in  1900 xiii 

Small-pox xv 

Distribution  of xvi 

Occupations  of  persons  attacked  by xvil 

Summary  of  several  years xvii 

Sex ;  fatality ;  condition  as  to  vaccination ;  ages xvii! 

Consumption xxt 

Typhoid  fever xxiii 

Diphtheria xxiv 

Influenza,  mortality  from  (tables) 558,  502 

Inspection,  medical  and  sanitary,  and  health  of  towns xxxi 

Inspection  of  food  and  drugs.    (See  Food  and  Drug  Inspection.) 

Ipswich,  health  of 575 

Water  supply  of,  examination  of 123 

Jams  and  jellies 486 

Ketchup,  examination  of 486 

Kidneys,  diseases  of,  mortality  from  (tables) 558,  562 

Kingston,  water  supply  of,  examination  of 124 

Lake  Cochituate,  examination  of  water  of,  at  Wayland  (Metropolitan  Water  District)  98 

Lakes,  ponds  and,  examinations  of  waters 253 

Lancaster,  advice  of  Board  relative  to  sewage  disposal 55 

Examination  of  Nashua  River  at 418,419 

Lard,  examination  of 481 

Lawrence,  examination  of  Merrimack  River,  above 408 

Experiments  upon  the  purification  of  sewage  and  water  at  the  Lawrence  Experi- 
ment 8tation xxxiv,  179 

Health  of 576 

Water  supply  of,  advice  of  Board 21 

Examination  of 124 

Lawrence  city  filter 235 

Leach,  Albert  E.,  analyst,  report  on  the  analysis  of  food  and  drugs     ....  469 

Lead,  per  cent,  of  in  cosmetics 494 

Lee,  water  supply  of,  examination  of 125 

Leicester,  water  supply  of,  examination  of 125 

Lemon  extract,  examination  of 479 

Lenox,  water  supply  of,  examination  of 125 

Leominster,  examination  of  Monoosnock  Brook,  below  (see  Nashua  River)  418 

Water  supply  of,  advice  of  Board 24 

Examination  of 125 

Lexington,  water  supply  of,  advice  of  Board                 - 26 

Examination  of 126 

Lime  juice,  examination  of 487 

Limonite,  treatment  of  sewage  in  filter  constructed  of 190, 195 

Lincoln,  water  supply  of,  examination  of  (see  Concord) 127 

Liquors,  inspection  of 498 

Circular  relating  to 496 

Directions  for  taking  samples  for  analysis 499 

Form  of  label 499 

Form  of  certificate 500 

Analyses  of,  how  recorded 500 

Longmeadow,  water  supply  of,  examination  of 127 
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Lowell,  examination  of  Merrimack  River,  above 406 

Health  of 576 

Water  supply  of,  examination  of 127 

Ludlow,  examination  of  Chicopee  River,  below 359 

Water  supply  of,  examination  of  (see  Springfield) 128 

Lynn,  examination  of  sewer  outlets  in 300 

Health  of 577 

Lynn  and  Sangns,  water  supply  of,  examination  of 12$ 

Lynnfield  (J.  F.  Smith),  advice  of  Board  relative  to  the  water  of  a  certain  spring  27 

Examination  of  the  water  of  a  certain  spring 129 

Mace,  examination  of 492 

Malaria,  report  upon  the  work  of  the  Board  relating  to 528 

Malarial  fever,  mortality  from  (tables) 558, 562 

Maiden,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)  130 

Malic  acid  in  vinegar,  test  for 485 

Manchester,  advice  of  the  Board  relative  to  the  pollution  of  Saw  Mill  Brook  82 

Water  supply  of,  advice  of  Board 27 

Examination  of 130 

(Essex  County  Club)  advice  of  Board  relative  to  sewage  disposal ....  55 

Manhan  River,  examination  of  (see  Connecticut  River) 377 

Mansfield,  water  supply  of,  examination  of 131 

Manual  of  health  laws xxx. 

Manufacturing  wastes,  pollution  of  streams  by 330 

Maple  sugar  and  syrup,  examination  of 482 

Marblehead,  advice  of  the  Board  relative  to  an  ice  supply 75 

Water  supply  of,  examination  of 131 

Marlborough,  water  supply  of,  examination  of 131 

Marshfield,  water  supply  of,  examination  of 132 

Massachusetts  Reformatory  (Concord),  water  supply  of,  advice  of  Board   ...  8 

Examination  of 110 

Mattapan  Improvement  Association,  advice  of  the  Board  relative  to  the  pollution  of 

Neponset  River 83 

Maynard,  examination  of  Assabet  River,  below 366 

Water  supply  of,  examination  of 132 

(American  Woolen  Company),  advice  of  Board  relative  to  sewage  disposal  .  56 

Measles,  mortality  from  (tables) 558,  562 

Reported  cases  of 537,  540 

Medfield,  water  supply  of,  examination  of 132 

Medfield  Insane  Asylum,  water  supply  of,  examination  of 133 

Medford,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)  133 

Medical  and  sanitary  inspection xxxi 

Melrose,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)  133 

Merrimack  River,  examination  of  sewer  outlets  into 397,  445 

Principal  cities  and  towns  on  the,  and  its  tributaries 398 

Special  examination  of                             407 

Chemical  examination  of  water  from  the 408 

Above  Lowell;  above  Lawrence 408 

Above  Haverhill ;  below  Haverhill 408 

Merrimack  River  water,  turbidity  of 231 

Monthly  averages 231 

Daily  turbidity 232 

Meteorology 536 

Methuen,  water  supply  of,  examination  of 133 

Metropolitan  Water  District 95 

Examination  of  Qainepoxet  River,  Holden 96 

Stillwater  River,  Sterling 96 
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Metropolitan  Water  District  —  Concluded. 

Nashua  River,  Sonth  Branch,  above  Clinton •       <       *  96 

Sudbury  Reservoir 96 

Framingham  Reservoir  No.  3 97 

Indian  Brook,  at  head  of  Hopkinton  Reservoir 97 

Hopklnton  Reservoir 97 

Cold  Spring  Brook 97 

Ashland  Reservoir 97, 98 

•Sudbury  River,  at  head  of  Framingham  Reservoir  No.  2 98 

Framingham  Reservoir  No.  2 98 

Lake  Cochitnate,  Wayland 98 

Chestnut  Hill  Reservoir 96 

•Spot  Pond,  Stoneham 98 

Faucet  at  State  House,  Boston 99 

Faucets  in  Revere 99 

Faucets  in  Quincy 99 

Metropolitan,  north,  sewerage  district 291 

Description  of  main  outlet  of  the 292 

Other  outlets  in  the 293 

East  Boston 293 

Chelsea 294 

Metropolitan,  south,  sewerage  districts, 288,  299 

Middleborough,  examination  of  Nemasket  River  at 431 

Water  supply  of,  examination  of ' .       .  133 

Middlesex  School  (Concord),  water  supply  of,  advice  of  Board 9 

Examination  of 110 

Middleton,  water  supply  of,  examination  of  (see  Danvers) 134 

Mil  ford,  special  examination  of  Charles  River,  near 349 

Chemical  examination  of  water  from  Charles  River,  above  and  below   .       .  349 

Water  supply  of,  advice  of  Board 29 

Mil  ford  and  Hopedale,  water  supply  of,  examination  of 134 

Milk,  analysis  of 455,469 

Adulterated,  cities  and  towns  to  which  notices  were  sent,  on  account  of        •  458 

Preservatives  in .  474 

Condensed 475 

Milk  and  milk  products,  prosecutions  on  account  of 461 

Milk  statistics,  summary  of 472 

Mill  and  Manhan  rivers,  examination  of  (see  Connecticut  River) 377 

Millbury,  water  supply  of,  examination  of 134 

Miller's  Falls  Company  (Montague),  water  supply  of,  advice  of  Board       ...  32 

Examination  of i  136 

Miller's  River,  examination  of  sewer  outlets  into 409,  446 

Towns,  considerable  portions  of  which  are  within  the  water-shed  of  409 

Special  examination  of 412 

Chemical  examination  of  water  from 413 

Above  Atbol  -,  above  Orange ;  below  Orange 413 

Millie,  water  supply  of,  examination  of 135 

Millville,  examination  of  Blackstone  River  at 343 

Milton,  water  supply  of,  advice  of  Board  (see  Hyde  Park) 30-32 

Examination  of  (see  Metropolitan  Water  District) 135 

Advice  of  Board  to  O.  H.  Flanders 32 

Examination  of  water  from  well  of  0.  H.  Flanders 135 

Milton  Lower  Mills,  examination  of  Neponset  River  at 423 

Mineral  and  organic  matter,  comparative  removal  of  from  sewage        ....  185 

Mittlneague,  examination  of  Westfleld  River,  above 439 

Molasses,  examination  of 482 

Monson,  water  supply  of,  examination  of 135 
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Montague,  water  supply  of,  examination  of 136 

(Miller's  Falls  Company),  water  supply  of,  advice  of  Board 32 

Examination  of 136 

Morse,  F.  L.,   M  D.,  inspector,   investigations   in   regard   to  infections   diseases 

567,  577,  581,  583,  585 
Visits  made  to  cities  and  towns  by,  for  the  purpose  of  investigating  cases  sus- 
pected of  being  small-pox        587 

Mortality  reports : 

Statistical  summaries 531 

Weekly  mortality  returns 533 

Meteorology 536 

Fatality  of  certain  diseases 537 

Official  returns  of  notified  diseases  dangerous  to  the  public  health  ....  540 

Certain  infectious  diseases  by  months 541 

List  of  cities  and  towns  from  which  no  reports  were  received 547 

Official  returns  of  deaths  in  cities  and  large  towns 548 

Causes  of  death 551 

Mustard,  examination  of 482 

Nagog  Pond,  examination  of  water  of 99 

Nahant,  examination  of  sewer  outlets  in 301,  311 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)  136 

Nantucket,  health  of 577 

Typhoid  fever  in 577 

Water  supply  of,  Siasconset,  advice  of  Board                        ' 33 

Examination  of 136 

Nashua  River,  examination  of  sewer  outlets  into 413,  446 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  414 

Special  examination  of,  and  tributaries 417 

Chemical  examination  of  water  from  the,  and  its  tributaries 418 

Above  Fitchburg;  below  Fitchburg 418 

Below  Leominster ;  at  Lancaster 418,419 

AtPepperell 419 

South  Branch,  examination  of  water  of,  above  Clinton  (Metropolitan  Water  Dis- 
trict)    96 

Natlck,  water  supply  of,  advice  of  Board 33 

Examination  of 137 

Needham,  examination  of  Charles  River  at 350 

Water  supply  of,  examination  of 137 

Nemasket  River,  examination  of,  at  Middleborough  (see  Taunton  River)   ...  431 

Neponset  River,  examination  of  sewer  outlets  into 419,  446 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  420 

Chemical  examination  of  water  from  the 423 

At  Walpole ;  at  Norwood ;  at  Hyde  Park. 423 

At  Milton  Lower  Mills 423 

(Mattapan  Improvement  Association),  advice  of  the  Board  relative  to  the  pollu- 
tion of       83 

New  Bedford,  advice  of  the  Board  relative  to  an  ice  supply 76 

Examination  of  sewer  outlets  in 302,  309 

Water  supply  of,  examination  of 137 

Newburyport,  examination  of  sewer  outlets  in 303,311 

Water  supply  of,  examination  of 138 

Newton,  examination  of  Charles  River  at       1 350 

Health  of 579 

Small-pox  in 579 

Water  supply  of,  examination  of 138 
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North  Adams,  water  supply  of,  examination  of 139 

Main  sewer  outlet,  examination  of  Hooslck  River  at 390 

Northampton,  water  supply  of,  examination  of                     139 

North  Andover,  water  supply  of,  examination  of 139 

North  Attleborough,  health  of 580 

Water  supply  of,  examination  of 140 

Northborongh,  advice  of  Board  relative  to  the  pollution  of  the  Assabet  River  84 

Water  supply  of,  examination  of 140 

North  bridge  (Whitin  Machine  Works),  water  supply  of,  examination  of     .               .  140 

(Whitinsville),  advice  of  Board  relative  to  sewage  disposal 57 

North  Brookfield,  water  supply  of,  examination  of 140 

Northfield,  examination  of  Connecticut  River  at 378 

Water  supply  of,  examination  of                      141 

Norton,  water  supply  of  a  school  building  at,  advice  of  Board 34 

Examination  of  water  of  a  certain  well 141 

Norwood,' examination  of  Neponset  River  at 423 

Water  supply  of,  examination  of 141 

Nutmeg,  examination  of 482 

Oils,  edible  fats  and 487 

Oleomargarine,  uncolored 478 

Onset  Bay  Fire  District  (Wareham),  water  supply  of,  examination  of ...       .  156 

On  the  value  of  tests  for  bacteria  of  specific  types  as  an  index  of  pollution,  etc.  .  245 

Orange,  examination  of  Miller's  River  at 413 

Water  supply  of,  examination  of 142 

Organic,  and  mineral,  matter,  comparative  removal  of,  from  sewage   ....  180 

Outlets,  sewer,  into  the  sea  or  into  harbors  or  bays  along  the  sea  coast        ...  287 

Palmer,  examination  of  Quaboag  River,  below 357 

Health  of 581 

Water  supply  of,  examination  of 142 

Advice  of  Board  relative  to  a  certain  spring 34 

Examination  of  water  of  a  certain  spring 142 

Peabody,  water  supply  of,  examination  of •  142 

Pembroke,  examination  of  water  of  Oldham  Pond                        143 

Pepper,  examination  of 482 

Pepperell,  examination  of  Nashua  River  at 419 

Pittsfield,  examination  of  Housatonic  River  at 396 

Water  supply  of,  examination  of 143 

Plymouth,  advice  of  Board  relative  to  sewage  disposal 58 

Examination  of  sewer  outlets  in 304,311 

Health  of 581 

Typhoid  fever  In 581 

Water  supply  of,  examination  of 144 

Advice  of  Board  relative  to  a  certain  spring 35 

Examination  of  water  of  a  certain  spring 144 

Pneumonia,  mortality  from  (tables) 558,  562 

Poisons  found  In  cosmetics '494 

Pollution  of  ponds,  streams  and  other  bodies  of  water,  action  of  Board  in  regard  to 

applications 76 

Pond  waters,  quantity  of  albuminoid  ammonia  in,  in  different  months  of  the  year      .  321 

Ponds  and  lakes,  examinations  of  waters  from 253 

Ponds,  streams  and,  in  Massachusetts,  the  natural  character  of  unpolluted  waters  of  315 

Population,  estimated,  of  cities  and  large  towns,  1902 553 

Preservatives  in  milk 474 

Presumptive  test,  the  so-called,  and  Its  significance 262 

Preventable  diseases,  other xxvii 
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Proprietary  medicines 494 

Prosecutions 460 

Provincetown,  water  supply  of,  examination  of 1 44 

Public  institutions  (Worcester  Insane  Asylum),  application  from,  for  the  approval  of 

a  certain  tract  of  land  as  a  location 89 

Puerperal  fever,  mortality  from  (tables) 598, 562 

Purification  of  sewage  and  water  (see  Experiments  upon  the  Purification  of  Sewage 

and  Water) xxxiv,  179 

Qnaboag  River,  examination  of,  at  Palmer  (see  Chicopee  River) 357,  358 

Quincy,  examination  of  water  of  Metropolitan  District  at 99 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)       .               .  145 

Quinebaug  River,  examination  of  sewer  outlets  into 424,  447 

Towns,  considerable  portions  of  which  are  within  the  water-shed  of  the                .  424 

Chemical  examination  of  water  from  the 426 

Above  South  bridge ;  below  Southbridge, 425 

Qninepoxet  River,  examination  of  water  of,  at  Holden  (Metropolitan  Water  District)  96 

Rainfall,  normal,  in  Massachusetts .       . 170 

Randolph  and  Hoi  brook,  water  supply  of,  examination  of 145 

Raspberry  shrub,  examination  of 487 

Reading,  water  supply  of,  examination  of 145 

Report  to  Legislature 460 

Revere,  advice  of  Board  relative  to  sewage  disposal 61 

Examination  of  sewer  outlets  in 305,  310 

Examination  of  water  of  Metropolitan  District  at 99 

Health  of 582 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)       ...  146 
River  water,  effect  of  the  varying  turbidity  of,  upon  the  period  of  operation  of  filters 

between  scrapings 234 

River  waters,  quantity  of  albuminoid  ammonia  in,  in  different  months  of  the  year     .  320 

Rivers  and  other  inland  waters,  sewer  outlets  into 312 

Rivers  and  sewer  outlets,  method  of  making  examinations  and  presenting  results  334 

Rockland,  water  supply  of,  examination  of  (see  Abington) 146 

Rockport,  water  supply  of,  advice  of  Board 35 

Rules  and  regulations 88 

Examination  of       .... 146 

Routine  work  of  the  Board, xlvi 

Rules  and  regulations  of  the  State  Board  of  Health  for  the  sanitary  protection  of 

sources  of  water  supply 88 

Rutland,  water  supply  of,  examination  of 147 

Salem,  examination  of  sewer  outlets  in 305,  308 

Health  of 582 

Salem  and  Beverly,  water  supply  of,  examination  of 147 

Salisbury  (Wm.  Behan),  advice  of  Board  relative  to  the  water  of  a  certain  well  .        .  36 

Examination  of  the  water  of  a  driven  well  at  Cushing  Beach  .....  147 

Salisbury  Plain  River,  examination  of,  below  Brockton  (see  Taunton  River)      .        .  431 

Salts  of  copper,  aluminum,  and  zinc  in  foods,  order  of  the  Legislature  relating  to       .  xlii 

Sanitary  legislation  enacted  in  1903 xxvii 

An  act  relative  to  returns  of  records  of  deaths  by  clerks  of  cities  and  towns  .        .  xxvii 

Relative  to  infected  articles xxviii 

Relative  to  the  dumping  of  garbage  and  rubbish  in  the  harbors  and  along  the 

seacoast  of  Massachusetts  Bay xxviii 

Relative  to  the  sale  of  renovated  butter xxix 

Relative  to  separate  systems  of  drainage xxix 
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Sanitary  legislation  enacted  in  1903  —  Concluded, 

An  act  relative  to  tbe  enforcement  of  the  laws  relating  to  the  inspection  of  food 

and  drugs xxx 

Relative  to  the  production  and  distribution  of  antitoxin  and  vaccine  lymph      .  xxx 

Sanitary  protection  of  water  supplies xxxlii 

Sarsaparilla  remedies,  examination  of 497 

Sangus,  water  supply  of,  examination  of  (see  Lynn) 147 

Saxonville,  examination  of  Sudbury  River  below 365 

Scarlet-fever,  mortality  from  (tables) 558,  562 

Reported  cases  of 537,  540 

Sdtuate,  water  supply  of,  advice  of  Board 37 

Examination  of                              148 

Septic  sewage 180 

Seven  Mile  River,  examination  of,  at  Spencer  (see  Chicopee  River)      ....  358 
Sewage: 

Experiments  upon  the  purification  of,  at  Lawrence  Experiment  Station       .       xxxiv,  179 

Analyses  of  sewage 179 

Solids  in  sewage 179 

Treatment  of  sewage  to  remove  matters  in  suspension 180 

Septic  sewage 180 

Andover  septic  tank 182 

Straining  sewage  through  coal 183 

Comparative  removal  of   mineral  and  organic,  by  a  septic  tank  and  coal 

strainers 185 

Purification  of  septic  sewage 185 

Filtration  of  septic  sewage  A 185 

Mineral  and  organic  matter  in  effluent  of  contact  filter  No.  103   ...  186 

Filtration  of  Andover  septic  sewage 187 

Contact  filtration 189 

Treatment  of  sewage  in  a  contact  filter  of  broken  stone 189 

Filter  No.  137 189 

Double  contact  filtration 190 

Filter  No.  163 190 

Treatment  of  sewage  in  a  contact  filter  constructed  of  limonite   ....  190 

Filter  No.  165 190 

Comparison  of  the  purification  of  untreated  sewage  and  of  strained  sewage  in 

contact  filters  of  coke 191 

Filters  Nos.  175  and  176 192 

Efficiency  of  different  materials  in 193 

Permanency  of  contact  filters 194 

Decrease  of  open  space 195 

Filter  No.  82,  constructed  of  cinders 195 

Filter  No.  137,  constructed  of  broken  stone 195 

Filter  No.  165,  constructed  of  limonite 195 

Filter  No.  176,  constructed  of  medium  coarse  coke 196 

Filter  No.  103,  constructed  of  fine  coke 197 

Filter  No.  175,  constructed  of  medium  coarse  coke 197 

Purification  without  nitrification 198 

Intermittent  continuous  filtration 198 

Filters  Nos.  135  and  136 198 

Refiltration  of  effluents  of  filters  Nos.  135  and  136 203 

Filter  No.  185 203 

Treatment  of  crude  sewage  in  an  intermittent  continuous  filter,         .               .  204 

Filter  No.  189 204 

Discussion  of  intermittent  continuous  filtration  through  coarse  materials              .  204 

Comparison  of  the  effluents  of  contact  and  intermittent  continuous  filters     .  205 
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Sewage  —  Concluded. 

The  stability  of  effluents  of  contact  and  intermittent  continuous  filters  .       .       .  207 

Nitrogen  in  applied  sewage  and  in  effluents 208 

Loss  of  nitrogen  in  contact  filtration,  compared  with  the  loss  in  intermittent  con- 
tinuous filtration 213 

Operation  of  the  large  intermittent  filters 214 

Filters  Nos.  1,2  and  4 215 

Filters  Nos.  5  B  and  6 216 

Filters  Nos.  9  A  and  10 217 

Storage  of  nitrogen  in  sand  filters 218 

Filters  No.  land  9  A 220 

Filter  No.  100 220 

Effect  of  germicides  in  sand  filtration 221 

Filters  Noe.  182  and  183 222 

Filter  No.  184 223 

Sewage  disposal,  work  of  Board  relating  to xxxiv 

Sewer  outlets,  examination  of,  work  of  Board  relating  to xxxiv 

Sewerage,  water  supply  and,  work  of  Board  relating  to xxxii 

Sewerage  and  sewage  disposal,  action  of  the  Board  in  regard  to  applications  for  advice 

concerning 52 

Sewers,  report  upon  the  examinations  of  the  outlets  of,  and  the  effect  of  sewage  dis- 
posal in  Massachusetts 285 

Sewer  outlets  into  the  sea  or  into  harbors  or  bays  along  the  seacoast     .               .  287 

Boston  main  drainage  and  south  metropolitan  sewerage  districts   ....  288 

Description  of  systems * 288 

Description  of  sewer  outlets 290 

Other  outlets  for  sewage  in  the  Boston  main  drainage  and  south  metropolitan 

sewerage  districts 290 

The  north  metropolitan  sewerage  district, 291 

Description  of  main  outlet  of  the    .       .        .        .        j 292 

Other  outlets  in  the 293 

'    Beverly 295 

FairhaTen 296 

Fall  River 296 

Description  of  sewer  outlets 297 

Gloucester 299 

Hingham 299 

,                                Hull 299 

!                               Lynn 300 

Nahant 301 

New  Bedford 302 

Newburyport 303 

Plymouth 304 

Revere 305 

Salem 305 

Summary 307 

Sewer  outlets  into  rivers  and  other  inland  waters 312 

Table  showing  the  inland  cities  and  towns  in  Massachusetts  having  systems  of 

sewerage,  etc 313 

Natural  character  of  unpolluted  waters  of  streams  and  ponds  in  Massachusetts  315 

Chemical  analyses  of  the  water  of  rivers 316 

Of  the  water  of  ponds 31<» 

Quantity  of  albuminoid  ammonia  in  river  waters  in  different  months  of  the  year  .  320 

In  pond  water 321 

Flow  of  streams 322 

Calculated  yield  of  one  square  mile  of  land  surface  in  million  gallons  (table)       .  323 

Quantity  of  sewage  discharged  from  cities  and  towns 325 
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Sewers,  report  upon  the  examinations  of  the  outlets  of,  etc.  —  Concluded. 

Average  flow  of  sewage  and  average  consumption  of  water,  by  months,  1902       .  326 

Character  of  sewage  of  cities  and  towns 327 

Table  showing  results  of  monthly  analyses  of  sewage  from  a  separate  system  of 

sewers 329 

Table  showing  variations  in  the  flow  and  tn  the  character  of  sewage,  etc.,  for  a 

period  of  twenty-four  hours 330 

Manufacturing  wastes 330 

Chemical  analyses  from  various  manufacturing  processes 332 

Objectionable  conditions  resulting  from  the  discharge  of  sewage  into  streams       .  333 

Method  of  making  examinations  and  presenting  results 334 

Blackstone  River 335,  439 

Charles  River 344,440 

Chicopee  River 351,441 

Concord  River 359,  441 

Connecticut  River 366,442 

Deerfleld  River 379,443 

French  River 382,  443 

Hoosick  River 386,444 

Housatonic  River 391,444 

Merrimack  River 397,  445 

Miller's  River 409,446 

Nashua  River 413,  446 

Neponset  River 419,446 

Quinebaug  River 424,447 

Taunton  River 426,447 

Ten  Mile  River 432,448 

Westfleld  River 435,448 

Summary    '. 439 

A  comparison  of  the  condition  of  the  different  rivers  at  the  points  at  which  they 

are  polluted  by  the  sewage  of  cities  and  towns 449 

Sharon,  water  supply  of,  examination  of 148 

Sheffield,  examination  of  Housatonic  River  at 397 

Water  supply  of,  examination  of 149 

Shelburne  Falls,  examination  of  Deerfleld  River  at 381 

Shell-fish,  examinations  of 260 

Shirley,  water  supply  of,  advice  of  Board 38 

Examination  of 149 

Skinner  Manufacturing  Company  (Holyoke),  advice  of  Board  relative  to  the  water 

of  a  certain  well l      .       .  20 

Examination  of  water  of  a  certain  well 121 

Small-pox,  in  Boston 568 

In  Cambridge 573 

In  Newton 579 

In  Southbridge 583 

List  of  cities  and  towns  visited  by  Medical  Inspector  Morse  for  the  purpose  of  in- 
vestigating cases  suspected  of  being  small-pox 587 

Prevalence  of,  in  Massachusetts, xv 

By  ages,  and  with  reference  to  vaccination xviii 

In  the  eighteenth  and  nineteenth  centuries  (diagram) xx 

Mortality  from  (tables) 558,  562 

Reported  cases  of 537,  540 

Smith,  J.  F.  (Lynn field),  advice  of  Board  relative  to  the  water  of  a  certain  spring      .  27 

Examination  of  water  of  a  certain  spring 129 

Somerville,  health  of 582 

Glanders  in 582 

Water  supply  of,  examination  of  (see, Metropolitan  Water  District)      .       .       .  149 
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Southborough,  water  supply  of  public  schools,  advice  of  Board 38 

Examination  of 149 

Southbridge,  examination  of  Qnlnebaug  River  at 426 

Health  of *  583 

Small-pox  in 583 

Water  supply  of,  examination  of 150 

South  Deerfield  Water  Supply  District  (Deerfield),  water  supply  of,  advice  of  Board  .  10 

South  Hadley  Falls  Fire  District,  water  supply  of,  examination  of      ...  190 

Spencer,  examination  of  Seven  Mile  River  at 358 

Water  supply  of,  examination  of 150 

Spices,  examination  of 482 

Spinal  cord,  brain  and,  diseases  of,  mortality  from  (tables) 558, 582 

Spot  Pond,  examination  of  water  of,  at  Stoneham  (Metropolitan  Water  District)        .  98 

Springfield,  examination  of  Connecticut  River,  below 378 

Health  of 583 

Barber  shops,  regulations  adopted  by  local  board  of  health 583 

Water  supply  of,  advice  of  Board 39 

Springfield  and  Ludlow,  water  supply  of,  examination  of 150 

State  House,  examination  of  water  of  Metropolitan  District  at 99 

Statistical  summaries  of  disease  and  mortality 531 

The  weekly  mortality  returns    .               533 

Meteorology 536 

Fatality  of  certain  diseases,     ' 537 

Reported  cases  of  infectious  diseases  in  Massachusetts :  diphtheria  and  croup, 

scarlet-fever,  typhoid  fever,  measles  and  small-pox 537 

Reported  cases  of  infectious  diseases  in  Massachusetts,  1891-1902 :  diphtheria 

and  croup,  scarlet-fever,  typhoid  fever  and  measles 538 

Reports  of  diseases  dangerous  to  the  public  health,  from  cities  and  towns,  under 

the  provisions  of  chapter  75  of  the  Revised  Laws 540 

Cases  of  infectious  diseases  reported  to  the  Board  in  1902,  by  months    ...  541 

From  261  cities  and  towns 543 

List  of  cities  and  towns  from  which  no  reports  were  received 547 

Returns  of  deaths  from  cities,  aud  towns  having  a  population  of  more  than  5,000  548 

Causes  of  death 551 

List  of  reporting  cities  and  towns,  with  estimated  population  for  1902        .  553 

Total  deaths,  deaths  by  sexes  and  age  periods,  and  still-births  (table)       .       •  554 

Deaths  from  specified  causes  (table) 558 

Causes  of  death,  death-rates  and  percentages  of  total  mortality  (table)       .       .  562 

Statistical  table  for  the  year  ended  Sept  30, 1902 xlvii 

Statistics  relating  to  the  consumption  of  water  in  various  cities  and  towns   ...  169 

Stillwater  River,  examination  of  water  of,  at  Sterling  (Metropolitan  Water  District)  .  96 

Stockbridge,  examination  of  Housatonic  River  below 397 

Water  supply  of,  examination  of 151 

Stone,  broken,  decrease  of  opeu  space  in  filter  constructed  of 195 

Stoneham,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)    .        .  151 

Stoughton,  advice  of  Board  relative  to  certain  wells 44 

Examination  of  certain  wells 152 

Streams,  flow  of 171,  322 

Streams,  objectionable  conditions  resulting  from  the  discharge  of  sewage  into     .        .  333 

Streams  and  ponds  in  Massachusetts,  the  natural  character  of  unpolluted  waters  of    .  315 

Sturbridge  (Fiskdale  Mills),  water  supply  of,  advice  of  Board 44 

Examination  of 152 

Sudbury  Reservoir,  examination  of  water  of  (Metropolitan  Water  District)         .        .  96 

Sudbury  River,  examination  of  (see  Concord  River) 364 

Below  Saxonville ;  at  mouth 365 

Examination  of  water  of  (Metropolitan  Water  District)          .  98 

Yield  of,  in  gallons  per  day 174 


INDEX.  621 

PAGE 

Suicide,  mortality  from  (tables) 668,  662 

Sunderland,  water  supply  of,  advice  of  Board 45 

Examination  of 153 

Summary  of  report  upon  the  examination  of  sewer  outlets 307 

Summary  of  water  supply  statistics •     .  167 

Swampscott,  advice  of  the  Board  relative  to  sewage  disposal 62 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)      .       .  153 

Taunton,  advice  of  the  Board  relative  to  sewage  disposal 63 

Rules  and  regulations 88 

Water  supply  of,  examination  of 153 

Taunton  River,*  examination  of,  at  State  Farm,  Bridgewater 105 

Cities  and  towns,  considerable  portions  of  which  are  within  the  water-shed  of  the  427 

Chemical  examination  of  water  from  the,  and  its  tributaries 431 

Salisbury  Plain  River,  below  Brockton 431 

At  Bridgewater 431 

Nemasket  River,  at  Middleborough       .                               431 

At  Taunton 432 

Examination  of  sewer  outlets  into 426,  447 

Tea,  examination  of 482 

Ten  Mile  River,  examination  of  sewer  outlets  into 432,  448 

Towns,  considerable  portions  of  which  are  within  the  water-shed  of  433 

Special  examination  of 434 

Chemical  examination  of  water  from  the 435 

Below  Attleborough 435 

Test,  presumptive,  so  called,  and  its  significance 262 

Test  types,  significance  of  the  various 264 

Tewksbury,  water  supply  of,  advice  of  Board 46 

Examination  of 154 

Tewksbury  State  Hospital,  water  supply  of,  examination  of 155 

Tisbury,  water  supply  of,  examination  of 155 

Tonics  and  bitters,  examination  of 495,  497 

Towns.    (See  Cities  and  Towns.) 

Towns,  health  of.    (See  Health  of  Towns.) 

Tuberculosis,  examination  of  sputum  and  other  material  suspected  of  containing  the 

bacilli  of 521 

Summary  of  the  seven  years  ended  March  31, 1903 525 

Turner's  Falls  Fire  District  (Montague),  water  supply  of,  examination  of  .       .       .  136 

Typhoid  fever,  in  Belmont 567. 

In  Nantucket 577 

In  Plymouth 581 

In  Wakefield 583 

In  Westport 585 

Mortality  from  (tables) 558,  562 

Reported  cases  of 537,  540 

Prevalence  of,  in  Massachusetts xxiii 

Widal,  agglutinative  or  serum  test 526 

Ux  bridge,  examination  of  Black  stone  River  at 343 

Vaccination,  facts  relating  to xviii 

Vaccine  lymph  and  antitoxin,  an  act  relative  to  the  production  and  distribution  of     .  xxx 

Vaccine  lymph  and  diphtheria  antitoxin,  production  of xxxviii 

Resolve  to  provide  that  the  State  Board  of  Health  shall  investigate  the  production 

of  vaccine  lymph,  and  report  to  the  General  Court xxxviii 

Report  of  the  Board xxxviii 

Vanilla  extract,  examination  of 480 
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Vinegar,  examination  of 482 

Test  for  malic  acid  in ' 485 

Wakefield,  health  of 583 

Typhoid  fever  in 583 

Water  supply  of,  examination  of 155 

Walpole,  examination  of  Neponaet  Rirer  at 423 

Water  supply  of,  examination  of 155 

Waltbam,  advice  of  the  Board  relative  to  pollution  of  the  water  supply        ...  85 

Advice  of  the  Board  relative  to  sewage  disposal 64 

Examination  of  Charles  River  at 350 

Health  of 584 

Water  supply  of,  examina.ion  of 155 

Ware,  examination  of  Ware  River  at '    .  357,  358 

Health  of 584 

Water  supply  of,  examination  of 156 

Ware  River,  examination  of,  in  the  vicinity  of  Ware  (see  Chicopee  River)  .        .        .  357,  358 

AtBarre;  at  Oilbertville 358 

Wareham  (Onset  Bay  Fire  District),  water  supply  of,  examination  of ...        .  156 

Wastes,  manufacturing,  pollution  of  streams  by 330 

Water,  filtration  of 224 

Average  analyses  of  river  water  and  effluents  of  filters  Nob.  8  A,  142, 143  and  172, 

1901-1902 225 

Comparative  bacterial  and  B.  Coll  efficiency  of  filters  Nos.  142,  143  and  172  .        .  226 

Bacteria  and  B.  Coli  in  samples  from  different  depths  of  filter  No.  172  ...  227 

Effect  of  scraping  filters  of  different  depths  upon  bacterial  and  B.  Coli  efficiency  .  228 

Turbidity  of  Merrimack  River  water 231 

Monthly  averages 231 

Daily  turbidity 232 

Effect  of  the  varying  turbidity  of  river  water  upon  the  period  of  operation  of  fil- 
ters between  scrapings 234 

Lawrence  city  filter 235 

Bacterial  examinations  and  results 237 

Water  supplies,  examination  of xxxii,  93, 95 

Sanitary  protection  of xxxlii 

Water  supply,  action  of  the  Board  in  regard  to  applications  concerning       ...  3-5 

Water  supply  and  sewerage,  work  of  the  Board  relating  to xxxii 

Advice  to  cities  and  towns xxxii 

Examinations  of  water  supply xxxii 

Sanitary  protection  of  water  supplies xxxiii 

Experiments  upon  the  purification  of  sewage  and  water  at  the  Lawrence  Experi- 
ment Station      xxxiii 

Examination  of  sewer  outlets  and  of  the  condition  of  rivers  and  other  waters 

affected  by  sewage  disposal xxxiv 

Water  supply  statistics,  summary  of 167 

Records  of  rainfall 170 

Flow  of  streams 171 

Watertown,  examination  of  Charles  River  at  ........        .  350 

Health  of 585 

Water  supply  of,  examination  of  (see  Metropolitan  Water  District)       ...  186 

(Hale  House  Farm),  advice  of  Board  relative  to  the  water  of  certain  wells   .        •  48 

Examination  of  water  of  certain  wells 156 

Wayland,  water  supply  of,  examination  of 157 

Webster,  examination  of  French  River  at 385 

Water  supply  of,  examination  of 157 

Wellesley,  advice  of  the  Board  relative  to  sewage  disposal 66 

Water  supply  of,  examination  of •.        .        ,  157 
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Wellesley,  advice  of  the  Board  relative  to  sewage  disposal  —  Concluded. 

(Wellesley  College),  water  supply  of,  advice  of  Board 48 

Examination  of 158 

Wells,  domestic  or  private,  samples  from 252 

Public  tabular  and  curb,  samples  from 252 

Westborough,  advice  of  the  Board  relative  to  the  pollution  of  the  water  supply  .        .  86 

Examination  of  Assabet  River  at 365 

Water  supply  of,  examination  of 158 

Westfield,  advice  of  the  Board  relative  to  sewage  disposal 69 

Examination  of  Westfield  River  at 439 

Water  supply  of,  examination  of 158 . 

Westfield  River,  examination  of  sewer  outlets  into 436,  448 

Towns  in  the  water-shed  of  the 435 

Special  examination  of 438 

Chemical  examination  of  water  from  the,  and  its  branches 438 

East  branch ;  middle  branch,  at  Huntington 438 

At  Westfield ;  above  Mittineague 439 

Weston,  water  supply  of,  examination  of 159 

Westport,  health  of 585 

Typhoid  fever  in 585 

West  Springfield,  advice  of  Board  relative  to  the  pollution  of  Bagg  Brook   ...  87 

Water  supply  of ,  examination  of 159 

Weymouth,  advice  of  the  Board  relative  to  the  pollution  of  Whitman's  Pond      .  88 

Water  supply  of,  examination  of 159 

Whately,  water  supply  of,  advice  of  Board 49 

Examination  of 159 

Whitin  Machine  Works  (North bridge),  water  supply  of,  examination  of     .  140 
Whiting,  William  J.,  Esq.  (Franklin),  advice  of  the  Board  relative  to  the  water  of  a 

certain  well 13,  116 

Whitinsville  (North bridge),  advice  of  Board  relative  to  sewage  disposal      ...  57 

Whitman,  water  supply  of,  advice  of  Board 49 

Examination  of 160 

Water  supply  of  Gurney  school,  advice  of  Board 51 

Examination  of 160 

Whitman's  Pond,  advice  of  the  Board  relative  to  the  pollution  of         ...  88 

Whooping-cough,  mortality  from  (tables) 558,  562 

Wiley  &  Russell  Manufacturing  Company  (Greenfield),  water  supply  of,  examina- 
tion of       117 

Advice  of  the  Board  relative  to  the  water  of  a  certain  spring 14 

Williamstown,  water  supply  of,  examination  of 160 

Winchendon,  water  supply  of,  examination  of 161 

Winchester,  health  of 585 

Water  supply  of,  examination  of 161 

Winthrop,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)    .        .  162 

Woburn,  water  supply  of,  examination  of 162 

Worcester,  health  of * 586 

Regulations  of  local  board  of  health  relative  to  tuberculosis 586 

Water  supply  of,  advice  of  Board 51 

Examination  of 162 

Worcester  Insane  Asylum  (public  institutions),  application  from,  for  the  approval  of 

a  certain  tract  of  land  as  a  location, 89 

Worcester  Sewage  Precipitation  Works,  examination  of  Blackstone  River  at      .        .  342 

Wrentham,  advice  of  the  Board  relative  to  sewage  disposal 70 

Wychmere  Harbor  (Harwich),  advice  of  the  Board  relative  to  the  pollution  of   .  81 

Zinc,  salts  of,  in  food xlii 
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To  His  Excellency  W.  Murray  Crane,  Governor. 

Sib  :  —  The  number  of  persons  applying  for  registration  this 
year  is  390,  all  of  whom  except  6  have  been  examined.  The 
number  of  applicants  on  the  rejected  lists  of  this  and  previous 
years  who  have  been  re-examined  this  year  is  96,  a  small  per- 
centage of  whom  have  been  registered.  The  whole  number  of 
individual  examinations  given  during  the  year  is  480.  The 
result  of  the  several  examinations  is  shown  in  tabular  form, 
as  follows :  — 


Examined. 

Registered. 

Rejected. 

96 

64 

42 

62 

66 

17 

178 

168 

46 

76 

60 

.      26 

70 

40 

80 

460 

821 

160 

Percentage 
rejected. 


March  examination,  . 
May  examination, 
Jaly  examination, 
September  examination, 
November  examination, 
Totals, . 


44 


26 


88 


88 


In  the  following  tabulated  statement  a  few  applicants  who 
failed  in  their  original  examination  this  year,  but  who  were 
successful  in  a  re-examination,  are  included :  — 


Name  of  Institution. 


Number 
examined. 


Number 
registered. 


Year  of 

Graduation  of 

Rejeeted 

Applicants. 


Harvard  University,     .       • 

Tufts  College 

Boston  University, 

Physielans  and  Surgeons,  Boston, 


80 

81 

18 

6 


70 
80 
18 

4 


1870. 
1800. 
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Name  of  Institution. 


Number 
examined. 


University  of  Vermont, 

Dartmouth, 

Bowdoln 

Baltimore  Medical, 

Physicians  and  Surgeons,  Baltimore, 

Johns  Hopkins, 

University  of  Maryland, 

Woman's  Medical,  Baltimore 

Baltimore  University,  .  

Laval, •       •     •  • 

McGlll 

Foreign, 

University  Pennsylvania, 

Jefferson, 

Medioo-Chlrargioal,  Pennsylvania,    .... 

Hahnemann,  Pennsylvania, 

Physicians  and  Surgeons,  New  York,  . 

New  York  University 

Cornell 

• 

Albany  Medleal 

Bellevue  Hospital  Medical  College,    . 

New   York   Medical   College   and    Hospital    for 

Women. 
Long  Island  College  Hospital, 

University  of  the  South, 

Chicago  Homoeopathic, 

Chicago  University 

Physicians  and  Surgeons,  Chicago,   .... 

Rash  Medical 

American  Medical  Missionary 

Hering, 

University  Michigan, 

Baglnaw  Valley, 

Sterling 

University  Louisville, 

Vanderbllt 

Eclectic  Medical  College,  Pennsylvania,    . 

Cleveland  Homoeopathic 

Yale, 


21 

12 
5 

17 
6 
0 
2 
1 

10 
0 
8 

17 
6 
4 
2 
1 
6 
4 
1 
1 
8 
1 
5 
4 
1 
1 
1 
2 
1 
1 
8 
2 
1 
1 
1 
2 
1 
8 


Number 
registered. 


Yirof 

Graduation  of 

Rejected 

Applicants. 


16 

10 
4 

14 
6 
6 
2 
1 
6 
8 
2 

14 
6 
4 
2 
1 
6 
4 
1 
1 
8 
1 
4 
8 


1 
2 
1 
1 
8 
2 
1 


1 
1 
8 


1897-99-99-1900- 

02. 
1808-1902. 

1902. 

1892-1901-02. 

1892. 


1896-1901-02-02. 
1902-02-02. 
1898. 
1888-99-1900. 


1902. 


1901. 
1901. 
1890. 
1900. 


1902. 
1894. 
1887. 
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Name  of  Inttfttrtton. 

Number 
examined. 

Number 
registered. 

Year  of 
Graduation  of 

RJected 
Applicant*. 

The  regular  meetings  for  the  examination  of  applicants 
begin  on  the  second  Tuesday  in  March,  July  and  November, 
at  9.30  a.m.  Special  examinations  may  be  held  in  May  and 
September.     An  examination  takes  two  days. 

Applicants  are  admitted  to  examination  by  an  "  examina- 
tion ticket,"  stating  the  applicant's  number  and  the  date  of  the 
examination.  Tickets  are  issued  to  applicants  on  filing  their 
applications ;  also  to  applicants  applying  for  a  re-examination, 
when  such  application  is  made  not  later  than  five  days  before 
the  examination  date. 

The  examinations  are  conducted  in  writing,  in  the  English 
language,  and  are  intended  to  be  "  sufficiently  thorough  to  test' 
the  applicant's  fitness  to  practise  medicine."  In  each  of  the 
examinations  held  this  year  sixty  questions,  divided  into  sets 
of  ten,  have  been  given,  and  two  hours  allowed  in  which  to 
answer  each  set.  The  applicant  is  required  to  designate  his 
papers  not  by  his  signature,  but  by  the  number  given  to  his 
application  when  filed.  This  requirement  insures  an  incog- 
nito rating  of  his  entire  examination  work. 

The  subjects  on  which  the  examinations  are  principally  con- 
ducted are  anatomy,  hygiene,  physiology,  pathology,  surgery, 
obstetrics,  gynecology,  diagnosis  and  treatment  of  diseases. 

When  the  general  average  of  the  ratings  given  the  several 
sets  of  papers  of  an  applicant  by  the  individual  examiners  is 
below  70  per  cent.,  his  examination  is  regarded  as  unsatisfac- 
tory. If,  however,  one's  general  average  is  found  to  be  near 
the  minimum  requirement,  his  papers  are  reviewed  by  the 
Board  in  general  session,  and  his  ratings  fixed  by  a  consensus 
of  opinion. 
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Applications  for  an  examination  should  be  filed  at  least  five 
days  before  the  examination  date,  and  must  be  made  upon 
blanks  furnished  by  the  Board,  signed  and  sworn  to  by  the 
applicant,  and  must  be  accompanied  by  the  required  fee,  which 
is  twenty  dollars.  Certificates  of  registration  in  other  States, 
or  diplomas  of  graduation  from  medical  colleges,  do  not  ex- 
empt from  an  examination.  Upon  this  point  the  law  is 
mandatory,  —  that  all  must  be  examined. 

A  person  refused  registration  by  reason  of  failure  to  pass  a 
satisfactory  examination  is  entitled  to  two  re-examinations 
within  one  year  after  his  first  failure,  without  filing  a  new 
application  or  paying  an  additional  fee. 

Since  the  organization  of  this  department,  in  July,  1894, 
the  Board  has  issued  6,755  certificates  of  registration.  Of  this 
number,  3,792  were  issued  prior  to  January,  1895,  during  the 
six  months  next  following  the  organization  of  the  Board,  to 
practitioners  residing  in  this  Commonwealth  at  the  time  the 
registration  act  became  in  part  operative.  These  practitioners 
were  registered  in  two  classes,  and  are  designated  in  the  annual 
reports  of  the  Board  as  Class  A  and  Class  B.  Class  A  includes 
graduates  of  medical  institutions  authorized  by  law  to  confer 
degrees  in  medicine  who  were  residing  or  practising  in  the 
Commonwealth  at  the  time  of  the  passage  of  the  law  ;  Class  B 
includes  non-graduate  practitioners  who  had  practised  medi- 
cine in  the  Commonwealth  continuously  during  the  three  years 
next  prior  to  the  passage  of  the  law.  There  were  3,443  names 
enrolled  in  Class  A  and  349  in  Class  B.  There  were  608  per- 
sons refused  registration  during  the  six  months  above  referred 
to,  they  being  unable  to  meet  the  requirements  of  the  law  as 
to  graduation,  or  as  to  three  years  of  continuous  practice. 

The  work  of  registration  under  written  examinations,  con- 
ducted by  the  Board  as  required  by  law,  began  with  the  year 
1895.  Since  that  time  the  Board  has  given  3,868  individual 
examinations  and  has  issued  2,963  certificates  of  registration, 
—  an  annual  average  of  370.  The  number  of  unsatisfactory 
examinations  is  910,  —  an  annual  average  of  114. 

The  number  of  registered  physicians  now  in  active  practice 
in  the  Commonwealth  is  approximately  4,600,  —  an  average  of 
1  to  every  625  inhabitants. 
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In  the  examination  in  November,  the  last  held,  the  questions 
submitted  were  the  following :  — 

Diagnose  and  treat  intra-capsular  fracture  of  the  femur. 

Differentiate  spasmodic  and  organic  stricture  of  the  oesophagus, 
and  give  distinctive  treatments. 

Give  treatment  of  fracture  of  the  leg  in  the  lower  third. 

Differentiate  traumatic  ulcer  of  the  tongue  and  epithelioma  of  the 
same.     Give  distinctive  treatments. 

Differentiate  renal  and  hepatic  colic.  Give  etiology  and  treatment 
of  the  latter. 

Describe  ulcer  of  the  cornea.    Give  etiology  and  treatment. 

Describe  the  principal  causes  of  deafness  in  childhood,  also  in 
adult  life. 

Differentiate  fistula  in  ano  and  fissure  of  the  anus.  Give  symp- 
tomatology and  distinctive  treatments. 

What  complications  may  arise  in  bone  fractures? 

Discuss  the  distinctive  symptoms  and  lesions  in  arthritis  and 
synovitis. 

Discuss  the  physiology  of  respiration. 

What  are  the  functions  of  the  iris?  Name  two  mydriatics  and  two 
myotics. 

What  is  meant  by  a  dose  of  medicine?  By  what  rule  do  you  deter- 
mine the  proper  dose  for  a  child? 

Where  and  how  does  the  blood  current  receive  the  nutritive  products 
of  digested  food? 

What  changes  occur  in  the  composition  of  the  blood  which  passes 
through  the  kidneys? 

Describe  the  circulations  of  the  blood  in  the  liver,  and  state  the 
functions  of  the  same. 

Prescribe  a  diet  in  cases  of  typhoid  fever,  Bright* s  disease,  gout 
and  diabetes. 

What  skin  diseases  may  be  ascribed  to  improper  diet? 

State  where  each  of  the  digestive  ferments  is  found,  and  what  its 
peculiar  action  is  on  food  stuffs. 

How  do  the  contractions  of  striped,  smooth  and  cardiac  muscles 
differ? 

What  does  the  term  atrophy  denote?  Give  three  of  its  principal 
causes. 

Define  bacteria.     Name  the  three  basic  classes. 

Differentiate  fatty  degeneration  and  fatty  infiltration. 

Give  the  morbid  anatomy  of  interstitial  nephritis. 
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What  vascular  changes  take  place  in  inflammation? 

State  the  characteristics  of  malignant  tumors,  and  the  forms  under 
which  such  tumors  most  frequently  occur. 

Name  the  varieties  of  septicaemia.  Give  the  cause  and  the  post- 
mortem appearance  of  each. 

Tell  what  you  can  about  the  characteristics  of  acute  tuberculosis. 

Discuss  membraneous  dysmenorrhea  pathologically. 

Give  the  pathology  in  a  case  of  poisoning  by  arsenic. 

Define  vulvitis.  Mention  varieties.  Describe  one  variety,  and 
give  treatment. 

During  labor,  or  at  term,  what  may  be  learned  by  an  abdominal 
examination  ? 

Diagnose  the  death  of  a  foetus  in  utero  during  the  seventh  month. 
What  treatment  would  such  a  case  require  ? 

Give  diagnosis  and  treatment  of  acute  gonorrhoeal  endometritis. 

Called  to  a  patient  threatened  with  miscarriage  at  the  fifth  month, 
what  conditions  would  lead  you  to  attempt  its  arrest ;  also,  to  favor 
its  completion? 

Differentiate  acute  pelvic  peritonitis  and  ruptured  tubal  pregnancy. 

Define  dysmenorrhoea,  also  menorrhagia.  Give  causes  and  treat- 
ment of  the  latter. 

Define  placenta  previa,  and  give  varieties,  source  of  the  haemor- 
rhage, diagnosis  and  treatment. 

Differentiate  myoma  and  malignant  disease  of  the  uterus. 

State  in  detail  how  a  case  of  labor  should  be  managed  antisepti- 
cally.  In  case  infection  should  occur,  what  would  be  the  proper 
management? 

Mention  three  remedies  which  may  be  used  in  cystitis,  and  the 
reasons  for  such  use. 

Define  pyopneumothorax.     Give  diagnosis  and  treatment. 

In  what  diseases  or  conditions  are  casts  and  albumen  found  in  the 
urine? 

What  are  the  principal  causes  of  impotency  in  the  male? 

Define  urticaria.     Give  causes,  varieties  and  treatment. 

In  the  treatment  of  chlorotic  patients,  would  you  prescribe  iron? 
State  in  detail  the  reasons  for  your  answer. 

Give  etiology,  symptomatology  and  treatment  of  tubercular  peri- 
tonitis. 

Acute  gastritis.     Give  etiology,  symptoms  and  treatment. 

Give  diagnosis  and  treatment  of  acute  catarrhal  bronchitis. 

Describe  a  case  of  uremia,  and  give  treatment. 

In  an  examination  of  table  water,  what  impurities  would  you  look 
for? 


1903.] 


PUBLIC  DOCUMENT  — No.  56. 


What  constitutes  sufficient  food  ? 

Give  suggestions  for  preventing  the  spread  of  tuberculosis. 

What  deleterious  gases  are  noted  in  respired  air?  In  what  part 
of  the  room  are  such  gases  more  prevalent? 

State  the  course  and  relations  of  the  femoral  artery. 

Name  the  muscles  of  both  inspiration  and  expiration.  How  would 
you  produce  artificial  respiration  ? 

Trace  the  blood  current  from  the  right  ventricle,  naming  the  differ- 
ent vessels  through  which  it  passes  to  the  foot. 

Describe  one  of  the  two  longest  bones  in  the  body,  and  name  the 
bones  with  which  it  articulates. 

Name  the  bones  which  enter  into  the  formation  of  the  thorax. 
Describe  the  attachments  of  the  ribs. 

Describe  the  ankle  joint. 

Financial  Statement. 


Expenditures 

Services  of  members  of  Board, 

$4,461  65 

Incidental  expenses  of  Board, 

417  68 

Investigation  of  complaints,  . 

159  35 

Clerical  service, 

750  00 

Printing  and  material,    .... 

57  25 

Books  and  other  office  supplies,     . 

439  09 

Postage,  expressage  and  telephone, 

215  95 

Receipts. 
Fees  received  from  390  applicants  for  registration, 


|6,500  97 


17,800  00 


Appendix  A  contains  the  law  relating  to  registration,  and 
an  opinion  of  the  supreme  judicial  court  on  matters  relating  to 
the  "meaning  of  the  statute;"  Appendix  B,  the  names  of 
all  the  practitioners  registered  in  this  Commonwealth. 

Respectfully  submitted, 


C.  EDWIN  MILES,  Chairman. 
EDWIN  B.  HARVEY,  Secretary. 
WALTER  P.  BOWERS. 
SAMUEL  H.  CALDERWOOD. 
AUGUSTUS  L.  CHASE. 
NATHANIEL  R.  PERKINS. 
AUGUSTUS  C.  WALKER. 


APPENDICES 


Appendix   A. 


Law  relating  to  the  Registration  of  Physicians. 
[Rbtissd  Laws,  Chapter  76,  Section  a  1-9.] 

Section  1.  There  shall  be  a  board  of  registration  in  medicine 
consisting  of  seven  persons,  residents  of  this  commonwealth,  who 
shall  be  graduates  of  a  legally  chartered  medical  college  or  university 
having  the  power  to  confer  degrees  in  medicine,  and  who  shall  have 
been  for  ten  years  actively  employed  in  the  practice  of  their  profes- 
sion. No  member  of  said  board  shall  belong  to  the  faculty  of  any 
medical  college  or  university,  and  no  more  than  three  members  thereof 
shall  at  one  time  be  members  of  any  one  chartered  state  medical 
society.  One  member  thereof  shall  annually  in  June  be  appointed 
by  the  governor,  with  the  advice  and  consent  of  the  council,  for  a 
term  of  seven  years  from  the  first  day  of  July  following. 

Section  2.  Said  board  shall  hold  regular  meetings  on  the  second 
Tuesday  of  March,  July  and  November  in  each  year,  and  additional 
meetings  at  such  times  and  places  as  it  may  determine.  At  the 
regular  meeting  in  July,  it  shall  organize  by  the  choice  of  a  chair- 
man and  secretary  who  shall  hold  their  offices  for  the  term  of  one 
year.  The  secretary  shall  give  a  bond  to  the  treasurer  and  receiver 
general  in  the  penal  sum  of  five  thousand  dollars,  with  sufficient 
sureties  to  be  approved  by  the  governor  and  council,  for  the  faithful 
performance  of  his  official  duties. 

Section  3.  Applications  for  registration  shall  be  made  upon  blanks 
to  be  furnished  by  the  board,  and  shall  be  signed  and  sworn  to  by  the 
applicants.  Each  applicant  for  registration  shall  furnish  satisfactory 
proof  that  he  is  twenty-one  years  of  age  or  over  and  of  good  moral 
character  and,  upon  payment  of  a  fee  of  twenty  dollars,  shall  be 
examined  by  said  board.  If  he  is  found  by  four  or  more  members 
thereof  to  be  twenty-one  years  of  age  or  over,  of  good  moral  char- 
acter and  qualified,  he  shall  be  registered  as  a  qualified  physician  and 
shall  receive  a  certificate  thereof  signed  by  the  chairman  and  secre- 
tary. An  applicant  who  fails  to  pass  an  examination  satisfactory  to 
the  board,  and  is  therefore  refused  registration,  shall  be  entitled  within 
one  year  after  such  refusal  to  a  re-examination  at  a  meeting  of  the 
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board  called  for  the  examination  of  applicants,  without  the  payment 
of  an  additional  fee ;  but  two  such  re-examinations  shall  exhaust  his 
privilege  under  his  original  application.  Said  board,  after  hearing, 
may  by  unanimous  vote  revoke  any  certificate  issued  by  it  and  cancel 
the  registration  of  any  physician  who  has  been  convicted  of  a  felony 
or  of  any  crime  in  the  practice  of  his  profession.  All  fees  received 
by  the  board  shall,  once  in  each  month,  be  paid  by  its  secretary  into 
the  treasury  of  the  commonwealth. 

[Section  4.*  Each  member  of  the  board  shall  receive  ten  dollars 
for  every  day  actually  spent  in  the  performance  of  his  duties,  and 
the  necessary  travelling  expenses  actually  expended  in  attending  the 
meetings  of  the  board,  not  exceeding  three  cents  a  mile  each  way. 
Such  compensation  and  the  incidental  and  travelling  expenses  shall 
be  approved  by  the  board  and  paid  by  the  commonwealth  only  from 
the  fees  paid  over  by  the  board.] 

Section  5.  The  board  shall  keep  a  record  of  the  names  of  all 
persons  registered  hereunder,  and  of  all  money  received  and  dis- 
bursed by  it,  and  a  duplicate  thereof  shall  be  open  to  inspection  in 
the  office  of  the  secretary  of  the  commonwealth.  Said  board  shall 
annually,  on  or  before  the  first  day  of  January,  make  a  report  to  the 
governor  of  the  condition  of  medicine  and  surgery  in  this  common- 
wealth, of  all  its  official  acts  during  the  preceding  year  and  of  its 
receipts  and  disbursements. 

Section  6.  The  board  shall  investigate  all  complaints  of  the  viola- 
tion of  the  provisions  of  section  eight,  and  report  the  same  to  the 
proper  prosecuting  officers. 

Section  7.  Examinations  shall  be  wholly  or  in  part  in  writing 
in  the  English  language,  and  shall  be  of  a  scientific  and  practical 
character.  They  shall  include  the  subjects  of  anatomy,  surgery, 
physiology,  pathology,  obstetrics,  gynecology,  practice  of  medicine 
and  hygiene,  and  shall  be  sufficiently  thorough  to  test  the  applicant's 
fitness  to  practise  medicine. 

Section  8.  Whoever,  not  being  lawfully  authorized  to  practise 
medicine  within  this  commonwealth  and  registered  as  aforesaid,  holds 
himself  out  as  a  practitioner  of  medicine,  or  practises  or  attempts  to 
practise  medicine  in  any  of  its  branches,  or  whoever  practises  medi- 
cine or  surgery  under  a  false  or  assumed  name,  or  under  a  name  other 
than  that  by  which  he  is  registered,  or  whoever  personates  another 
practitioner  of  a  like  or  different  name,  shall,  for  each  offence,  be 
punished  by  a  fine  of  not  less  than  one  hundred  nor  more  than  five 
hundred  dollars,  or  by  imprisonment  for  three  months,  or  by  both 
such  fine  and  imprisonment.     In  a  case  in  which  a  provision  of  this 

*  Repealed  by  the  Acts  of  1902,  and  fixed  salaries  established. 
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or  the  preceding  section  has  been  violated,  the  person  who  committed 
the  violation  shall  not  recover  compensation  for  services  rendered. 

Section  9.  The  provisions  of  the  eight  preceding  sections  shall 
not  be  held  to  discriminate  against  any  particular  school  or  system 
of  medicine,  to  prohibit  medical  or  surgical  service  in  a  case  of 
emergency,  or  to  prohibit  the  domestic  administration  of  family 
remedies.  They  shall  not  apply  to  a  commissioned  medical  officer 
of  the  United  States  army,  navy  or  marine  hospital  service  in  the 
performance  of  his  official  duty;  to  a  physician  or  surgeon  from 
another  state  who  is  a  legal  practitioner  in  the  state  in  which  he 
resides,  when  in  actual  consultation  with  a  legal  practitioner  of 
this  commonwealth;  to  a  physician  or  surgeon  residing  in  another 
state  and  legally  qualified  to  practise  therein,  whose  general  practice 
extends  into  the  border  towns  of  this  commonwealth,  if  such  physi- 
cian does  not  open  an  office  or  designate  a  place  in  such  towns  where 
he  may  meet  patients  or  receive  calls ;  to  a  physician  authorized  to 
practise  medicine  in  another  state,  when  he  is  called  as  the  family 
physician  to  attend  a  person  temporarily  abiding  in  this  common- 
wealth; nor  to  registered  pharmacists  in  prescribing  gratuitously, 
osteopathists,  pharmacists,  clairvoyants,  or  persons  practising  hyp- 
notism, magnetic  healing,  mind  cure,  massage,  Christian  science  or 
cosmopathic  method  of  healing,  if  they  do  not  violate  any  of  the 
provisions  of  section  eight. 


Commonwealth  v.  St.  Pierre. 

This  is  a  case  in  which  a  person  in  Fall  River  was  accused  of 
practising  medicine  without  registration.  His  professional  sign  was 
that  of  an  "eye  specialist."  He  was  sentenced  in  the  municipal 
court  to  three  months'  imprisonment  and  to  pay  a  fine  of  five  hundred 
dollars,  the  maximum  penalty.  The  case  was  carried  to  the  superior 
court,  where  sentence  was  sustained ;  but  certain  exceptions  were 
taken  by  the  defendant's  counsel  to  the  rulings  of  the  court.  The 
exceptions  were  finally  disposed  of  in  the  following  opinion  of  the 
supreme  judicial  court,  rendered  on  the  thirteenth  day  of  December, 
1899:  — 

Loring,  J.  The  exception  to  the  exclusion  of  testimony  offered  by  the 
defendant  on  cross-examination  must  be  sustained.  The  government  had 
introduced  in  evidence  testimony  of  a  number  of  persons  to  the  effect  that 
they  had  visited  the  defendant  at  various  times ;  that  he  gave  to  them  med- 
icines, and  advised  them  how  to  use  them ;  that  at  these  times  they  had 
conversations  with  him  about  the  nature  of  their  complaints ;  that  he  after- 
wards visited  some  of  them  at  their  houses  and  treated  them  there,  and  that 
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they  paid  him  money,  and  the  bottles  and  packages,  which  the  witnesses 
testified  were  given  to  them,  had  been  pat  in  evidence. 

The  defendant  offered  to  prove  that  "  on  each  and  every  occasion  at  the 
time  the  parties  were  told  by  the  defendant  that  he  was  not  a  doctor,  and 
that  he  did  not  charge  anything  for  his  services.11  This  evidence  was 
excluded. 

If  the  defendant  sold  the  medicines,  receiving  payment  therefor,  and 
gave  advice  gratuitously  as  to  the  use  to  be  made  of  them,  he  was  not,  so 
far  as  those  instances  were  concerned,  holding  himself  out  as  a  physician ; 
his  declarations  accompanying  the  acts  and  showing  the  character  of  them 
were  admissible  as  part  of  the  res  gestae. 

Of  course  it  was  open  to  the  government  to  contend  that  in  these  in- 
stances he  was  really  acting  as  a  physician,  and  was  paid  as  such  for  his 
services,  and  that  these  statements  were  efforts  to  evade  the  statutory  pro- 
visions here  in  question. 

But  when  the  Commonwealth  put  in  testimony  to  the  effect  that  he  had 
given  directions  and  advice  as  to  the  use  of  the  contents  of  the  packages 
and  bottles  sold  by  him,  and  had  been  paid  by  the  persons  to  whom  the 
contents  were  sold,  it  was  the  right  of  the  defendant  to  prove  that  in  each 
instance  he  was  paid  not  for  the  advice  but  only  for  the  drugs,  and  that  he 
declared  that  he  was  not  a  physician ;  and  in  that  way  to  raise  the  question 
whether,  so  far  as  these  instances  were  concerned,  he  was  selling  the  drugs 
and  giving  information  gratuitously  as  to  their  use,  and  therefore  not 
thereby  holding  himself  out  as  a  physician,  or  whether  he  was  really  acting 
as  a  physician,  taking  payment  therefor,  and  was  seeking  by  such  declara- 
tions to  evade  the  effect  of  his  actions.  This  question  was  a  question  for 
the  jury,  under  all  circumstances,  and  the  testimony  offered  should  have 
been  admitted. 

As  the  questions  involved  in  the  other  exceptions  may  arise  in  a  new 
trial,  they  may  be  briefly  disposed  of  here :  — 

2.  The  burden  was  on  the  defendant  to  show  that  he  was  a  registered  phy- 
sician, if  he  relied  on  such  a  justification.  Pub.  Sts.,  c.  214,  §  12;  this 
applies  in  cases  where  the  absence  of  a  license  is  made  part  of  a  descrip- 
tion of  the  offence.  Commonwealth  v.  Kelly,  10  Cush.  69.  Common- 
wealth v.  Tuttle,  12  Cush.  502.  Commonwealth  v.  Barnes,  138  Mass.  152. 
Commonwealth  v.  McCarthy,  141  Mass.  420. 

3.  Proof  that  the  defendant  acted  either  as  a  physician  or  surgeon  was 
sufficient  to  support  the  complaint,  which  charged  him  with  holding  him- 
self out  as  a  physician  and  surgeon.  There  is  but  one  offence,  and  that  may 
be  committed  by  the  defendant's  holding  himself  out  as  a  physician  or  a 
surgeon ;  if  the  complaint  charges  that  the  offence  is  committed  by  the  de- 
fendant's holding  himself  out  both  as  a  physician  and  surgeon,  the  whole 
offence  is  proved  if  he  is  shown  to  have  held  himself  out  as  either.  Com- 
monwealth v.  Dolan,  121  Mass.  374. 

4.  The  ruling  that,  if  the  defendant  held  himself  out  as  an  eye  specialist, 
he  held  himself  put  as  "  one  who  devoted  himself  to  a  branch  of  the  healing 
art  which  is  the  profession  of  the  physician  and  surgeon,11  and  that "  if  the 
defendant  held  himself  out  as  an  eye  specialist,  be  held  himself  out  as  a 
physician  and  surgeon  within  the  meaning  of  the  statute,11  was  correct. 

New  trial  ordered. 
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Appendix    B. 


Official  List  of  Practitioners  of  Medicine  registered  in  the 
Commonwealth  to  this  Date,  Dec.  31,  1902. 

Note.  — The  following  are  the  forms  of  certificates  issued :  — 

Form  A,  to  graduates  of  legally  chartered  medical  colleges  or  uni- 
versities having  power  to  confer  degrees  in  medicine,  who  applied  for 
registration  before  the  law  went  into  full  effect,  on  Jan.  1,  1895, 
graduation  and  residence  in  the  Commonwealth  at  the  time  of  the 
passage  of  the  law  being  the  only  requirements  for  registration. 

Form  B,  to  those  who  applied  for  registration  before  Jan.  1,  1895, 
under  the  three  years'  practice  clause  in  section  3  of  chapter  458  of 
the  Acts  of  1894,  three  years'  continuous  practice  in  the  Common- 
wealth next  prior  to  the  passage  of  the  law  June  7,  1894,  being  the 
only  requirement  for  registration. 

Form  C,  to  graduates  of  legally  chartered  medical  colleges  in  this 
Commonwealth  who  applied  for -registration  subsequent  to  Jan.  1, 
1895,  and  previous  to  May  1,  1896,  during  which  period  the  law 
permitted  their  registration  without  an  examination,  a  diploma  from 
such  sources  being  by  the  law  considered  satisfactory  evidence  of 
fitness  to  practise  medicine.  This  provision  of  the  law  was  repealed 
May  1,  1896. 

Form  D,  to  graduates  examined  by  the  Board. 

Form  £,  to  non-graduates  examined  by  the  Board. 

Form  F,  to  graduates  of  more  than  sixty  years  of  age,  who,  prior 
to  the  passage  of  the  law,  had  practised  ten  year6  in  this  Common- 
wealth, being  exempt  from  an  examination  by  an  act  approved  April 
1,  1896.     This  act  is  not  now  in  force. 

Certificates  D  and  £  are  the  only  forms  issued  since  May  1,  1896. 
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Official  List  of  Practitioners  of  Medicine. 


A  Abbe,  Alanson  Joseph. 

A  Abbe,  Edward  Hooper. 

C  Abbe,  Frederick  Randolph. 

A  Abbot,  Edward  Stanley. 

D  Abbot,  Florence  Hale. 

A  Abbot,  Samuel  Leonard. 

B  Abbott,  Adelaide. 

A  Abbott,  Charles  Edward. 

A  Abbott,  Charles  She  well. 

D  Abbott,  Edson  Moses. 

D  Abbott,  Eulalle  Marie. 

A  Abbott,  Fred  Lincoln. 

A  A  bbott,  Frederick?  Wallace . 

D  Abbott,  Howard  Edwin. 

A  Abbott,  Samuel  Warren. 

A  Abbott,  Solon. 

A  Abbott,  Stephen  Wendell. 

B  Abbott,  Sylvlna  Apphla. 

D  Abel,  William  Clay. 

A  Abell,  Paul  White. 

D  Aberle,  LiUie  Anastasla. 

A  Achorn,  John  Warren. 

A  Acken,  Thomas  Moore. 

D  Adam,  John  Gelkle. 

D  Adams,  Charles  Baker. 

A  Adams,  Charles  Ell. 

A  Adams,  Charles  Sumner. 

A  Adams,  Edward  Hitchcock. 

A  Adams  Edwin  Boardman. 

D  Adams,  Eva  Argene. 

C  Adams,  Francis  Way  land. 

A  Adams,  George  Edwin. 

D  Adams,  George  Francis. 

A  Adams,  George  Smith. 

A  Adams,  Herbert  Williams. 

A  Adams,  James  Forster  Alleyne. 

D  Adams,  James  Thacher. 

D  Adams,  John. 

D  Adams,  John  Dresser. 

A  Adams,  John  Qulncy. 

D  Adams,  Walter  Forester. 

D  Adams,  Walter  Henry. 

A  Adams,  Wendell  Holmes. 

D  Adams,  William  Carlton. 

D  Adams,  William  Gray. 

A  Ahearne,  Cornelius  Augustine. 

A  Ahearne,  Cornelius  Augustine,  Jr. 

A  Ahlborn,  Henry  Christian. 

A  Aiken,  Frank  Jonathan. 

D  Aiken,  Thomas  Francis,  Jr. 

A  Alnsworth,  Frank  Henley. 

A  Albee,  George  Macdonald. 

A  Albee,  George  Sumner. 

D  Alcorn,  Thomas  Grant. 

D  Albro,  Christopher  Durfec. 

D  Alden,  Eliot. 

B  Alden,  Flora  Sweet. 


A  Aldrich,  Albert  Clinton . 

A  Aldrich,  Eben  True. 

A  Aldrich,  James  Mott. 

A  Aldrich,  Nathaniel  Borden. 

A  Alexander,  Clara  Jane. 

D  Alexander,  Thomas  Branch. 

D  Alfred,  James. 

A  Allard,  Frank  Ellsworth. 

B  Allard,  Joseph. 

B  Allen,  Alfred  Morton. 

A  Allen,  Carl  Addison. 

D  Allen,  Clarence  Jean. 

D  Allen,  David  Edmund. 

D  Allen,  Edward  Everett. 

A  Allen,  Edwin  Howard. 

C  Allen,  Frank  Neute. 

A  Allen,  Franklin  Haley. 

D  Allen,  Freeman. 

A  A  Hen ,  Gardner  Weld. 

A  Allen,  George  Edwin. 

A  Allen,  Granville  Stevens,  Jr. 

D  Allen,  Horatio  Cashing. 

D  Allen,  James  Henry. 

A  Allen,  Justin. 

A  Allen,  Lamson. 

A  Allen,  Louis  Edmund. 

D  Allen,  Lyman. 

B  Allen,  Nathan  Leverett. 

A  Allen,  Samuel  Johnson. 

D  Allen,  Seabury  Wells. 

A  Allen,  Stephen  Arthur. 

A  Allen,  WlUlam  George. 

A  Allen,  William  Howard. 

E  Alleudorff,  John  Aloyslus. 

D  Alley,  Ernest  Jason. 

A  Allison,  George  Freeman. 

D  Allison,  Nathaniel. 

D  Amadon,  Alfred  Mason. 

A  Amadon,  Arthur  Frank. 

A  Amerlge,  Charles  WardweU. 

A  A  mes,  Charles  Edwin. 

A  Ames,  John  Lincoln. 

A  Ames,  Joseph  Stanford. 

A  Ames,  Robert  Parker  Marr. 

D  Ames,  Winfleld  Howard. 

A  A  meebury,  Ivon  Cuthbeit  Raleigh. 

A  Amesbury,  Water  Raleigh. 

A  Amory,  Robert. 

D  Amrock,  John  Henry. 

D  Amsden,  Henry  Hubbard. 

D  Anderson,  Hyrum  Andrew. 

A  Anderson,  Martha  Ann. 

D  Anderson,  Robert  Harcourt. 

D  Anderson,  Thomas. 

D  Andrews,  Alfred  Ross. 

A  Andrews,  Bralnmrd  Alge. 

D  Andrews,  Edward  Austin. 
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D 

Andrews,  Harold  Virgil. 

A 

D 

Andrews,  John  Henry. 

E 

A 

Andrews,  Mary  Annette. 

D 

D 

Andrews,  Oren. 

D 

D 

Andrews,  Robert  Foster. 

D 

A 

Angell,  Henry  Clay. 

B 

D 

Angeny,  Granville  Louis. 

D 

A 

Anthony,  Francis  Wayland. 

D 

A 

Anthony,  Jeremiah  Christopher. 

E 

A 

Appleton,  Lacy. 

A 

C 

Appleton,  William. 

A 

D 

Archambault,  Jean  Baptlste. 

D 

A 

Archambeault,  Charles  Francis. 

A 

D 

Armstrong,  William  Lucius. 

B 

D 

Armstrong,  William  Wtllard. 

E 

A 

Arnold,  Horace  David. 

B 

A 

Aronowltsch,  Anna. 

D 

B 

Aronson,  Harris. 

A 

A 

Arthur,  Asa  Adgate. 

D 

C 

Ash,  John  Henry. 

A 

D 

Ash,  Thomas  Francis. 

B 

D 

Ashley,  Edward  Flake. 

D 

D 

Aspray,  Joseph. 

A 

D 

Atkins,  Francis  Grant. 

A 

D 

Atkins,  Grace  Elizabeth. 

D 

C 

Atkinson,  Leonard  Woods. 

D 

A 

Atkinson,  Lizzie  Daniel  Bose. 

D 

D 

Atkinson,  Roger  Trowbridge. 

A 

A 

Atwater,  James  Billings. 

A 

A 

Atwood,  Albert  John. 

A 

A 

Atwood,  Charles  Augustus. 

A 

D 

Atwood,  Charles  Fenner. 

A 

A 

Atwood,  Frank  Sumner. 

A 

A 

Atwood,  George  Manley. 

B 

A 

Auger,  Adolphe  Alphonse. 

A 

A 

Auger,  Henri  Michel. 

D 

A 

Auger,  Louis  Lemaltre. 

E 

A 

August,  Albert. 

D 

A 

Austin,  Arthur  Everett. 

A 

B 

Austin,  Charles  Gorham  Stubbs. 

D 

D 

Austin,  James  Cornelius. 

D 

A 

Austin,  Lewis  King. 

A 

D 

Avedlslan,  Avedls  Der. 

D 

C 

Averlll,  George  Goodwin. 

A 

A 

Averlll,  Jesse  Howes. 

C 

B 

Averlll,  Mehltable  Merrill. 

A 

D 

Avery,  John  Walte. 

A 

A 

Ayer,  James  Bourne. 

D 

A 

Ayer,  Silas  Hubbard. 

A 

D 

Ayer,  Thomas  Herbert. 

C 

D 

Babbitt,  Charles  Hoi  ton. 

D 

A 

Babbitt,  Henry  Bradford. 

A 

A 

Babbitt,  Warren  Morris. 

D 

A 

Babcock,  Daniel  Arnold. 

A 

D 

Babcock,  Ellsna  Franklin. 

A 

A 

Babcock,  Francis  Lester. 

A 

D 

Bachand,  Joseph. 

B 

B 

Bacon,  Grenville. 

E 

D 

Bacon,  John  Lowell,  Jr. 

E 

A 

Bacon,  Jonas  Edward. 

A 

Bacon,  Joseph  Ambrose  Patrick. 
Bacon,  Newton  Samuel. 
Bacon,  Theodore  Spauldlng. 
Badanes,  Ida. 
Badger,  Fremont  Dayton. 
Badger,  George  Augustus. 
Badger,  George  Sherwln  Clarke. 
Baff,  Max. 
Ball,  John  Warren. 
Bailey,  Charles. 
Bailey,  Charles  Hardy. 
Bailey,  Ernest  Harry. 
Bailey,  George  Guy. 
Bailey,  George  Henry. 
Bailey,  George  Samuel. 
Bailey,  Henry  Plummer. 
Bailey,  Marshall  Henry. 
Bailey,  Stephen  Goodhue. 
Bailey,  Walter  Channlng,  Jr. 
Bailey,  William  Henry. 
Bailey,  William  Howard. 
Bailey,  William  Thomas. 
Balrd,  Julian  William. 
Balrd,  William  Perry. 
Baker,  Albert  8herburne. 
Baker,  Benjamin  Ward. 
Baker,  Chester  Monroe. 
Baker,  Flint  Almena  Jane. 
Baker,  David  Erastus. 
Baker,  Frank. 
Baker,  Frederick  Herbert. 
Baker,  Harry  Beecher. 
Baker,  Jane  Rogers. 
Baker,  Joseph  Calbeck. 
Baker,  Leland  Madden. 
Baker,  Lewis  Forrester. 
Baker,  Lily  Owen. 
Baker,  Osmyn. 
Baker,  William  Henry. 
Baketel,  Roy  Vincent. 
Balch,  Alfred  William. 
Balch,  Franklin  Greene. 
Baloom,  Elmer  Irving. 
Balcom,  George  Franklin. 
Balcom,  John  Alvln. 
Balcom,  Lafayette. 
Baldwin,  Frederick  William. 
Baldwin,  Harrison  Peck. 
Baldwin,  Henry  Cutler. 
Baldwin,  Herman  Trost. 
Baldwin,  Sanford  Oscar. 
Ball,  Charles  Dickens  Evans. 
Ball,  Clarence  Franklin. 
Ball,  Thomas  Joseph. 
Ballance,  William  Pell. 
Ballard,  George  Tyler. 
Ballou,  Henry  Edmund. 
Balmer,  William  Edward. 
Bamjl,  Manak. 
Bancroft,  Edward  Erastus. 
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A 

Bancroft,  George  Andrew. 

A 

E 

Bancroft,  Irving  Reed. 

A 

A 

Bancroft,  Winfred  Baxter. 

D 

D 

Bandlera,  John. 

D 

A 

Banfield,  Francis  Lorlng. 

B 

A 

Bangs,  Cbarles  Howard. 

A 

A 

Bannon,  Bernard  James. 

D 

D 

Bannon,  John  Hugh. 

A 

A 

Barbrlck,  John  Eraser. 

D 

D 

Bard  well,  Frederick  Albert. 

A 

A 

Barlbault,  William  Alfred. 

A 

D 

Baright,  Herbert  Edwin. 

A 

A 

Barker,  Emllie  Jones. 

A 

A 

Barker,  Frank  Justin. 

A 

D 

Barlow,  Myron. 

A 

D 

Barnard,  Belle  Strickland. 

C 

A 

Barnard,  Rebecca. 

D 

A 

Barnaud,  Elle. 

D 

E 

Barnes,  Charles  Hall. 

A 

D 

Barnes,  George. 

A 

A 

Barnes,  Francis  Henry. 

A 

Barnes,  Francis  John. 

A 

I) 

Barnes,  Harry  Aldrich. 

A 

D 

Barnes,  Harry  Lee. 

D 

A 

Barnes,  Henry  Jabez. 

D 

A 

Barnes,  Ida  Florence. 

A 

E 

Barnes,  James  Arthur. 

A 

D 

Barnes,  Lynn  Moore. 

A 

.A 

Barnes,  William  Ellsworth. 

D 

D 

Barney,  Charles  Norton. 

D 

A 

Barney -Hall,  Lucy  Robinson. 

D 

D 

Barraclough,  Alfred  Whitley. 

D 

A 

Barr6,  Joseph  A  lad  In. 

A 

E 

Barrell,  Charles  Sewell. 

A 

A 

Barrell,  George  Morton. 

A 

D 

Barrell,  Mary  Elizabeth. 

A 

D 

Barrett,  Edward  William. 

D 

E 

Barrett,  Joel  Lewis. 

D 

A 

Barrett,  William  Marshall. 

D 

A 

Barrows,  William  Ezra. 

D 

D 

Barry,  Emmet  William. 

A 

D 

Barry,  James  Henry. 

A 

E 

Barry,  Joanna. 

A 

D 

Barry,  John  Aloyslus. 

A 

B 

Barry,  William  Coplnger. 

D 

A 

Barstow,  Benjamin  Packer. 

A 

A 

Barstow,  Henry  Taylor. 

D 

D 

Bartlett,  Charles  Watson. 

D 

D 

Bartlett,  Clarence  Samuel. 

D 

A 

Bartlett,  Frederic  Russell. 

A 

A 

Bartlett,  Oliver  Leslie. 

E 

D 

Bartlett,  Philip  Challls. 

D 

D 

Bartlett,  Robert  Lander. 

A 

E 

Bartlett,  Samuel  Danforth. 

A 

A 

Bartlett,  Solon. 

A 

D 

Bartlett,  Walter  Oscar. 

D 

D 

Bartley,  John  Joseph. 

D 

A 

Bartol,  John  Washburn. 

B 

D 

Bartol,  Edward  Francis  Washburn. 

D 

A 

Barton,  Charles  Herbert. 

E 

Barton,  Chester  Man  ley. 
Barton,  Jedediah  Marcus. 
Barton,  John  Alfred. 
Barton,  Walter  Emery. 
Basford,  James  Lendale. 
Bass,  William. 
Bassett,  Alice  Haley. 
Bassett,  Elton  James. 
Bassow,  George  Joseph. 
Batchelder,  Frederick  Prescott. 
Batchelder,  John  Couch. 
Batchelder,  Mary  Ann. 
Batchelder,  William  Burdett. 
Bateman,  Frank  Elliot. 
Bates,  Everett  Alanson. 
Bates,  Mary  Elizabeth. 
Bates,  Walter  81mpson. 
Bates,  Willard  Asa. 
Battershall,  Joseph  Ward. 
Battershall,  Mary  Hannah  Wolf 

enden. 
Baxter,  Edward  Hooker. 
Baxter,  John. 
Baxter,;Wllliam  Elihu. 
Bayliss,  Andrew. 
Baynum,  Mary  Herrlck. 
Bazln,  Adelard. 
Beach,  Henry  Harris  Aubrey. 
Seal,  Herman  Alaric. 
Beal,  Howard  Walter. 
Beale,  Samuel  Marsden,  Jr. 
Beats,  Arthur  Lorlng. 
Bean,  Charles  Pierce. 
Bean,  George  Henry. 
Bean,  Jacob  Walter. 
Beane,  Newell  Wesley. 
Beaton,  Alexander  Angus. 
Beaton,  Archibald  Edward. 
Seattle,  John. 
Seattle,  Robert  Fowler. 
Beatty,  Franklin  Thomason. 
Beauchamp,  Alms. 
Beauchamp,  Joseph  Octave. 
Beauchamp,  Zenophide. 
Beaulleu,  Francis  Xavler. 
Beaudet,  Napoleon. 
Beckett,  Frank  Henry. 
Beckley,  Chester  Charles. 
Beckner,  Clara  Lee. 
Bedard,  Joseph  Annan d. 
Bedall,  Albert  Richard. 
Beddell,  Charles  Ellsworth. 
Beebe,  George  Hatch. 
Beebe,  John  Belcher. 
Beebe,  Richard. 
Beebe,  Theodore  Chapln,  Jr. 
Beecher,  Clarence  Henry. 
Beecher,  John  Asbury. 
Beede,  M.  Josephine. 
Beerlng,  Frederick  William,  Jr. 
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D 

Beharrell,  Sarah  Elisabeth. 

D 

Blcknell,  Ralph  Emerson. 

A 

Beland,  Henry  Severin. 

E 

Blcknell,  William  Horace. 

A 

Belanger,  David  Simeon. 

D 

Bigelow,  Alfred  Mahlon. 

D 

Belden,  Albert  Matson. 

A 

Blgelow,  Charles  Edwin. 

E 

BekUng,  John  Eastman. 

A 

Bigelow,  Enos  Hoyt. 

D 

Belknap,  James  Lyman. 

A 

Bigelow,  William  Sturgis. 

B 

Bell,  Christina  Eunice  Crawford. 

A 

Bill,  Harriet  Parmenter. 

A 

Bell*  George  Parson. 

A 

Billings,  William  Chester. 

A 

Bell,  Homer  Simpson. 

A 

Bllodeau,  Wencelas. 

A 

Bell,  James  Bachelder. 

E 

Blnford,  Ferdinand  Augustus. 

D 

Bell,  Robert  Eddy. 

B 

Bingham,  Edna  Mel  via. 

A 

Bell,  William  Appleton. 

D 

Bingham,  Russell. 

P 

Bellamy,  William  Woolsey. 

D 

Binney,  Horace. 

D 

Bellehnmeur,  Stanislas  David. 

B 

Birch,  Sylvanus  Jutklns. 

A 

Bellows,  Howard  Perry. 

D 

BIrchard,  George  Grant. 

D 

Belt,  Edward  Jones. 

A 

Blrdseye,  Frederick  Gould. 

A 

Bemls,  Charles  Albert. 

A 

Birge,  Ella  Freeman. 

A 

Bemls,  Charles  Vose. 

A 

Blrge,  William  Spafard. 

A 

Bemls,  John  Merrick. 

B 

Birmingham,  Lewis  Haydn. 

A 

Bemls,  Merrick. 

D 

Birmingham,  Louis  Howland. 

E 

Bemls,  Oscar  Adelbert. 

A 

Birmingham,  Robert  Michael,     t 

D 

Bender,  Prosper. 

D 

Blron,  Joseph  Frederic  Rodolphe. 

D 

Benjamin,  Walter  Robinson. 

A 

Blrtwell,  Charles  Ebenezer. 

A 

Benner,  Bnrnham  Roswell. 

D 

Bishop,  Franklin  Lee. 

D 

Benner,  Herbert  Orray. 

B 

Bishop,  Henry  Earl. 

D 

Bennett,  Ernest  Wale  worth. 

B 

Bishop,  Jane  Emma. 

A 

Bennett,  Frederick  Sherwln. 

D 

Blxby,  Ernest  Pierre. 

A 

Bennett,  John  Hllman. 

A 

Bixby,  Joslah  Peet. 

A 

Bennett,  William  Henry. 

D 

Black,  George  Luke. 

D 

Bennett,  William  Hurlburt. 

E 

Black,  James  Stanislaus. 

A 

Bennltt,  Francis  Marlon. 

D 

Black,  Jotham  Freathy. 

A 

Benolt,  Benjamin. 

A 

Blackmer,  John. 

A 

Benoit,  Louis  Raymond. 

E 

Blackmore,  Richard,  Jr. 

D 

Benson,  Charles  Sweetser. 

A 

BlackwoodChamberlaln,  Ellen 

A 

Bent,  Gilbert  Wesley  Warren. 

Ramsdell. 

D 

Berg,  Tekla  Amalla  Joseflna. 

D 

Blaine,  Walter  Edward. 

E 

Bergengren,  Charles  Henry. 

A 

Blair,  Arthur  Walter. 

B 

Bergengren,  Frederick  Wllhelm 

D 

Blair,  George  Kennlston. 

Alexis. 

A 

Blair,  James  Franklin. 

A 

Bergeron,  Francois  de  Borgia. 

A 

Blair,  John. 

A 

Bergeron,  Seraphln  Ensebe. 

D 

Blair,  Orland  Rossini. 

D 

Bergeson,  John. 

A 

Blals,  Pierre  Gaspard. 

D 

Bergln,  Stephen  Albert. 

A 

Blalsdell,  George  Warren. 

D 

Bergwall,  Walter. 

A 

Blalsdell,  James  Edward. 

B 

Berkman,  David  Wulf . 

A 

Blalsdell,  Walter  Channlng. 

D 

Berlin,  Fanny. 

A 

Blake,  Charles  Abbott. 

A 

Bernard,  Barnard  Lecherzack. 

A 

Blake,  Clarence  John. 

D 

Bernard,  Flocker. 

A 

Blake,  Harrison  Gray. 

D 

Bernauer,  Emil  Constantlne. 

E 

Blake,  James  Henry. 

E 

Bernler,  Joseph  Adolphe. 

A 

Blake,  John  Bapst. 

E 

Berry,  Charles  Francis. 

A 

Blake,  John  George. 

D 

Berry,  John  Cutting. 

A 

Blake,  Le  Grand. 

A 

Berry,  Lauriston. 

B 

Blake,  Mary  Jane. 

D 

Berry,  Walter  Durant. 

A 

Blake,  Warren  Perkins. 

A 

Bertram,  William  Henry. 

D 

Blakely,  David  Newton. 

D 

Bertrand,  Alexis  Evarlste. 

A 

Blanchard,  Albert  Henry. 

D 

Berwick,  James  Roderick. 

A 

Blanchard,  Benjamin  Seaver. 

A 

Best,  Enoch  George. 

D 

Blanchard,  Randall  Howard. 

A 

Bethune,  Donald  John. 

A 

Blanchard.  Walter  Irving. 

A 

Betts,  Helen  Loretta. 

A 

Blanchette,  Alexander. 
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D  Blanchette,  William  Henry. 

A  Bliss,  George  Dan  forth. 

D  Biles,  Jesse  Leonti. 

A  Bliss,  Wilbur  Howard. 

A  Blodgett,  Albert  George. 

A  Blodgett,  Albert  Novates. 

A  Blodgett,  Charles. 

D  Blodgett,  Harry  Percival. 

D  Blodgett,  John  Hammond. 

D  Blodgett,  John  Henry. 

A  Blodgett,  Stephen  Haskell. 

D  Blodgett,  William  Ernest. 

A  Blood,  Robert  Allen. 

A  Blossom,  Anne  Mooers. 

D  Boardman,  Albertns  Kellogg. 

A  Boardman,  William  Elbridge. 

A  Boardman,  William  Sydney. 

E  Bodflsh,  Gertrude  Trevette. 

D  Bohemler,  Joseph  Eugene  Napo- 
leon. 

•  A  Boland,  Ellsha  Shepherd. 
D  Bolles,  Celia  June. 

A  Bolles,  William  Palmer. 

D  Bolster,  Augustus  Sargent. 

A  Bolton,  Charles  James. 

D  Bolton,  William  Jackson. 

D  Bommarlto,  Paolo. 

A  Bond,  Aaron  John. 

A  Bond,  Sarah  Adams. 

E  Bond,  Walter  Legrand. 

A  Bond,  Willis  George. 

A  Bongartz,  Walter  Eugene. 

D  Bonnar,  James  Miller. 

D  Bonney,  Charles  Austin,  Jr. 

A  Bonney,  Franklin. 

D  Bonney,  Robert. 

C  Bony  man,  Harry  Evan. 

D  Boodro,  William  Henry. 

A  Boody,  Charles  Hayes. 

D  Boomhower,  Alberta  8ylvla. 

D  Boos,  William  Frederick. 

A  Booth,  Anthony  Francis. 

C  Booth,  Edward  Chauncey. 

A  Booth,  Robert. 

A  Boom,  Augustus  Keefer. 

D  Borden,  Charles  Richardson  Cobb. 

A  Borden,  Henry  Francis. 

*  A  Bossldy,  John  Collins. 

A  Bos  worth,  John  William. 

A  Bothfeld,  James  Francis. 

A  Bottomley,  John  Taylor. 

A  Boucher,  George  Alphonse. 

A  Boucher,  Joseph  Adelard. 

A  Bough,  Irvin  Gustavus. 

E  Bouin,  Charles. 

A  Boulay,  Josephus  Charles. 

A  Bourbonnais,  Hermangilde. 

D  Boutelle,  Harry  Clifton. 

D  Bo wd Itch,  Henry  Ingersoll. 

A  Bowditch,  Vincent  Yardley. 


E  Bo  wen,  Alfred  Preston. 

D  Bowen,  Arthur  Hosmer. 

E  Bowen,  Fred  J. 

A  Bowen,  John  Templeton. 

A  Bowen,  Merritt  Alphonso. 

A-  Bowen,  Seabnry  Warren. 

D  Bowers,  Elbern  Taylor. 

A  Bowers,  Walter  Prentice. 

A  Bowker,  Alphonso  Varion. 

A  Bowker,  Charles. 

C  Bowker,  Everett  M. 

B  Bowker,  Horace  Leander. 

A  Bowker,  John  Copps. 

B  Bowker,  Samuel  Dawes. 

A  Bowles,  George  Hall. 

A  Bowles,  Stephen  Wallace. 

E  Bowman,  Alfred  Winthrop. 

D  Bowman,  Anthony  William. 

A  Bowman,  Fred  Raymond. 

C  Bowman,  Winthrop  Height. 

A  Boyd,  Herbert  Drummond. 

D  Boyd,  James  Van  Wagner. 

D  Boyce,  Alvln. 

B  Boyer,  Joel. 

D  Boyer,  Joseph  Napoleon. 

D  Boylan,  Thomas  Edward. 

C  Boyle,  Alfred  John. 

D  Boyle,  Frank  Meagher. 

D  Boyle,  Thomas  Patrick. 

B  Boynton,  Edwin  Moses. 

E  Boynton,  Henry  Bullard. 

B  Boynton,  Stella. 

A  Brace,  George  Welles. 

A  Brackett,  Elizabeth  Annastada. 

A  Brackett,  Elliott  Gray. 

A  Brackett,  Humphrey  Fall. 

A  Bradbury,  Charles  Huntress. 

A  Bradbury,  John  Elmer. 

A  Bradford,  Cary  Carpenter. 

A  Bradford,  Edward  Hlckllng. 

A  Bradford,  Henry  Wlthlngton. 

A  Bradford,  Oliver  Leach. 

A  Bradley,  Charles  How. 

A  Bradley,  Charles  8eyuiour. 

A  Bradley,  Hannah  Laura. 

D  Brady,  Frederic  Le  Brun. 

D  Brady,  James  Francis. 

A  Bragdon,  George  Albert. 

C  Bragdon,  Horace  Elwood. 

A  Bragg,  Francis  Adelbert.    ' 

D  Bragg,  Leslie  Raymond. 

A  Bralnerd,  John  Bliss. 

D  Bralnerd,  Walter  8cott. 

A  Braird,  William  Henry. 

A  Braley,  Henry  Hudson. 

D  Branch,  Charles  Franklin. 

B  Brande,  Charles  Drake. 

A  Brandt,  William  Eugene. 

A  Branscomb,  William  Gower. 

A  Bray,  Amanda  Currier. 
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A 

Bray,  Edward  Van  Deusen. 

A 

D 

Brayton,  Roland  Walker. 

D 

A 

Breokt  Samuel. 

A 

A 

Breck,  Theodore  Frelinghuysen. 

A 

K 

Breed,  Nathaniel  Perkins. 

D 

D 

Breed,  Nathaniel  Pope. 

A 

D 

Breitllng,  Joseph  Cnshman. 

D 

D 

Bremer,  John  Lewis. 

A 

A 

Brennan,  John  Joseph. 

D 

E 

Brennan,  Joseph  Thomas  Louie. 

A 

A 

Bresenham,  Charles  Wilson. 

A 

B 

Breton,  Joseph  Henry. 

A 

D 

Brett,  Edward  Joseph. 

A 

A 

Brett,  Frank  Wallace. 

D 

A 

Brewster,  George  Washington 

D 

Wales. 

D 

A 

Brewster,  James  Bartlett. 

A 

A 

Brewster,  Mary  Jones. 

A 

A 

Brick,  Francis. 

B 

D 

Brlckett,  Beatrice  Hannah. 

A 

D 

Bridge,  Emma  Frances. 

A 

A 

Brldgham,  Charles  Burr. 

A 

D 

Bridgham,  Samuel  Crosby. 

A 

D 

Brldgman,  Burt  Nichols. 

D 

D 

Briggs,  Albert  Simmons. 

D 

A 

Briggs,  Charles  Albert. 

A 

D 

Briggs,  Charles  Edwin. 

D 

A 

Briggs,  Charles  Poor. 

A 

A 

Briggs,  Clifton  Dean. 

B 

A 

Briggs,  Edward  Cornelius. 

A 

A 

Briggs,  Frederic  Melancthon. 

D 

B 

Briggs,  James  Henry. 

A 

A 

Briggs,  Joseph  Emmons. 

A 

D 

Briggs,  Lloyd  Vernon. 

D 

D 

Brigham,  Clarence  Sumner. 

A 

A 

Brlgham,  Edwin  Howard. 

A 

A 

Brigham,  Frank  Fontelle. 

D 

D 

Brigham,  Fred  Clayton! 

D 

A 

Brigham,  Hubbard  Hammond. 

A 

D 

Brigham,  Percy  Herbert. 

A 

D 

Brlghtman,  Helen. 

A 

A 

Brimmer,  Ida  Luclnda. 

A 

D 

Brindamour,  Joseph  Edmond. 

B 

A 

Brindlsl,  Rocco. 

B 

A 

Bristett,  Henry  Rupert. 

D 

E 

Broadbrldge,  Harry  Norman. 

B 

A 

Brock,  Charles  Fremont. 

A 

E 

Brock,  Laurence  Ambrose. 

A 

A 

Brockway,  Charles  Henry. 

D 

D 

Broderick,  Frank  Patrick. 

A 

A 

Broderlck,  Thomas  Joseph. 

A 

D 

Broga,  William  Wallace. 

A 

A 

Broidrick,  James  Patrick. 

A 

D 

Brooks,  Edith  May. 

D 

B 

Brooks,  George  Frederick. 

A 

D 

Brooks,  Ida  Joe. 

D 

A 

Brooks,  James  Fenner. 

A 

A 

Brooks,  Lawton  Stickney. 

A 

A 

Brooks,  Samuel  Doollttle. 

A 

D 

Brooks,  Simeon  Pomeroy. 

A 

Brooks,  William  Allen,  Jr. 
Brosseau,  Wilfrid  Arthur. 
Brough,  David  Dandle. 
Brough,  Frank  Thomson. 
Broughton,  Arthur  Nicholson. 
Broughton,  Henry  White. 
Brousseau,  William  Gilbert. 
Brown,  Alden  Woodbrldge. 
Brown,  Alphonso  Bickford. 
Brown,  Anthony  Leopold. 
Brown,  Charles  Robinson. 
Brown,  Daniel  Eugene. 
Brown,  Daniel  Joseph* 
Brown,  Daniel  Rollins. 
Brown,  Edward  Manning. 
Brown,  Edward  Wells. 
Brown,  Edwin  Coleman. 
Brown,  Electa  Ann. 
Brown,  Eugene  Merchants. 
Brown,  Francis  Henry. 
Brown,  Frank  Byron. 
Brown,  Frederick  Augustus. 
Brown,  George  Artemns. 
Brown,  George  Christopher. 
Brown,  Harry  Albertus. 
Brown,  Henry  Rlenzl. 
Brown,  Henry  Rolf. 
Brown,  Henry  Wilson. 
Brown,  Jacob  Wales. 
Brown,  John  Peaslee. 
Brown,  Luther  Alnslee. 
Brown,  Marshall  Lebanon. 
Brown,  Martin  Millard. 
Brown,  Melvln  James. 
Brown,  Urestes  Morton. 
Brown,  Orland  Jonas. 
Brown,  Percy  Emerson. 
Brown,  Phoebe  Day. 
Brown,  Plumb,  Jr. 
Brown,. Roscoe  Ellsworth. 
Brown,  Wallace  Everett. 
Brown,  Wilfred  Gardner. 
Brown,  William  Edward. 
Brown,  William  Francis. 
Brown,  William  John. 
Brown,  William  Ronald. 
Brown,  William  Symington. 
Brown,  Windsor  Aldrlch. 
Browne,  John  George. 
Browne,  Percy  Gilbert. 
Browne,  Proctor  Kinsman. 
Browne,  Will  Warpool. 
Brownell,  De  Ette. 
Brownrigg,  Albert  Edward. 
Brownrlgg,  John  Sylvester. 
Bruce,  Charles  Wesley. 
Bruce,  Daniel  Angus. 
Bruce,  Emily  Allen. 
Bruce,  Frank  Colverd. 
Bruce,  John  Angus. 
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D  Brunelle,  Pierre. 

D  Brunet,  Michel. 

D  Brush,  Frederic  Louis. 

A  Bryant,  Alice  Gertrude. 

A  Bryant,  Anna  Mary  Dorr. 

D  Bryant,  Charles  Sawyer. 

A  Bryant,  Edward  Gil  man. 

D  Bryant,  Fred. 

A  Bryant,  Giles  Walte. 

A  Bryant,  John. 

D  Bryant,  John  Edmund. 

A  Bryant,  Lewis  Lincoln. 

A  Bryant,  Virginia  Frances. 

A  Bryant,  William  Sohler. 

D  Bryer,  James  Allen. 

A  Bryson,  Adelbert  Allen. 

A  Buck,  Augustus  Walter. 

A  Buck,  Charles  John. 

D  Buck,  Edward- Terry. 

C  Buck,  Howard  Mendenhall. 

D  Buck,  Maurice  A  lion. 

A  Buckingham,  Edward  Marshall. 

D  Buckley,  James  Thomas. 

A  Buckley,  John  Francis. 

A  Buckley,  Philip  Townsend. 

D  Buckley,  William  Stephen. 

D  Buehler,  George  Tan  Busklrk. 

D  Buffam,  William  Henry. 

E  Bufford,  John  Henry. 

D  Buffum,  Herbert  Edwin. 

D  Bugbee,  Marion  Louise. 

D  Buhrman,  Ettle  Ray. 

A  BulAnch,  George  Greenleaf . 

E  Bulkeley,  Frank  Stedman. 

A  Ballard,  George  Ell. 

A  Bullard,  Herbert  Cutler. 

C  Bullard,  John  Thornton. 

A  Bullard,  William  Norton. 

C  Bullock,  Edwin  Warren. 

A  Bullock,  George  Dexter. 

D  Bump,  Lewis  Nye. 

C  Bumpstead,  Serano  Edwards 

D  wight. 

A  Bundy,  Frank  Eastman. 

D  Bunker,  Frederic  Story. 

D  Bonn,  Frank  Caulkins. 

C  Burchmore,  Charles  Francis 

Preston. 

E  Burden,  Ernest  Druecllla. 

A  Burge,  William  Prentice. 

B  Burgess,  Albert  Llndsey. 

D  Burgess,  Charles  James. 

A  Burgess,  Oliver  Graham. 

D  Burke,  Ernest  Gisborne. 

A  Burke,  James  Joseph. 

D  Burke,  Michael  Francis. 

D  Burke,  Walter  Thomas. 

A  Burke,  William  George. 

D  Burke,  William  Henry. 

A  Burleigh,  Charles. 


A  Burleigh,  Frederick  Wing. 

D  Burleigh,  Bobert  Fletcher. 

D  Burley,  Benjamin  Thomas. 

D  Burnell,  Charles  Wlllard. 

A  Burnett,  Frank  George. 

A  Burnett,  Frank  Hollis. 

A  Burnett,  Fred  Nelson. 

A  Burnett,  Theodore  Crete. 

I)  Burnett,  William  Walton. 

D  Burnette,  John  Everett. 

A  Burn  ham,  Charles  Abraham. 

A  Burnham,  Elmond  Arthur. 

D  Burnham,  Frederick  Gray. 

D  Burnham,  Joseph  Forrest. 

D  Burnham,  Melvin  Page. 

D  Burns,  Frederick  Stanford. 

A  Burns,  Hiram  Hutchins. 

D  Burpee,  Carroll  Colby. 

D  Burque,  Joseph  George. 

A  Burr,  Charles  Henry. 

D  Burr,  Noah  Arthur. 

A  Burrage,  Walter  Lincoln. 

A  Burrell,  Benjamin  Henry. 

A  Burrell,  Herbert  Leslie. 

D  Burroughs,  Amelia. 

D  Burt,  Charles  Kellogg. 

D  Burt,  Edward  Walter. 

A  Burt,  Frank  Leslie. 

A  Burtch,  Harry  Merceln. 

A  Burton,  Charles  William. 

D  Burton,  James. 

A  Burton,  Stephen  Caspar. 

D  Bush,  Arthur  Dermont. 

D  Bush,  Charles  William. 

A  Bush,  John  Standlah  Foster. 

C  Bushee,  James  Anson. 

D  Bushnell,  Edward  Henry. 

A  Bushnell,  Homer. 

D  Buswell,  Albert  Currier. 

B  Buswell,  Arthur  True. 

E  Butler,  Charles  Shorey. 

D  Butler,  David  Presbury,  Jr. 

D  Butler,  George  Edward. 

A  Butler,  John  Edward. 

D  Butler,  Richard  Bernard. 

D  Butler,  Rodman. 

A  Butler,  Winthrop. 

D  Butler,  William  Hodnett. 

D  Buttler,  Charles  Voorhees. 

B  Butman,  Willi  am  Aaron. 

A  Butterfleld,  George  Washington. 

C  Butterworth,  Mary  France*. 

A  Buzaell,aDaniel  Thompson. 

A  Bychower,  Victor. 

D  Byers,  David  Walter. 

D  Byrne,  Charles  Armstrong. 

A  Cabana,  Louis  Victor. 

A  Cabot,  Arthur  Tracy. 

D  Cabot,  Hugh. 

A  Cabot,  Richard  Clark. 
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D 

Cadigan,  John  Joseph. 

D 

Carl,  Bertha  Frederica. 

A 

Cahlll,  Charles  Sumner. 

D 

Carl,  Isaac  Daniel. 

A 

Cahlll,  Eliza  Buckman. 

C 

Carle  ton,  Dudley. 

A 

Cahlil,  George  Stephen. 

A 

Carleton,  Francis  Boyd. 

E 

Cahlll,  John  Thomas. 

A 

Carleton,  Ralph. 

A 

Caiger,  Albert  Edward. 

A 

Carleton,  Charles  Greenleaf . 

C 

Cain,  Henry  Walter. 

A 

Carleton,  Charles  Horace. 

B 

Cain,  Maude  Florence. 

A 

Carleton,  Elizabeth  Abbott. 

A 

Cain,  Willie  George. 

C 

Carlton,  Mary  Elizabeth. 

E 

Calsse,  George  Emlle. 

A 

Carmlchael,  John  Hosea. 

D 

Caithness,  George  Eager. 

B 

Carmody,  William  Francis. 

A 

Calder,  James  Squalr. 

A 

Carolin,  William  Terence. 

A 

Calderwood,  Samuel  Herbert. 

D 

Caron,  Amable  Berthelat. 

D 

Caldwell,  Albert  Francis,  Jr. 

D 

Carothers,  William  Harsha. 

C 

Caldwell,  George  Peters. 

A 

Carpenter,  Edward  Annon. 

A 

Calkins,  Barry  Howes. 

B 

Carpenter,  George  Clifton. 

A 

Calkins,  Cheney  Hosmer. 

A 

Carpenter,  Helen  Braddock. 

D 

Calkins,  Irving  Romaro. 

B 

Carpenter,  Julia  May. 

A 

Calkins,  Marshall. 

B 

Carpenter,  Mary  Adelaide. 

A 

Call,  Emma  Louisa. 

B 

Carpenter,  Sylvester  Stiles. 

D 

Callahan,  Joseph  Thomas. 

A 

Carpenter,  William  Henry. 

A 

Callanan,  Sampson  Aloysius. 

D 

Carr,  Christopher  James. 

A 

Callender,  Charles  Harlow. 

D 

Carr,  Bernard  Joseph. 

D 

Calnane,  John  Andrew. 

A 

Carr,  Frank  Fletcher. 

D 

Cameron,  Charles  Ernest. 

D 

Carr,  George  Byron. 

A 

Cameron,  Ewan. 

A 

Carr,  Lucy  Stearns. 

C 

Camflll,  Robert  Emmet. 

A 

Carr,  Walter  Sherman.                    ' 

A 

Camp,  Charles  Wei  ford. 

B 

Carroll,  Elizabeth  Minnette. 

A 

Camp,  Mary  Augusta. 

A 

Carroll,  Francis  Edward. 

D 

Campbell,  Annie  Butterfield. 

A 

Carroll,  John  Aloysius. 

C 

Campbell,  Benjamin  Franklin. 

D 

Carroll,  John  Philip. 

D 

Campbell,  Franklin  Edward. 

A 

Carrol],  Thomas  Francis. 

A 

Campbell,  Fidelia  Green. 

D 

Carrol],  Thomas  Francis. 

B 

Campbell,  Henry  French. 

A 

Carroll,  William  Edward. 

B 

Campbell,  James  Parker. 

A 

Carruth,  Sidney  Stetson. 

D 

Campbell,  Josiah  Calvin. 

D 

Caraley,  Sidney  Raymond. 

D 

Campbell,  Kleber  Alexander. 

A 

Carson,  Paul. 

D 

Campbell,  Matthew  Philip. 

B 

Carter,  Curtis  Sumner. 

A 

Campbell,  Patrick  Henry. 

A 

Carter,  Frank  Henry. 

E 

Campbell,  Sheldon  Samuel 

A 

Carter,  Mills  Olcott. 

Stratton. 

A 

Carter,  Robert  Lindsey. 

D 

Cane,  Francis  Edward. 

C 

Carter,  Theron  Harlow. 

D 

Canedy,  Charles  Francis. 

B 

Carver,  Ichabod. 

A 

Canedy,  Francis  Joel. 

A 

Carvill,  Alphonso  Holland. 

A 

Canedy,  Fred  Snow. 

D 

Cary,  Foster  Harrington. 

D 

Canedy,  Ran s ford  De  Los. 

D 

Casgraln,  Charles  Arthur. 

D 

Canfeld,  Ralph  Metcalf. 

D 

Casselbury,  Clarence  Marmaduke. 

D 

Can  field,  Roy  Bishop.   "* 

D 

Castillo,  Frank  Martin  del. 

D 

Canney,  Ellen  Rose. 

D 

Castle,  Edward  Beardslee. 

B 

Canning,  John  Francis. 

A 

Castle,  James. 

A 

Cannon,  David  Howland. 

D 

Cate,  Frederick  Symon. 

D 

Capelle,  Charles  Stanislaus. 

A 

Cate,  George  Riley. 

D 

Capen,  Elwyn  Wlnslow. 

F 

Cate,  Shadrack  Me  lien. 

A 

Capen,  Samuel  Ross,    i 

D 

Caulfleld,  George  Be  res  ford. 

A 

Capen,  Thomas  Allyn. 

E 

Caul  field,  Thomas  Edward. 

D 

Capps,  Joseph  Almarin. 

C 

Cavanagh,  Charles  Russell. 

D 

Carbone,  Giovanni. 

A 

Cavanagh,  Walter  James. 

A 

Card,  Frank  Edwin. 

D 

Cavanangh,  Loretta  Katherlne. 

D 

Card,  Horatio  Smith. 

D 

Cavanaugh,  Mortimer  Thorn  a*. 

E 

Garden,  Charles  James. 

D 

Cavanaugh,  Thomas  Edward. 
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D 

• 
Caverly,  Charles  Frank,  Jr. 

A 

Chase,  John  Win  slow. 

D 

Cawley,  Ernest  Guy. 

A 

Chase,  Joseph,  Jr. 

A 

Cetce,  Frank  Frederick. 

A 

Chase,  Richard  Fitch. 

A 

Celce,  Jean  Henriette. 

D 

Chase,  Walter  Greenongh. 

D 

Cbace,  Ann  H. 

A 

Chase,  William  Bradley. 

A 

Cbadbourne,  Arthur  Patterson. 

D 

Chausse,  Joseph  Arthur. 

C 

Chadwick,  Henry  Dexter. 

A 

Cheever,  Clarence  Alonzo. 

A 

Chadwlck,  James  Read. 

D 

Cheever,  David. 

D 

Chaffers,  Joseph. 

A 

Cheever,  David  Williams. 

A 

Chagnon,  Charles  Kmlle. 

D 

Cheever,  John  Howard. 

A 

Chagnon,  Joseph  Samuel. 

A 

Chenery,  William  Ellsha. 

A 

Chagnon,  Wlnceslas  John  Baptlste. 

D 

Chenevert,  Joseph  Ovlde. 

A 

Chalifaux,  Joseph  Hermenlgilde. 

D 

Cheney,  Ernest  Llnwood. 

A 

Chalmers,  Robert. 

A 

Cheney,  Frederick  Edward. 

A 

Chamberlain,  George  Felton. 

D 

Cheney,  Hairy  Cleveland. 

D 

Chamberlain,  George  BUlott. 

A 

Cheney,  Oscar  Dustin. 

A 

Chamberlain,  George  Washington. 

B 

Cherry,  James  B. 

A 

Chamberlain,  Myron  Leon. 

D 

Chesley,  Alice  Maud  Mary. 

A 

Chamberlain,  William  Engene. 

D 

Chestnutt,  Arthur  Allan. 

A 

Chamberlin,  Edward  Henry. 

B 

Chick,  William  Harrison. 

B 

Chamberlin,  James  Preacott. 

C 

Chicolne,  Isidore  Hermanigilde. 

D 

Chamberlin,  Theodore. 

A 

Child,  Edward  Moaes. 

A 

Champlin,  Martha  Godfrey. 

D 

Childs,  Alfred  Henry. 

A 

Chandler,  Henry  Beckles. 

A 

Childs,  Helen  Slmonds. 

B 

Chandler,  Ira. 

A 

Chlpman,  Anna  Mary. 

A 

Chandler,  Lather  Graves. 

A 

Chipman,  William  Reginald. 

<      A 

Chandler,  Norman  Fitch. 

A 

Chlrurg,  Michael. 

D 

Chandler,  Thomas  Evans. 

D 

Chlsholm,  Miles  Dudley. 

A 

Channlng,  Walter. 

A 

Chlsbolm,  William  James. 

D 

Chapin,  Alva  Le  Roy. 

A 

Chlsholm,  William  Parmer. 

D 

Chapin,  Clifford  Samuel. 

A 

Choate,  David. 

A 

Chapin,  Delia  Lucretla. 

D 

Choate,  Horace  Henry. 

A 

Chapin,  Frederic  Wilcox. 

E 

Cholerton,  Herbert. 

A 

Chapin,  Walter  Henry. 

E 

Choquette,  Joseph  Henry. 

A 

Chapman,  Charles  Ratchford. 

D 

Chorlian,  Klrkor  Hovluinnes. 

D 

Chapman,  Howard  Jones. 

E 

Christian,  Andrew  Forest 

D 

Chapman,  William  Lewis. 

D 

Chrystal,  Michael  Henry. 

D 

Chaput,  Henry  Ernest. 

A 

Chubbuck,  Lurana  Abbie. 

A 

Charbonneau,  Joseph. 

A 

Church,  Adallne  Barnard. 

D 

Charbonneau,  Noe  Napoleon. 

A 

Church,  Benjamin  Taylor. 

A 

Charbonneau,  Oliver. 

D 

Church,  Charles  Albeit. 

A 

Charles,  Orlando  Warrington. 

A 

Church,  Herbert  Ashley. 

D 

Cbarron,  Joseph  Roaario. 

D 

Church,  Mary  Violet- 

D 

Charteris,  Mary  Alena. 

D 

Church,  Russell  Shepard. 

A 

Chase,  Arthur  Brown. 

E 

Churchill,  Donald. 

A 

Chase,  Augustus  Lucius. 

E 

Churchill,  John  Darling. 

A  * 

Chase,  Charles  Edmond. 

C 

Chute,  Arthur  Lambert. 

C 

Chase,  Charles  Tristram. 

A 

CiHey,  Daniel  Plumer. 

D 

Chase,  Daniel  Emery,  Jr. 

A 

Cilley,  Orran  George. 

A 

Chase,  Dc Forest  Woodruff. 

B 

Clafiln,  Anna  Frances. 

D 

Chase,  Edwin  Llewellyn. 

A 

Clancy,  William  Henry. 

A 

Chase,  Ell  Ayer. 

E 

Clap,  Edmund  Wright. 

D 

Chase,  Frank  Hills. 

E 

Clapp,  Arthur  Martin. 

A 

Chase,  Henry  Melville. 

A 

Clapp,  Frank  Horace. 

D 

Chase,  Henry  Melville. 

A 

Clapp,  Herbert  Codman. 

A 

Chase,  Heman  Lincoln. 

A 

Clapp,  James  Wilkinson. 

A 

Chase,  Herbert  Augustus. 

B 

Clarendon,  James  Campbell. 

A 

Chase,  Hiram  Luce. 

D 

Clark,  Albert  Ulysses  Franklin. 

A 

Chase,  Horace. 

A 

Clark,  Caleb  Wakefield. 

A 

Chase,  Iran  Eaton. 

A 

Clark,  Clinton  Dewey. 
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A 

Clark,  David. 

D 

Cleveland,  T*heodore  Parkman. 

D 

Clark,  Edward  James. 

D 

Cliff,  Alfred  Addlngton. 

D 

Clark,  Elliott  Mason. 

A 

Cliff,  Leander  Albert. 

D 

Clark,  Ezra  W. 

C 

Cllft,  Joseph  Wales. 

D 

Clark,  Franklin  Edward. 

A 

Clock,  Frank  Benson. 

C 

Clark,  Frederick  Lincoln. 

E 

Closson,  Leon  Monroe. 

D 

Clark,  Frederick  Timothy. 

D 

Cloudman,  Harry  Radcllffe. 

D 

Clark,  Genevieve. 

B 

Clough,  Charles  William.       * 

A 

Clark,  George  Henry. 

E 

C  lough,  Frank  Herbert. 

A 

Clark,  George  Still  man. 

A 

Cloutier,  Felix  Joseph.     * 

A 

Clark,  Homer.             ' 

A 

Coady,  Patrick  Francis. 

A 

Clark,  Henry  Frederick. 

A 

Cobb,  Albert  Crocker. 

A 

Clark,  Jamea  Colby  Dorr. 

A 

Cobb,  Carolus  Melville. 

A 

Clark,  James  Samnel. 

A 

Cobb,  Charles  Henry. 

A 

Clark,  John  Marther. 

*      A 

Cobb,  Farrar  Crane. 

A 

Clark,  Joseph  Eddy. 

A 

Cobb,  Frederic  Codman. 

A 

Clark,  Joseph  Leonldas. 

A 

Cobb,  Harriet  Hodges. 

A 

Clark,  Julias  Stimpson. 

D 

Cobb,  Oliver  Warren. 

A 

Clark,  Leonard  Brown. 

A 

Coburn,  Henry  Harrison. 

A 

Clark,  May  Chadbourn. 

A 

Coburn,  William  Franklin. 

A 

Clark,  Seth  Corbin. 

A 

Cochran,  George  Buck. 

A 

Clark,  Sidney  Avery. 

A 

Cochran,  William  James. 

A 

Clark,  Stephen  Wilson. 

A 

Codding,  Edwin  Hayden. 

D 

Clark,  Thomas  Francis. 

C 

Codman,  Ernest  Amory. 

A 

Clark,  Theodore  Wright. 

E 

Cody,  Joseph  John. 

D 

Clark,  Walter  Almon. 

A 

Cody,  Edmond  Francis. 

A 

Clark,  Walter  Thomas. 

E 

Coe,  Richard. 

D 

Clark,  William  Goodwin  Chad- 

D 

Coffey,  Leonard  James. 

bourne. 

A 

Coffin,  Arthur  Baylies. 

A 

Clarke,  Augustus  Peck. 

D 

Coffin,  Frank  Herbert. 

A 

Clarke,  Edith  Leavitt. 

A 

Coffin,  John  Lambert. 

A 

Clarke,  Edwin  Augustus. 

A 

Coffin,  Juliet  Evelyn. 

A 

Clarke,  George  Clarendon. 

D 

Coffin,  Rockwell  Augustus. 

D 

Clarke,  George  Haven. 

D 

Coffrey,  William  Francis. 

A 

Clarke,  George  Salisbury. 

A 

Cogan,  Joseph  Ambrose. 

A 

Clarke,  Henry  Little. 

E 

Cogari,  Thomas  Francis. 

A 

Clarke,  Israel  James. 

C 

Coggeshall,  Frederic. 

B 

Clarke,  John  Henry. 

A 

Coggin,  David. 

A 

Clarke,  Joseph  Pay  son. 

A 

Coghlan,  John  Nichols. 

D 

Clarke,  Joshua  Williams. 

A 

Cogswell,  Charles  Frederick. 

A 

Clarke,  Louis  Henry. 

A 

Cogswell,  Charles  Hale. 

A 

Clarke,  Maurice  Dwight. 

A 

Cogswell,  Edward  Russell. 

A 

Clarke,  Mortimer  Hall. 

A 

Cogswell,  George  Proctor. 

D 

Clarke,  Thomas  Michael. 

A 

Cogswell,  William,  Jr. 

A 

Clarke,  William  Crocker. 

D 

Cohan,  Francis  Henry. 

C 

Clarke,  William  Johnson. 

D 

Cohill,  David  Young. 

D 

Clarke,  William  Thomas. 

D 

Colburn,  Frederick  Wilkinson. 

E 

CI  ark  son,  Thomas  Carbarns. 

D 

Colburn,  Harry  Hayford. 

D 

Cleary,  James. 

A 

Colby,  Edward  Porter. 

D 

Cleaveland,  Daniel  Atheam. 

A 

Colby,  Edwin  Alonzo. 

E 

Cleaves,  Ezra  Eames. 

D 

Colby,  Fred  Bennett. 

D 

Cleaves,  Frederick  Henry. 

D 

Colby,  Gilman. 

A 

Cleaves,  James  Edwin. 

B 

Colby,  Sarah  Ann. 

D 

C leghorn,  Allen  MacKenzle. 

D 

Colby,  William  Morrill. 

D 

Clement,  Allen  Bell. 

A 

Colcord,  Daniel  Webster. 

A 

Clement,  George  Colburn. 

A 

Cole,  Charles  Higglns. 

A 

Clement,  George  Wilmot. 

A 

Cole,  David  Sraalley. 

A 

Clement,  Lydla  Ramsdell. 

D 

Cole,  Lorenzo  Waite. 

D 

Clement,  Merton  Wallace. 

A 

Cole,  Ralph  Marcus. 

E 

Cleveland,  Heber  Howe. 

B 

Cole,  Still  man  Asbury. 
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A 

Cole,  William  Ezra. 

D 

Coon,  George  Bailey. 

A 

Coleman,  Ellen  wood  Bunker. 

A 

Coon,  Marion. 

D 

Colgate,  Charles  Henry,  Jr. 

D 

Coon,  Mary  Jameson. 

A 

Collamore,  Francis. 

A 

Cooper,  Almon. 

A 

Collet,  Peter  Achllle  Anaclet. 

A 

Cooper,  Hermon. 

A 

Collier,  Lawrence  Henry  Goodwin. 

A 

Copeland,  Charles  Ward. 

D 

Collin,  Carl  Oscar  Louie. 

A 

Copeland,  Elmer  Humphrey. 

D* 

Collins,  Aubrey  John. 

A 

Copeland,  Horatio  Franklin. 

A 

Collins,  David  Aloysins. 

A 

Copeland,  William  If  enry. 

A 

Collins,  Edgar  Clarence. 

A 

Copp,  Owen. 

D 

Collins,  George  Lehman. 

A 

Corcoran,  Luke. 

D 

Collins,  John  James. 

A 

Corey,  Francis  Edwin. 

A 

Collins,  Orvllle  William. 

D 

Coiiat,  Isador  Harry. 

D 

Collins,  Richard. 

A 

Corliss,  Oscar  Luzerne. 

D 

Collins,  Wallace  Jason. 

P 

Corn  bloom,  Charles. 

A 

Collins,  William  Drolen. 

F 

Cornish,  Bills  Holmes. 

D 

,  Collins,  William  James. 

A 

Cornish,  Theodore  Osgood. 

A 

Colt,  Henry.                                * 

D 

Corn  well,  Edwin  Sylvester. 

A 

Colton,  John  Jay. 

D 

Cornwell,  Herbert  Cerda  de 

B 

Colvln,  William  Henry. 

Vllarrestau. 

A 

Combs,  Leander  Warren. 

D 

Corr,  Francis  Xavler. 

A 

Comey,  Perley  Pierce. 

A 

Corrigan,  John  Patrick. 

D 

Comlns,  James  Brooks. 

B 

Cort,  Parker  Martin. 

A 

Comtois,  Odllon  Joseph. 

D 

Costello,  John  Henry. 

A 

Conant,  Thomas. 

A 

Cote,  Camllle. 

A 

Conant,  William  Merrltt. 

D 

Cote,  Honore  Joseph. 

D 

Conboy,  Michael  Aloysins. 

A 

Cotterell,  Samuel  Parker. 

A 

Cone,  Dwlght  Blearer. 

D 

Cottle,  Louis  Albert. 

A 

Congdon,  Lennler. 

A 

Cotton,  Frederic  Jay. 

B 

Congreve,  James  Mandevllle. 

A 

Couch,  John  Francis. 

D 

Conkey,  Caroline  Root. 

D 

Couch,  Oscar  Roberts. 

D 

Conklln,  Jay  Robert. 

A 

Couch,  William  Anthony. 

A 

Conlan,  Thomas. 

C 

Cones,  William  Pearce. 

D 

Conlin,  Joseph  Michael. 

A 

Coughlln,  John  William. 

A 

Conlon,  Andrew  Aloysius. 

A 

Coulllard,  Pierre  Leonard. 

A 

Conn,  Henry  Leon. 

A 

Councilman,  William  Thomas. 

A 

Connell,  Arthur  Irving. 

A 

Courtney,  Joseph  William. 

A 

Connell,  Charles  Walter. 

E 

Courtney,  Samuel  Edward. 

D 

Conner,  Chandos  Burton. 

A 

Cousene,  Nicholas  William. 

D 

Conner,  Horace  Leigh. 

A 

Couture,  Michael  Horatius. 

B 

Connlhan,  Edward  Joseph. 

A 

Cowden,  J.  Morrow. 

B 

Connolly,  John  Matthew. 

C 

Cowdrey,  Arthur  Harris. 

D 

Connor,  Charles  Frank. 

D 

Cowern,  Ernest  William. 

A 

Connors,  Willett  Bpurgeon. 

A 

Cowles,  Edward. 

D 

Conro,  Arthur  Clifton. 

A 

Cowles,  Frank  Augustus. 

D 

Conroy,  Edward  Cornelius. 

A 

Cowles,  Fred  Waterman. 

A 

Conroy,  Peter  John. 

A 

Cowles,  Slgourney  Traak. 

A 

Constans,  Frank  Elmore. 

A 

Cowles,  William  Norman. 

B 

Contrt,  Paclflque. 

D 

Cox,  Gardner. 

A 

Cook,  Charles  Henry. 

D 

Cox,  Simon  Francis. 

A 

Cook,  George  Andrews. 

D 

Cox,  Thomas. 

E 

Cook,  John  William. 

A 

Coy,  Seth  Willard. 

A 

Cook,  Mabell  Melissa. 

D 

Coyle,  Walter  Edward. 

D 

Cooke,  Henry  Arnold. 

D 

Coyne,  James  Augustine. 

A 

Cooke,  Snow  Parker  Freeman. 

E 

Coyne,  Thomas  Joseph. 

D 

Cooley,  Abbott  La  thro  p. 

A 

Crabtree,  Addison  Dam. 

'    A 

Coolidge,  Algernon,  Jr. 

D 

Cragin,  Donald  Brett. 

A 

Coolidge,  David  Goldthwalt. 

A 

Cragin,  Francis  Milton. 

A 

Coolidge,  John  Nelson. 

A 

Craig,  Daniel  Hiram. 

E 

Coolidge,  Sumner. 

A 

Cralgin,  George  Arthur. 
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A  Cram,  John  Wesley. 

D  .  Cramm,  William  Edward. 

D  Crandell,  Arthur  Richmond. 

D  t'randon,  Le  Roi  Goddard. 

D  Crime,  Bayard  Taylor. 

D  Crane,  Carl  Caster. 

D  Crane,  Clarence. 

A  Crane,  George  Walker. 

D  Crane,  Stella  Howard. 

A  Crawford,  Charles  Henry. 

D  Crawford,  Francis  Xavier. 

E  Crawford,  Howard  Tribou. 

A  Crawford,  John  William. 

D  Crawford,  Joseph  Warrington. 

A  Crawford,  Sarah  Marcy. 

D  Crease,  Henry  George. 

D  Creesy,  Everett  Larcom. 

A  Crisand,  Carl. 

D  Crispo,  Peter  Timothy. 

D  Crittenden,  Harrison  Murray. 

D  Crittenden,  Samuel  Wright. 

D  Crittendon,  Rufus  Asaph. 

A  C roach er,  Anna  Wood. 

A  Crocker,  Benton  Pulsifer. 

A  Crocker,  John  Myriok.* 

A  Crocker,  Susan  Elizabeth. 

A  Crocker,  Willard  Crafts. 

A  Crockett,  Eugene  Anthony. 

B  Crockett,  Fred. 

A  Crockett,  Frederick  Eugene. 

D  Croft,  Benjamin  Pomeroy. 

D  Crofts,  Nicholas  Matthew. 

A  Cronin,  Henry  William. 

D  Cronin,  Jeremiah  Augustine. 

D  Cronin,  Joseph  John, 

D  Cronin,  Michael  John. 

D  Cronin,  Thomas  Joseph. 

D  Crooker,  Hiram  Henry. 

D  Crosby,  Frederic  Chandler. 

D  Crosby,  Leander  Marshall. 

D  Cross,  Albert  Elmer. 

A  Cross,  Grace  Ella. 

A  Cross,  Hiram  Bliss. 

D  Cross,  Louis  Kent. 

E  Cross,  Rupert  Calladon. 

D  Cross,  William  Patrick. 

A  Cross  man,  Frank  Albert. 

A  Croston,  John  Francis. 

D  Crotty,  Thomas  Henry. 

C  Crowell,  Hannah  Hall. 

A  C rowel  1,  Samuel. 

A  Crowell,  Willis  E. 

D  Crowley,  Ambrose. 

A  Crowley,  Jeremiah  Francis. 

D  Crowley,  John  Michael. 

B  Crownlnshield,  Phoebe. 

A  Crozler,  Thomas. 

C  Cruikshank,  Herbert  Wyche. 

A  Colbert,  Robert  Ronayne. 

A  Culbertson,  Emma  Valeria  P.  B. 


D  Cummin,  John  White. 

D  Cummlngs,  A  Ivan  Cochran. 

A  Cummlngs,  Charles  Stearns. 

A  Cummlngs,  Edwin  Francis. 

D  Cummlngs,  Frederick  Russell. 

A  Cummlngs,  Irving  Oscar. 

D  Cummlngs,  John  Joseph. 

A  Cummlngs,  Maria  Louisa. 

A  Cumroings,  Michael  Aloyslus. 

D  Cummlngs,  Morton  Everett. 

A  Cummlngs,  Mott  Alvah. 

B  Cummlngs,  Willard  Corydon. 

A  Cumston,  Charles  Greene. 

A  Cundall,  Charles  Carol. 

B  Cuneo,  Augustus. 

A  Cunningham,  Benjamin  Fraxier. 

A  Cunningham,  Joseph  Henry. 

A  Cunningham,  Thomas  Edward. 

D  Curley,  Clarence  Proctor. 

D  Curley,  George  Frederick. 

D  Curley,  Walter  James. 

A  Curran,  Charles  Henry. 

A  Curran,  Charles  James. 

D  Curran,  Simon  Francis. 

A  Currte,  John  Zebulon. 

A  Currier,  Mary  Barnard. 

A  Currier,  May  Carrie. 

E  Currier,  Richard  Doe. 

D  Currier,  William  Eugene. 

A  Currier,  William  Hale. 

D  Curry,  Edmund  Far n ham. 

D  Curry,  Joseph  James. 

D  Curtis,  Belle  Dora. 

A  Curtis,  Francis  George. 

A  Curtis,  Hall. 

A  Curtis,  Henry  Fuller. 

A  Curtis,  Lucian  Willis. 

B  Curtis,  Thomas  Mitchell. 

D  Curtis,  William  Goodwin. 

A  Cushing,  Alvln  Matthew. 

A  Cushing,  Ernest  Watson. 

A  Cushing,  Eugene  Bonaparte. 

A  Cushing,  Hay  ward  Warren. 

A  Cushing,  Ira  Barrows. 

A  Cushing,  Oliver  Fernald. 

A  C ashman,  Andrew  Barnard. 

A  Cushman,  George  Thomas. 

D  Cushman,  Mary  Floyd. 

D  Cusick,  Thomas  Francis. 

A  Cutler,  Cecil  Stevens. 

A  Cutler,  Charles  Lewis,  Jr. 

E  Cutler,  Charles  Newton. 

A  Cutler,  Edward  Roland. 

A  Cutler,  El  bridge  Gerry. 

B  Cutler,  George. 

A  Cutler,  James  Tucker. 

A  Cutler,  William  Bullard. 

A  Cuttei ,  Charles  Kimball. 

E  Cutter,  Arthur  Hardy. 

A  Cutter,  Ephralm. 
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A 

Cutter,  John  Ash  burton. 

A 

Davis,  Franklin  Jerome. 

A 

Cutter,  John  Clarence. 

A 

Davis,  Frederick  Augustus. 

D 

Cutting,  Charles  Theodore. 

A 

Davis,  Frederick  Augustus. 

A 

Cutis,  Harry  Madison. 

'   D 

Davis,  Grace  von  Stauffer. 

D 

Dacey,  Cornelius  Joseph. 

D 

Davis,  George  Healy. 

D 

Dadmun,  Eliza  Josephine. 

D 

Davis,  Lincoln. 

E 

Dahlquist,  Edward  Bern  hard. 

D 

Davis,  Minot  Flagg. 

A 

Daigneault,  Joseph  Arthur. 

D 

Davis,  Myron,  Jr. 

D 

Dalley,  Richard  Connell. 

C 

Davis,  Myron  Henry. 

A 

Dally,  John  Wesley. 

A 

Davis,  Nathan  Johnson. 

A 

Dake,  Dumont  Charles. 

D 

Davis,  Percy  Guy. 

A 

Dakln,  Edward  Arthur. 

A 

Davis,  Roland  Augustus. 

A 

Dak  In,  Mary  Anna  Dorgan. 

A 

Davis,  Samuel  Alonzo. 

A 

Dale,  John  Lombard. 

A 

Davis,  Samuel  Thomas. 

A 

Daley,  Robert  Nicholas. 

D 

Davis,  Stephen  Rich. 

D 

Da  try  m  pie,  Addle  Blanche. 

A 

Davis,  Wesley. 

D 

Dalrymple,  Alfred  Tomblinson. 

B 

Davis,  William  Everett. 

B 

Dalton,  Charles  Francis. 

E 

Davis,  William  Horace. 

D 

Dalton,  Charles  Howard. 

B 

Davis,  William  Philip. 

D 

Dalton,  John  Edward. 

D 

Davis,  Winnlfred  Puffer. 

D 

Dalton,  Martin  James. 

C 

Davison,  Archibald  Thompson. 

D 

Dalton,  Michael  Henry. 

E 

Davison,  Arthur  Howard. 

A 

Daly,  Bernard  Thomas. 

A 

Dawes,  William  Green  leaf. 

A 

Daly,  James. 

A 

1  Day,  Clarence  Currier. 

A 

Daly,  Richard  Francis. 

B 

Day,  Henry  Bailey. 

D 

Daly,  Timothy  Joseph. 

D 

Day,  James  Arnold. 

C 

Daly,  William  Joseph. 

D 

Day,  Joslah  Fisher. 

A 

Dam,  Alvah  Morton. 

A 

Deal,  Edward  Edwin. 

D 

Dame,  Fred  Russell'. 

A 

Deal,  George  Francis. 

A 

Damon,  Arthur  Lewylenn. 

A 

De  Amezaga,  Gualtiero 

A 

Damon,  Newcomb  Lincoln. 

D 

Dean,  Charles  Henry. 

A 

Dane,  John. 

D 

Dean,  Ralph  Dennlston. 

D 

Daniel,  Vivian. 

A 

Deane,  Asahel  Sumner. 

A 

Daniels,  Edward  William. 

A 

Deane,  Ebenezer  Alexander. 

A 

Daniels,  Edwin  Alfred. 

A 

Deane,  Henry  Augustus. 

E 

Daniels,  Roy  Adelbert. 

A 

Deane,  Wallace  Harlow. 

D 

Darby,  Edward  Arthur. 

A 

Deans,  Herbert  Clair. 

D 

Darby,  Margaret  Gurney. 

A 

Dearborn,  Alvah  Burton. 

D 

Darling,  Casslus  Harriot. 

A 

Dearborn,  John  George. 

A 

Darling,  Charles  Balfour. 

A 

Dearborn,  John  Henry. 

A 

Darling,  Eugene  Abraham. 

A 

Dearborn,  Reuben  Fletcher. 

A 

Darrah,  Rufus  Elmer. 

A 

Dearing,  Henry  Lincoln . 

D 

Daudelln,  Simeon  Alphonse. 

A 

Dearlng,  Howard  Summer. 

A 

Davenport,  Bennett  Franklin. 

A 

Dearing,  Thomas  Haven. 

A 

Davenport,  Charles  Albert. 

A 

De   Beer,    Johannes    Benedict 

A 

Davenport,  Francis  Henry. 

David. 

D 

Davenport,  Frank  Douglass.  ' 

A 

De  Blolp,  Thomas  Amory. 

D 

David,  Mary  Ina  Miles. 

E 

Decker',  William  Nelson. 

A 

Davidson,  Eallman  Meyer. 

A 

Dedrick,  Albert  Clinton. 

A 

Davie,  Charles  Herbert. 

A 

Deehan,  Peter  Eugene. 

A 

Davis,  Andrew  Jackson. 

D 

Deely,  George  Edward. 

D 

Davis,  Anna  Belle. 

A 

Defriey,  William  Peabody. 

A 

Davis,  Bessie  Delano. 

A 

De  Grandprt,  Louis  Philippe. 

D 

Davis,  Charles  Henry. 

A 

Dehn,  Edward  William. 

A 

Davis,  Edward  Parker. 

A 

De  la  Granja,  Edward. 

A 

Davis,  Ella  Max  field. 

A 

Delahanty,  William  Joseph. 

D 

Davis,  Francis  Alvorde. 

A 

Deland,  Charles  Airmet. 

E 

Davis,  Frank  Albert. 

A 

De  Langle,  Charles  Petit. 

D 

Davis,  Frank  Albin. 

A 

Delano,  Marcus  F. 

A 

Davis,  Frank  Stewart. 

A 

Delano,  Samuel. 
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A 

De     Laval-Thyernay,     Melville 

D 

Dickson,  Richard  Ensign. 

Endore  Forbin. 

D 

Diemar,  Lena  Hess. 

A  . 

De  Ldguori,  Giovanbattista. 

C 

Dike,  John. 

A 

Delisle,  Joseph  Damase. 

A 

Dillon,  Thomas  Joseph  Bennett. 

A 

De  Lue,  Frederick  Spauldlng. 

E 

Dillon,  Richard  Hastings. 

A 

Dembo,  Fanny. 

A 

Dlmock,  Daniel  Wright 

D 

De  Merritt,  Charles  Law. 

A 

Dinenson,  Abraham  Ieaac. 

A 

Denlg,  Blanche  Alpine. 

A 

Dion,  Thomas  Joseph. 

A 

Denklnger,  Joseph  Anton. 

B 

Dlonne,  Louis. 

E 

Dennen,  Joseph  Horace. 

B 

Dionne,  Louis  Edward. 

D 

Dennet,  Charles  Augustas. 

D 

Dlsbrow,  John  Robert. 

D 

Dennett,  Alonzo  Gustln. 

A 

Dlsbrow,  Robert. 

D 

Dennett,  Daniel  Clement. 

A 

Disney,  Frank  Arundel  Ellas. 

A 

Dennett,  George  William. 

D 

Dlx,  George  Alfred. 

A 

Dennett,  John,  Jr. 

A 

Dixon,  Joseph  Henry. 

D 

Dennett,  Roger  Herbert. 

A 

Dixon,  Lewis  Seaver. 

D 

Denning,  William  Edward. 

A 

Dixon,  Robert  Brewer. 

A 

Dennis,  James  Henry. 

A 

Dixwell,  John. 

C 

Dennis,  Jane  Louise. 

A 

Doane,  George  Washington. 

D 

Dennlson,  Archibald  Say  re. 

D 

Doane,  Harriet  M. 

C 

Denny,  Francis  Parkman. 

A 

Doble,  Ernest  Edgar. 

A 

Denny,  Harry  Ernest. 

D 

Dodd,  Isaac  Spencer  Finney. 

A 

De  Normandle,  Myra. 

D 

Dodge,  Arthur  Malcolm. 

E 

Depew,  William  Robertson. 

A 

Dodge,  Fred  Wilder. 

B 

Derby,  Emma  Angellne. 

A 

Dodge,  William  Wooldredge. 

D 

Derby,  George  Strong. 

A 

Doggett,  Frederick  Fobes. 

A 

Derby,  Hasket. 

A 

Doherty,  Charles. 

A 

Derby,  William  Parsons. 

D 

Doherty,  Helen  Isabel. 

D 

De  Robertis,  Antonio. 

*  A 

Dolan,  William  Andrew. 

A 

Deroln,  Francis  Xavier. 

E 

Pole,  Charles  Frederick. 

A 

Dervin,  Peter  John. 

A 

Dole,  Mary  Phylindu. 

B 

Desmarais,  Joseph. 

A 

Dolloff,  Albert  Simeon. 

A 

Desmario,  Joseph  Henry. 

A 

Doloff,  Eugene  Malcolm. 

£ 

Desmond,  Clarence  Francis. 

D 

Donahue,  Francis  William. 

A 

Desnoyers,  Doutagne. 

A 

Donahue,  Hugh. 

D 

Desrochers,  Alfred. 

D 

Donahue,  William  Francis. 

D 

DesRoslers,  Desirf. 

D 

Donaldson,  James  Frank. 

A 

Desroslers,  Louis  Amedie. 

D 

Donlan,  Charles  Edwin. 

A 

Desy,  Gustave. 

D 

Donlan,  John  Malachl. 

D 

Devlin,  Peter  Clarke. 

D 

Donnell,  Rufus  Edwin. 

D 

Devenny,  Joseph  Henry. 

D 

Donnelly,  Augustine  John. 

A 

Dever,  Charles  Edward. 

D 

Donnelly,  Harry  Albert. 

D 

Devere,  Arthur  Clarence. 

D 

Donnelly,  James  Harvey. 

D 

Devere,  Fred  Hewitt. 

A 

Donnelly,  John  Bernard. 

A 

Devereaux,  Jane  Smith. 

E 

Donner,  John  Albert. 

A 

Devine,  William  Henry. 

D 

Donoghue,  Daniel  Francis. 

A 

Dewey,  Charles  Glpson. 

A 

Donoghue,  Francis  Dennis. 

E 

Dewey,  Melvin  Morris. 

D 

Donoghue,  James  Crowley. 

A 

Dewls,  John  William. 

E 

Donohue,  George. 

A 

Dewolf,  Edward  Gardner. 

A 

Donovan,  Benedict. 

D 

Dews,  Frederic  Gilford. 

D 

Donovan,  Timothy  Stephen. 

A 

Dexter,  Ella  Louisa. 

C 

Donovan,  Michael  Ricard. 

A 

Dexter,  Franklin. 

D 

Donovan,  Sylvester  Edward. 

D 

Dezell,  Frederick  Burr. 

D 

Doray,  Frank  Leslie. 

A 

Dickens,  Job  Byron  Marcus. 

A 

Dorcey,  James  Edmund. 

A 

Dlckerman,  Silas  Barnet. 

E 

Dore,  Francis  James. 

D 

Dickerson,  Spencer  Cornelius. 

D 

Dorgan,  Jpseph  Aloyslus. 

D 

Dickinson,  Amelia  Ann. 

D 

Dorlon,  Jean  Baptlste  Theophile. 

A 

Dickinson,  Charles  Henry. 

A 

Dorlon,  Louis  Philippe  Adllard. 

A 

Dickinson,  Harvey  Middleton. 

C 

Dorman,  Albert  Barnes. 
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A  Dorman,  Daniel  Webster. 

A  Dorr,  Charles  Aloozo.  / 

E  Dort,  Elizabeth. 

A  Dorval,  Tancrede  Ccsaire. 

D  Do  ten,  Arthur  Chapman. 

D  Douoett,  Frederick  Luke. 

A  Douglas,  Charles  Joseph. 

A  Douglass,  John  Abbott. 

D  Dow,  David  Crooker. 

A  Dow,  Edmund  Scott. 

D  Dow,  George  Farv*ell. 

A  Dow,  George  William. 

A  Dow,  James  Arthur. 

D  Dowd,  Edward  Francis. 

D  Dowd,  Michael  Joseph. 

C  Dowling,  John  Joseph. 

F  Downes,  Nathaniel. 

A  Downey,  Charles  John* 

D  Downey,  Fred  Clifton. 

D  Downey,  Henry  Arthur. 

D  Downey,  William  Henry. 

E  Downing,  Bertha  Carol. 

D  Downing,  Franklin  Chace. 

A  Downs,  Harry  Ash  ton. 

A  Doy,  Wilberforce  Clarkson. 

A  Doyle,  Daniel  Patrick. 

D  Doyle,  John  Henry. 

A  Drake,  Arathena  Blanca. 

E  Drake,  Arthur  Knowlton. 

A  Drake,  Norman  Lucca. 

D  Drake,  Olln  Milton. 

D  Drake,  Richard  Alvln. 

A  Drake,  William  Abrarn. 

D  Dranga,  Amelia  Augenla. 

D  Draper,  Alexis  Lumb. 

D  Draper,  Charles  Ransom. 

A  Draper,  Frank  Eugene. 

A  Draper,  Frank  Wlnthrop. 

A  Draper,  Joseph  Kutter. 

A  Dresser,  George. 

D  Drew,  Charles  Aaron. 

B  Drew,  Frances  Harriet. 

A  Drew,  Frank  Hay  nee. 

A  Drew,  Frederick. 

D  Drew,  Frederick  Prescott. 

A  Drew,  Maria  Emma. 

A  Driscoll,  Thomas  Daniel. 

A  Driver,  Stephen  William. 

E  Drohan,  James  Henry. 

A  Drown,  Edward  Pay  son. 

A  Drummey,  Nicholas  Daniel. 

E  Drummond,  Edward  Augustine. 

A  Drummond,  Juan  Fernandez 

Bennett. 

D  Dreyfus,  Edna  Helen  Well. 

D  Duckerlng,  Florence  West. 

D  Duckerlng,  William  West. 

C  Dudley,  Augustus  William. 

E  Dudley,  Charles. 

A  Dudley,  Henry  Watson. 


A       Dudley-Clapp,  Susan  Ida. 

A       Duff,  John. 

A       Duggan,  John  Joseph. 

A       Duggan,  John  Thomas. 

D       Duhaime,  Gandlose  Lemaltre. 

A       Dufaamel,  Oliva  Gilbert. 

B       Du  Mont,  Henry. 

A       Dunbar,  Frank  Collins. 

A       Dunbar,  Franklin  Asaph. 

B       Duncan,  Florence  Josephine. 

D  Dunham,  Frank  Lee. 

A       Dunham,  George  Perry. 

A       Dunham,  Henry  Bristol. 

D       Dunham,  Whitefleld  Otis. 

A       Dunlap,  Charles  Bates. 

D  Dunn,  Charles  Hunter. 

C       Dunn,  Charles  Stein. 

A  Dunn,  Jennie  Sophia. 

D  Dunn,  Stephen  Joseph. 

C  Dunn,  William  Aloysius. 

A  Dunn,  William  Ambrose. 

A  Dunne,  Alexander  John. 

A  Dunning,  William  Meddaugh. 

B  Dunphy,  John.  ' 

E  Dunsmoor,  Harrie  Victor. 

A  Dupont,  Flavien. 

B  Duquet,  Philorome. 

A  Durant,  Charles  Edwin. 

A  Durell,  Thomas  Moulton. 

D  Durgln,  Edward  Chase. 

A  Durgln,  Samuel  Holmes. 

D  Durnlng,  Charles  Francis. 

A  Duttonf  Charles. 

A  Dutton,  George. 

D  Dutton,  Richard. 

C  Dutton,  Samuel  Lane. 

A  Dutra,  Emmanuel  Christian. 

C  Dutra,  Joseph. 

D  Dutrlzac,  Joseph  Ovid. 

D.  Duval,  Joslas  Louis. 

A  Duxbury,  Joseph  Edward. 

A  D  welly,  Jerome. 

A  D wight,  Edwin  Weller. 

D  Dwight,  Henry  Leonard. 

A  Dwight,  Thomas. 

A  Dwlnell,  Byron  Lee. 

D  Dwinnell,  William  Grant. 

A  Dwyer,  John  Edward. 

D  Dyer,  Charles  La  thro  pe. 

D  Dyer,  Ebcnezer  Alden. 

D  Dyer,  Florence  May. 

B  Dyer,  Frank  Pierce.     . 

B  Dyer,  Wlllard  Knowlton. 

D  Dyer,  William  Henry. 

D  Eames,  Frederick  Henry. 

A  Eames,  George  Franklin. 

A  Earl,  George  Henry. 

A  Earle,  William  Alva. 

D  Early,  William  Wallace. 

D  Eastman,  Alexander  Crane. 
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A 

Eastman,  Charles  Albert. 

E 

Ellis,  Sidney  Allan. 

A 

Eastman,  Charles  Albert. 

D 

Ellis,  William  Raymond. 

B 

Eastman,  Mary  Roena. 

A 

Ellison,  George  Washington. 

D 

Easton,*  Elwood  Tracy. 

D 

Ellsworth,  Samuel  Walker. 

A 

Eaton,  John  Marshall. 

A 

Ellsworth,  Victor  Albert. 

A 

Eaton,  Lllley. 

D 

Elmere,  John  Alfred. 

D 

Eaton,  Richard  Gardner. 

D 

Ely,  Richard  Skinner. 

A 

Eaton,  Samuel  Lewis'. 

D 

Emerson,  Benjamin  Kendall,  Jr. 

A 

Eaton,  William  Wlnslow. 

A 

Emerson,  Charles  Sumner. 

A 

Eaton,  Wyllis  Gilbert. 

D 

1  Emerson,  Ernest  Benjamin. 

A 

Ebann,  Charles  Deletang. 

A 

Emerson,  Francis  Patten. 

D 

Ebbs,  Bertha  Evelyn. 

A 

Emerson,  Frederick  Lincoln. 

B 

Eckstein,  Caroline  Katherine. 

D 

Emerson,  George  Short. 

A 

Eddy,  George  Stetson. 

A 

Emerson,  George  Washington. 

A 

Eddy,  Hiram  McCrery. 

A 

Emerson,  Herbert  Clark. 

A 

Eddy,  Richard  Henry. 

A 

Emerson,  Nathaniel  Waldo. 

A 

Edes,  Robert  Thaxter. 

D 

Emerson,  Robert  Leonard. 

A 

Edgar,  William  Ladell. 

D 

Emerson,  William  Robie  Patten. 

A 

Edgerly,  Jonathan  Frank. 

D 

Emery,  George  Edwin. 

D 

Edmands,  Idelle  Lydia. 

D 

Emery,  Harry  Smith. 

A 

Edmonds,  Louis. 

A 

Emery,  William  Henry. 

A 

Edson,  Carroll  Everett. 

A 

Emery,  Wlnf  red  Newell. 

A 

Edson,  Ptolomy  O'Meara. 

D 

Emmons,  Arthur  Brewster. 

D 

Edwards,  Arthur  Frank. 

D 

Emmons,  Henry  Manning. 

D 

Edwards,  Franklin  Wallace. 

D 

Enebuske,  ClaBs  Julius. 

D 

Edwards,  Merton  John. 

D 

Bngelman,  George  Julius. 

A 

Edwards,  Thomas  Alvin. 

A 

Ensworth,  William  Howard. 

A 

Edwards,  William  Lothrop. 

A 

Entin,  Gilel. 

D 

Eells,  Joseph  Oliver. 

C 

Erb,  Theodore  Charles. 

D 

Egan,  Edward  Winfleld. 

B 

Erlckson,  Anna  Maria. 

C 

Egan,  John  Joseph.                         s 

A 

Ermentrout,  S&llie  Justlnla. 

B 

Egan,  Sebra  Temple. 

A 

Ernst,  Harold  Clarence. 

D 

Egbert,  Jay  Hobart* 

D 

Estabrook,  Charles  Taylor. 

C 

Egland,  Christopher. 

D 

Estes,  Florella. 

A 

Ehrlich,  Henry. 

D 

Etienne,  Arthur  Octave,  Jr. 

D 

Eldam,  Carl  Hermann. 

i       B 

Evans,  Albert. 

A 

Ela,  Paul  Francis. 

B 

Evans,  David. 

A 

Ela,  Walter. 

D 

Evans,  Joseph  Harold. 

D 

Elcock,  Harry  Alfred. 

D 

Evans,  Miner  Harlow  Amos,  Jr. 

B 

Elderen,  John  Van. 

A 

Eveleth,  Edward  Smith. 

B 

Eldridge,  Benjamin  Davis. 

E 

Everett,  Eugene  Ellsworth.    * 

A 

Eldridge,  David  Gorham. 

A 

Everett,  Horace  Stan  wood. 

D 

Eldridge,  Harvey  Loud. 

A 

Everett,  James  Bradley. 

A 

Eldridge,  Jeriie  Allen. 

A 

Everett,  Oliver  Austin. 

D 

Eliot,  Henry  Wbltney. 

A 

Everett,  Oliver  Hard. 

D 

Elliot,  Henry  Libby. 

A 

Everett,  Wlllard  Shepard. 

A 

Elliot,  John  Wheelock. 

D 

Everhard,  Eleanora  S. 

D 

Elliot,  Sidney  Barrlngton. 

C 

Ewald,  Carl  Adolph. 

D 

Elliott,  Alfred. 

D 

Swing,  Edward  Hilts. 

A 

Elliott,  James  Prescott. 

D 

Ewing,  George  Winburn. 

E 

Elliott,  James  William. 

D 

Fagan,  George  Augustus. 

D 

Elliott,  Richard  Andrew. 

A 

Fagnant,  Benjamin. 

A 

Elliott,  Russell  Duneon. 

A 

Fahey,  James  Charles. 

A 

Ellis,  Charles  Curtis. 

E 

Fair,  John  Francis. 

A 

Ellis,  Dean  Samuel. 

D 

Fair,  Robert  Patrick. 

A 

Ellis,  Edward  Harvey. 

A 

Fairbanks,  Arthur  Wlllard. 

D 

Ellis,  Edward  Keith. 

A 

Fairchild,  Courtland  de  Nor- 

A 

Ellis,  Frederick  Warren. 

mandie. 

A 

Ellis,  George  Livingston. 

D 

Fairhurst,  O'Connell. 

D 

Ellis,  Robert  Hale. 

D 

Fairing,  John  Walker. 
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D 

Fales,  Alonzo  Cartland. 

A 

D 

Falkenbury,  Arthur  Ezra. 

D 

A 

Fallon,  Michael  Francis. 

A 

D 

Falvey,  Humphrey  John. 

D 

D 

Farla,  Jofto  Baptista  de. 

A 

A 

Farley,  William  Chase. 

A 

A 

Farlow,  John  Woodford. 

A 

D 

Farmer,  Frank  Emerson. 

A 

A 

Farnham,  Charles  Chittenden. 

D 

A 

Farnham,  Edwin. 

D 

A  * 

Farnbam,  Mary  Budora. 

A 

C 

Farnham,  John  Marshall  Wll- 

A 

loughby. 

D 

B 

Farnsworth,  Sarah  Elizabeth. 

A 

D 

Farnum,  Mary  Louise  Rolfe. 

D 

D 

Farquhar,  William  Abercromby 

D 

Gordon. 

A 

A 

Fair,  Edwin  Lawson. 

A 

D 

Farrell,  George  Louis. 

D 

C 

Farrington,  Annie  Louise. 

D 

A 

Farrington,  Leander  Morton. 

A 

A 

Farwell,  George  Davie. 

A 

A 

Faulkner,  Henrjr  Clay. 

A 

D 

Faulkner,  William  Edward. 

A 

A 

Fan  nee,  Robert  Harris. 

D 

A 

Faxon,  Budora  Meade. 

A 

C 

Faxon,  William  Lyman. 

D 

A 

Faxon,  William  Otis. 

A 

D 

Fay,  Charlotte  Hooker. 

A 

A 

Fay,  Frank  Gleason. 

D 

A. 

Fay,  James  Monroe. 

D 

D 

Fay,  Joseph  Henry. 

A 

A 

Fay,  William  Eastman. 

D 

D 

Fearl,  Fred  Henry. 

D 

D 

Fecteau,  Adelard. 

D 

E 

Feeley,  Charles  Philip. 

'      A 

D 

Felndel,  Joseph  Crelghton. 

D 

B 

Fellows,  George  Robert. 

A 

D 

Fenelon,  Katherine  Agnes. 

A 

A 

Fen  wick,  Joseph  Benson. 

A 

A 

Ferguson,  Arthur  Blxby. 

D 

A 

Ferguson,  Charles  John. 

C 

E 

Ferguson,  Edward  Hugh. 

B 

A 

Ferguson,  Hugh. 

A 

D 

Ferguson,  Robert  Henry. 

D 

A 

Ferland,  Joseph  Severin  Ernest. 

D 

A 

Fernald,  Charles  Augustus. 

A 

D 

Fernald,  Guy  Goodwin. 

D 

C 

Fernald,  Herbert  El  wood. 

A 

A 

Fernald,  Otis. 

D 

A 

Fernald,  Walter  Elmore. 

A 

A 

Ferrari,  Francesco  Edoardo. 

A 

A 

Ferry,  James  Francis. 

A 

A 

Feeler,  Frank  Joy. 

A 

A 

Fessenden,  Charles  Hill. 

A 

A 

Fessenden,  George  Russell. 

D 

A 

Fessenden,  Joseph  Palmer. 

D 

A 

Fewell,  Samuel  Jackson. 

D 

A 

Fick,  Hermann  Andrew. 

D 

D 

Fickett,  Jerome  Perley. 

A 

Field,  Charles  Elmer. 
Field,  Harvey  Adams. 
Field,  James  Brainerd. 
Field,  Martin  Thomas. 
Field,  Phinehas  Peck. 
Field,  Susan  Hammond. 
Fillebrown,  Charles  Dalton. 
Fillebrown,  Thomas. 
Fipch,  Edward  Bronson. 
Finch,  George  Hardy. 
Finn,  Edward  William. 
Finn,  James  Anthony. 
Finnegan,  Daniel  Joseph. 
Flnnegan,  Patrick  Joseph. 
Fish,  Ernest  Clifford. 
Fish,  Louis. 
Fish,  Ralph  Charles. 
Fisher,  Edgar  Alexander. 
Fisher,  Irving  Jewell. 
Fisher,  James  Tucker. 
Fisher,  Theodore  Willis. 
Flak,  Charles  Lee,  Jr. 
Flsk,  William  Wlllard. 
Fiske,  Eustace  Lincoln. 
Flake,  Harlo  Adonlram. 
Fitch,  Edward  Doolittle. 
Fitts,  Alston. 
Fitz,  George  Welle. 
Fitz,  Reginald  Heber. 
Fitzgerald,  Charles  Francis. 
Fitzgerald,  Clara  Pauline. 
Fitzgerald,  James  Bernard. 
Fitzgerald,  Maurice  Edward,  Jr. 
Fitzgerald,  Thomas  Patrick. 

Fitzgerald,  Vance  Lee. 

Fitz-Hugh,  John  Alexander. 

Fltzpatrlck,  John  Joseph. 

Fltzsimmons,  Philip  Mansfield. 

Fl*ggf  Alpheus  Dexter  Smith. 

Flagg,  Edwin  Barber. 

Flagg,  Eltsha. 

Flagg,  Franklin  Parkinson. 

Flagg,  Jonathan. 

Flagg,  Payson  Jonathan. 

Flanagan,  Peter  Joseph. 

Flanders,  Alton  Leroy. 

Flanders,  Frank  Byron. 

Flanders,  Walter  Hubert. 

Fleet,  William  Earnest. 

Fletcher,  Robert  Swan. 

Fletcher,  Robert  Whitney. 

Fletcher,  Rosa. 

Fletcher,  Samuel  Ernest. 

Fletcher,  Samuel  William. 

Fletcher,  William  Kelly. 

Flettr  Penelope  McNaughton. 

Fleming,  Margaret  Amanda. 

Fleming,  Peter  Joseph. 

Flemmlng,  Anthony. 

Flewelllng,  Douglas  Scovll. 
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A  Fllnn,  Matthew  Bonner. 

A  Flint,  Charles  Cookeman. 

A  Flint,  Omar  Alpha. 

A  Flood,  Everett. 

D  Flood,  Thomas  Wilfred. 

A  Flower,  Alfred  Hollls. 

A  Flower,  Richard  Charles. 

E  Flynn,  John  Edward  Leo. 

A  Flynn,  John  Joseph. 

D  Flynn,  John  Joseph. 

A  Fogerty,  Williams  Clemmons. 

A  Fogg,  Irving  Sylvester. 

D  Fogg,  Walter  Augustus. 

A  Foley,  Timothy  John. 

A  Foley,  Walter  James  Paul. ' 

A  Follett,  Ammi  Ward. 

A  Follett,  John  Atwood. 

A  Folaom,  Charles  Follen. 

A  Folaom,  Norton. 

A  Fontaine,  Marc. 

C  Fontaine,  Henri  Theophlle. 

A  Forbes,  Charles  Holt. 

E  Forbes,  Edwin  Bannister. 

A  Forbes,  George  Foster. 

A  Forbes,  Henry  Gordon. 

A  Forbush,  Albert  Waldo. 

B  Ford,  Daniel  Frink. 

A  Ford,  John  Francis. 

D  Ford,  Michael  Angelo. 

B  Forrest,  Josephine  Winifred. 

D  Forster,  Robert  William. 

A  Fortin,  Julian  Elzear. 

D  Fosgate,  Elmer  Gilman. 

D  Foskett,  Eben. 

A  Foskett,  George  Mason. 

A  Fobs,  David. 

A  Foss,  John  William. 

E  Fobs,  Percy  Harold. 

A  Foss,  Warren  Sartwell. 

A  Foster,  Charles  Cbauncy. 

D  Foster,  Clarendon  Atwood. 

A  Foster,  Edwin  Scott. 

E  Foster,  Ellis  Edwin. 

A  Foster,  Frank  Albert. 

E  Foster,  Frank  Brooks. 

D  Foster,  George  Benjamin. 

A  Foster,  George  Emory. 

A  Foster,  Horace  Kendall. 

A  Foster,  James  Milton. 

A  Foster,  James  Richards. 

D  Foster,  Louis  Everett. 

D  Foster,  Matthias  Lanckton. 

B  Foster,  William  Augustus. 

D  Foster,  Winifred  Smith. 

A  Fountaine,  Felix  Dydime. 

D  Fournler,  Arthur. 

C  Fourtin,     Edmund     Randolph 

Peaslee. 

A  Fox,  William  Tale. 

A  Foye,  Charles  Frederick. 


A  Frame,  Joseph. 

C  Francis,  Adeline  Eliza. 

A  Francis,  Carleton  Shurtleff. 

A  Francis,  George  Ebenezer. 

A  Francis,  George  Hills. 

A  Francis,  Tappan  Eustis. 

A  Francois,  Edward  Albert  LouIb. 

A  Franfaglia,  Gabrl61e. 

D  Frankel,  Charles  Louis. 

B  Franks,  Baron. 

A  Franz,  Adolph. 

A  Fraser,  Donald  Allan . 

A  Eraser,  John  C  hlshol  m . 

D  Fraser,  Margaret  Ethel  Victoria. 

D  Fraser,  Roderick. 

D  Fraser,  William  Leslie. 

E  Frasier,  Joseph  Anthony. 

B  Frechette,  Clement. 

A  Freeman,  Franklin  Willard. 

A  Freeman,  Frederick  Augustus. 

D  Freeman,  George  Franklin. 

A  Freeman,  Russell  Ballon. 

A  Freeman,  Simon  Augustus. 

A  French,  Alfred  Joseph. 

A  French,  Charles  Austin. 

A  French,  Charles  Ephralm. 

A  French,  Charles  Henry. 

A  French,  Charles  Lindol. 

A  French,  Charles  Peaslee. 

D  French,  Edward  Henry. 

A  French,  George  Henry. 

D  French,  John  Innes. 

A  French,  John  Marshall. 

B  French,  Towneley  Thorndike. 

D  French,  Warren  Kllburn. 

A  French,  Wlnslow  Burrell . 

D  Friedman,  Leo  Victor. 

E  Frietas,  Jose  Carlos  de. 

B  Frink,  Charles  Tatman. 

D  Frink,  Claude  Augustine. 

D  Frink,  Lewis  James. 

A  Friable,  Jesse  Franklin. 

A  Fris8ell,  Edward  Merle. 

A  Frizzell,  Seraph. 

B  Frost,  CharleB  Chauncy. 

A  Frost,  Edward  Clayton. 

D  Frost,  Flora  Eva. 

D  Frost,  Horace  Bird. 

D  Frost,  Samuel  Kapp. 

A  Frost,  Woodbury  George. 

D  Frothlngham,  Charles  Benjamin. 

A  Frothlngham,  James  Edward. 

D  Frumson,  Lazarus. 

A  Fry,  Charles  Wilson. 

A  Frye,  Charles  Marshall. 

A  Frye,  Edmund  Bailey. 

A  Fryer,  Wineon  Farnum. 

B  Fuller,  Amos  Warren. 

D  Fuller,  Charles  Benjamin. 

A  Fuller,  Charles  Metcalf. 
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A  Fuller,  Daniel  Hunt. 

D  Fuller,  Elmer  Ellsworth. 

D  Fuller,  Ernest  Page. 

D  Fuller,  Etherldge  Irie. 

D  Fuller,  Frank  Boutelle. 

A  Fuller,  Frederick  Henry. 

B  Fuller,  George  Albion. 

A  Fuller,  George  Ephralm. 

A  Fuller,  James  Robert. 

D  Fuller,  Solomon  Carter. 

B  Fuller,  Walter  Tracy. 

D  Fullerton ,  Walter  Wll son. 

D  Fulton,  George  Herbert. 

D  Furniss,  Maud  Granger. 

E  Furrcr,  Arnold  Frotcham. 

A  Fyfe,  Thomas  Tass. 

D  Gabler,  George  Lewis,  Jr. 

D  Gaboury,  Henri  Tancrede. 

A  Gaertner,  Alexander. 

A  Gaffney,  John  Patrick. 

A  Gaffney,  Henry  Joseph. 

A  Gage,  Edward  Franklin. 

A  Gage,  Homer. 

A  Gage,  James  Arthur. 

A  Gage,  Thomas  Hovey. 

D  Gageby,  Lenore  Hamilton. 

A  Gaggloll,  Girolamo. 

A  Gahan,  Edward  William. 

D  Gahan,  Myles  Joseph. 

D  Gahan,  Patrick  Francis. 

D  Gaidzakyan,  Ohan. 

D  Gaillardet,  Philippe. 

B  Galbenewetz,  Benjamin  Goth. 

A  Gale,  George  Washington. 

D  Gale,  Harold  Adams. 

A  Gale- Warren,  Mary  Kendall. 

B  Gallagher,  James  Thomas. 

D  Gallagher,  John  Vincent. 

D  Gallagher,  Thomas  Morton. 

D  Gallagher,  William  Howard. 

D  Gallant,  Isidore. 

A  Galligan,  Edward  Francis. 

D  Galligan,  Edward  Joseph. 

C  Galligan,  Eugene  Thomas. 

A  Galllson,  Ambrose  John. 

A  Galllson,  Henry  Hammond. 

A  Galllson,  Jefferson  Cushlng. 

A  Gal  11  van,  William  Joseph. 

A  Galloupe,  Benjamin  Franklin. 

A  Galloupe,  Charles  William. 

A  Galloupe,  Isaac  Francis. 

A  Galvin,  George  William. 

A  Galvin,  William.- 

E  Gammell,  Samuel. 

A  Gannett,  William  Whit  worth. 

A  Gannon,  Annie  Margaret. 

B  Gannon,  Anna  Maria. 

A  Garceau,  Edgar. 

A  Gardiner,  Perley  Forest. 

D  Gardner,  Archibald  Robert. 


D  Gardner,  Charles  Wesley. 

A  Gardner,  Clarence  Rhodolphus. 

D  Gardner,  David  Moulton. 

A  Gardner,  Edward  Everett. 

A  Gardner,  Frank  Augustine. 

A  Gardner,  George  Henry. 

D  Gardner,  Harry  Milton. 

A  Gardner,  William  Wallace. 

A  Garey,  Charles  Wendell. 

Garfield,  John. 

A  Gariepy,  Joseph  Camllle. 

A  Garland,  Albert  Stone. 

D  Garland,  Frederick  Eugene. 

D  Garland,  George  Franklin. 

A  Garland,  George  Minot. 

A  Garland,  Guy  W. 

A  Garland,  Joseph  Everett. 

A  Gannon,  John  Oscar. 

A  Garneau,  Joseph  Pierre  Alphonse. 

D  Garrett,  Frank  Steele. 

A  Garrlgan,  Thomas  James. 

A  Gary,  Clara  Emerette. 

D  Gatchell,  David  Harris. 

D  Gates,  Ernest  A. 

A  Gates,  George  Wellesley. 

D  Gates,  James  Moseley. 

B  Gauthler,  Franklin. 

A  Gavin,  George  Freeborn. 

A  Gavin,  John  Harrison. 

E  Gavin,  Joseph  Leo. 

A  Gavin,  Michael  Freeborn. 

A  Gavin,  Patrick  Freebern. 

A  Gay,  Almon  De  Bols. 

A  Gay,  Arthur  Park. 

D  Gay,  Clarence  Bertram. 

D  Gay,  Fritz  Walter. 

A  Gay,  George  Washington. 

A  Gay,  Ellen  Angellne  Kidder  Hutch- 
inson. 

B  Gay,  Herbert  Seymour. 

B  Gay,  Mary  Cochran. 

A  Gay,  Warren  Fisher. 

E  Gay,  William  Frederick. 

D  Gay,  William  Madison. 

A  Gaylord,  John  Flavel. 

E  Gaylord,  William  Avery. 

A  Geddes,  Peter  Spearce  Walker. 

D  Gehring,  Norman  John. 

A  Gellneau,  Charles  William. 

A  Gellneau,  Ovlla  Clement. 

A  Gendron,  Joseph  Alexander. 

A  Gendron,  Joseph  Etlenne. 

A  Genereux,  Joseph  Alberie. 

A  Genereux,  Joseph  Oliver. 

D  George,  Arthur  Phillips. 

D  George,  Frank  William. 

A  George,  Oscar  Fowler. 

D  Germain,  Harry  Homer. 

A  Gerould,  Joseph  Bowditch. 

A  Gerry,  Edwin  Peabody. 
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D 

Gersteln,  Morris. 

A 

Glendennlng,  Robert  Thompson. 

D 

Gerln-Lajoie,  Mederic  Thomas. 

A 

Glennon,  Michael. 

B 

Gertz,  William  Henry. 

E 

GUdden,  Howard  Kenneth. 

A 

Gervals,  Emory. 

A 

Gobron,  Louis  Constant. 

A 

Getchell,  Albert  CoJby. 

D 

Goddard,  Abigail  Elma. 

C 

Getchell,  Stillman  Perry. 

D 

Goddard,  Henry  Edward. 

D 

Gibbons,  Lister. 

A 

Goddard.  Joslah  Hamilton. 

E 

Gibbons,  Sberwln. 

A 

Godfrey,  Joseph  Witter. 

A 

Gibbs,  Howard  Augustine. 

D 

Godfrey,  Thomas  Francis. 

D 

Glbbs,  Joseph  Addison. 

A 

Godin,  Joseph. 

A 

Glbbs,  Linnaeus  Victor. 

B 

Golden,1  Lazarus.    • 

A 

Gibbs,  Lucero  Jackson. 

A 

Golden,  Michael  Charles. 

A 

Gibbs,  Samuel  Whelpley. 

A 

Goldtbwalt,  Joel  Ernest. 

D 

Gibbs,  Susan  Burley  Harris. 

A 

Goldthwalte,  Seth  Vale. 

A 

Glbby,  Isabel  Parker. 

B 

Good,  Jacob  Adam. 

A 

Giblin,  Frank  Joseph. 

A 

Goodale,  George  Lincoln. 

A 

Gibson,  Arthur  Alien. 

A 

Good  ale,  Joseph  Lincoln. 

B 

Gibson,  Elwyn  Deloss. 

D 

Goodall,  Ellis  Leon. 

E 

Gibson,  Robert  Francis. 

D 

Goodall,  Harry  Winfred. 

A 

Gidman,  Bramwell  Caryosso. 

D 

Goodall,  Henry  Skinner. 

A 

Gilford,  Benjamin  Dods. 

A 

Goodell,  George  Zlna. 

A 

Glfford,  Fred  Hooker. 

D 

Goodenow?  Daniel. 

A 

Glfford,  John  Henry. 

A 

Gooding,  Emma  Jeanette. 

A 

Glguere,  Joseph.1 

A 

Goodman,  Nathan  Mark. 

A 

Gilbert,  Aurelia  Eliza. 

A 

Goodman,  Samuel. 

A 

Gilbert,  Daniel  Dudley. 

D 

Goodrich,  Harriet  Rawson. 

D 

Gilbert,  Frank  Leslie. 

D 

Goodridge,  Frederick  James. 

A 

Gilbert,  John. 

A 

Goodspeed,  Helen  Amanda. 

D 

Gilbert,  Louis  Whltmore. 

A 

Goodwin,  Charles  Otis. 

E 

Gilchrist,  Charles  Robert. 

D 

Goodwin,  Edward  Everett. 

A 

Gildee,  James  Bennett. 

D 

Goodwin,  Elmer  Ellsworth. 

A 

Glle,  John  Martin. 

A 

Ooodwin,  George  Ervlng. 

B 

Gilfether,  Frank  Emmet. 

D 

Goodwin,  Harold  Carl. 

C 

Gilflllan,  Thomas. 

A 

Goodwin,  James  Joseph. 

D 

Glllard,  Arthur  Ernest. 

A 

Goodwin,  Richard  James  Plumer. 

A 

Gillespie,  John. 

A 

Goodwin,  Tirzah  Eveline. 

D 

Gillette,  Claudius  Wesley. 

A 

Goodwin,  Wllford  Watson. 

D 

Gillette,  George  William. 

A 

Goray,  James  Philip. 

D 

Giillngham,  Horace  Porter. 

A 

Gordon,  John  Alexander. 

A 

Gilman,  Eugene  Albert. 

A 

Gordon,  Miles  Remond. 

D 

Oilman,  Frank  Madison. 

C 

Gordon,  Stephen  Masury. 

A 

Gilman,  Warren  Randall. 

A 

Gorham,  Frederic  Croswell. 

D 

Gil  martin,  Albert  Edward. 

D 

Gorman,  John  William. 

C 

Ginn,  David  Richards. 

D 

Gormly,  Harry  Hemming. 

E 

Glrard,  Leopold  Adolpbe. 

A 

Gorshel,  Richard. 

D 

Glrdner,  John  Harvey. 

A 

Go8s,  Arthur  Vincent. 

A 

Girouard,  Simeon  Joseph. 

A 

Gobs,  Francis  Webster. 

D 

Glrouard,  Joseph  Arthur. 

A 

Gottschalk,  William  von. 

D 

Giroux,  Charles. 

D 

Goyer,  Joseph  Rodolphe. 

A 

Giroux,  Joseph  Raymond. 

D 

Groll,  Maximilian  Charles  von. 

A 

Glancy,  Charles  Augustine. 

D 

Gould,  Alfred  Henry. 

B 

Glancy,  William  Carte  Minnette. 

A 

Gould,  Charles  Asahel. 

A 

Glazier,  Frederick  Prentiss. 

A 

Gould,  Clarke  Storer. 

D 

Gleason,  Benjamin  Whitney. 

D 

Gould,  Chester  Harlow. 

A 

Gleason,  Charles  Sherman. 

B 

Gould,  Forrest  Burton. 

D 

Gleason,  Edward  Francis. 

A 

Gould,  Frank  Morlah. 

A 

Gleason,  Edwin  Putnam. 

F 

Gould,  Joshua  Bayley. 

E 

Gleason,  George  Hathaway. 

D 

Goulding,  Timothy  Fiancis. 

A 

Gleasou,  Mardls  Edward. 

D 

Grace,  Ralph. 

D 

Gleason,  Willis  Webster. 

E 

Grady,  Eliza. 
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E  Grady,  Henry  Matthew. 

B  Grady,  John  William. 

A  Grady,  Joseph  William. 

D  Grady,  Patrick  Anthony  Salmon. 

D  Grady,  Thomas  Henry. 

A  Graham,  Douglas. 

D  Graham,  Maria  Louise. 

A  Grainger,  William  Henry. 

D  Grandison,  Wilfred  George. 

D  Granger,  Eugene  Norton. 

E  ■  Granger,  Frank  Butler. 

A  Granger,  Frank  Clark. 

D  Granger,  Karle  Henry. 

A  Grant,  James  Henry. 

A  Grant,  James  Henry. 

A  Grant,  William  Herbert. 

D  Grant,  William  Victor. 

D  Graves,  Benjamin  Augustus. 

E  Graves,  Frederick  Clinton. 

E  Graves,  Walter  John. 

D  Graves,  William  Phillips. 

D  Gray,  Alice  Maude. 

A  Gray,  Charles  Henry. 

D  Gray,  Elizabeth  Taylor. 

A  Gray,  George  Henry. 

E  Gray,  Hugh  Bait. 

A  Gray,  Robert  Williams. 

D  Greany,  Annie  Gertrude. 

E  Greaves,  John  George. 

A  Greeley,  William  Henry. 

A  Green,  Charles  Montravllle. 

A  Green,  Gy6re. 

A  Green,  John  Orne. 

A  Green,  Mllbrey. 

A  Green,  Thomas  William. 

D  Greenaugh,  Robert  Battey. 

E  Greene,  Daniel  Crosby,  Jr. 

A  Greene,  Edward  Miller. 

D  Greene,  Eva  Keith. 

A  Greene,  Frank  Alonzo. 

A  Greene,  Frank  Eugene. 

A  Greene,  Harrie  William. 

A  Greene,  James  Sumner. 

A  Greene,  Jared  Alonzo. 

D  Greene,  Ransom  Alphonso. 

A  Greene,  Ray  Woodvllle. 

A  Greene,  Robert  Anderson. 

A  Greene,  Thomas  Francis. 

D  Greene,  William  Addison. 

D  Greene,  William  Henry. 

A  Greenleaf ,  George  Walter. 

A  Greenleaf,  John  Ruggles. 

A  Greenleaf,  R*lchard  C ranch. 

D  Greenough,  Clara  Mary. 

A  Greenwood,  Allen. 

A  Greenwood,  Sewell  Elliott. 

A  Gregg,  John  Argelo. 

B  Gregoire,  Albert. 

A  Grieumard,  George  Augustus. 

D  Grice,  Julia. 


B  Griffin,  Alva  James. 

A  Griffin,  Arthur  George. 

D  Griffin,  Frederic  Stanley. 

A  Griffin,  Louise  Amanda. 

D  Griffin,  Nathan  Leroy. 

D  Griffin.  Walter  A) den. 

A  Griffith,  John  Auckland. 

D  Griffith,  Thomas  Richards. 

D  Griffiths,  Albert  Farnsworth. 

E  Grimes,  James  Henry.  » 

D  Grimes,  Warren  Parker. 

A  Grinfleld-Coxwell,  John  Edward. 

B  Grise,  Herman  Pierre. 

D  Giiswold,  Merton  Lyman. 

A  Groll,  Edward  Wright. 

B  Groppner,  Max  Carl. 

D  Gross,  Hermann  Williams. 

D  Grossman,  Max. 

A  Qrouard,  John  Shackford. 

D  Grovestein,  William  Pride. 

A  Grow,  Timothy  Rose.    ' 

A  Graver,  Samuel  James. 

A  Guertln,  Augusts. 

A  Guild,  Edgar  Hunt. 

A  Guild,  Edward  Frank. 

D  Guild,  Thomas  Ezra. 

D  Guller,  Robert  Workman. 

D  Guilshan,  Joseph  John. 

D  Guimond,  Omer. 

D  Gulick,  Luther  Halsey. 

A  Gunning,  Thomas  Francis. 

A  Gunter,  Fred  Berkeley. 

A  Guptill,  Ira  Clark. 

A  Guptill,  Lucian  Hayden. 

D  Gurley,  Revere  Randolph. 

D  Guy,  Walter  Bryant. 

D  Gwin,  Robert  Campbell. 

D  Hachl,  Henry  Clement. 

A  Haddock,  Charles  Whitney. 

A  Hagopian,  Sarkls  Morkir. 

A  Hahn,  Amml  Rahamah. 

D  Haig,  Andrew  Atchison. 

D  Haines,  Ignatius. 

A  Hale,  Edward  Preston. 

A  Hale,  Edwin  Emery. 

B  Hale,  George  Carleton. 

A  Hale,  Joslah  Little. 

D  Hale,  Robert  Carleton. 

D  Hale,  William. 

B  Hale,  William  Alonzo. 

E  Hale,  Willis  Lc  Baron. 

C  Hall,  Charles  Brackets 

D  Hall,  Charles  Francis  Adams. 

A  Hall,  Charles  Henry. 

D  Hall,  Fred  Augustus. 

D  Hall,  Gardner  Wells. 

A  Hall,  George  Clifton. 

D  Hall,  Herbert  James. 

D  Hall,  Harry  Porter. 

E  Hall,  James  Frank. 
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D 

Hall,  James  Sanberg. 

A 

Hare,  Charles  Henry. 

D 

Hall,  John  Baptlste,  Jr. 

D 

•Hare,  William  Andrew. 

A 

Hall,  Mahlon  Freeborn. 

B 

Hargrove,  Alfred. 

A 

Hall,  Newbert  Jackson. 

B 

Hargrove,  Frances  Flora. 

D 

Hall,  Rufus  Hacker. 

B 

Hargrove,  Sidney  Bulwer. 

D 

Hall,  Walter  Davis. 

E 

Harkins,  Cornelius  Patrick,  Jr. 

A 

Hall,  Walter  Langdon. 

A 

Harklns,  Daniel  Stanislaus. 

D 

HaU,  William. 

D 

Harklus,  John  Francis. 

A 

Hall,  William  Dudley. 

A 

Harlow,  Corydon  Webster. 

A 

Hallett,  Edward  Bangs. 

A 

Harlow,  George  Arthur. 

A 

Hallett,  Walter  Lewis. 

A 

Harlow,  Granville  Albert. 

A 

Halloran,  Michael  Joseph. 

A 

Harlow,  Harriet  Susan. 

E 

Halloran,  Timothy  Joseph. 

A 

Harlow,  John  Martyn. 

A 

Hallowell,  Clement  Howard. 

D 

Harman,  Austin  Roy. 

A 

Hallowell,  Henry  Carleton. 

A 

Harmon,  Byron  Richmond. 

C 

Halpln,  Andrew  James. 

A 

Harmon,  Melville  Alphonzo. 

D 

Halsted,  Alfred  Thompson. 

D 

Harper,  Alfred  Alfonso. 

A 

Halaey,  Frederick  Wads  worth. 

A 

Harrlman,  Charles  Henry. 

D 

Hamblen,  Edward  Everett. 

D 

Harrtman,  Cora  Elizabeth. 

D 

Hamblen,  Howard. 

D 

Harrlman,  David  Eugene. 

D 

Hamilton,  Annie  Lee. 

A 

Harrlman,  James  Lang. 

E 

Hamilton,  Edward  Sylvester. 

D 

Harrlman,  Perley. 

D 

Hamilton,  Robert  De  Lance y. 

A 

Harrlman,  Samuel  Knight. 

A 

Hamilton,  Theodore  Ersklne. 

A 

Harrington,  Arthur  Hudson. 

D 

Hamlin,  Charles  Franklin. 

A 

Harrington,  Charles. 

D 

Hamlin,  William  Edward. 

D 

Harrington,  Charles  Woodbury. 

A 

Hammersley,  Jonathan  Beadmore. 

A 

Harrington,  Francis  Bishop. 

A 

Hammond,  Allen  Dexter. 

A 

Harrington,  Francis  Michael. 

A 

Hammond,  Lemuel  Hodges. 

A 

Harrington,  Harriet  Louisa. 

A 

Hammond,  Philip. 

A 

Harrington,  Thomas  Francis. 

D 

Hammond,  Roland. 

D 

Harrington,  Michael  William. 

D 

Hammond,  William  John. 

D 

Harris,  Arthur  Eugene. 

A 

Hammond,  William  Penn. 

D 

Harris,  Charles  Edward. 

A 

Hands,  Anna  Carville. 

A 

Harris,  Emanuel. 

A 

Hands,  Herbert  Abraham. 

A 

Harris,  Francis  Augustine. 

A 

Handy,  Benjamin  Jonee. 

A 

Harris,  Georgianna  Warren. 

A 

Handy,  Harrie  Delmar. 

B 

Harris,  Samuel  Jacob. 

D 

Handy,  Harry  Tucker. 

B 

Harris,  Sophia  Roper. 

A 

Hanley,  Francis  Joseph. 

E 

Harris,  Wilfred  Ernest. 

A 

Han  ley,  John  Joseph. 

D 

Harris,  William  DeBlois. 

A 

Hanlon,  Daniel  James. 

D 

Harris,  William  Landow. 

A 

Hanna,  Edmund  Steelman. 

A 

Harrower,  David,  Jr. 

D 

Hanna,  Thomas  Francis. 

B 

Hart,  Charles  Oliver. 

D 

Hannaford,  Charles  William. 

E 

Hart,  Francis  Joseph. 

A 

Hannum,  James  Wilson. 

A 

Hart,  George  Fred. 

D 

Hanscom,  Walter  Vose. 

D 

Hart.  Henry  Brown. 

A 

Hanecom,  San  ford. 

E 

Hart,  Joseph  Storer. 

A 

Hanson,     Frederick     Augustus 

B 

Hart,  Mary  Schoon  maker. 

Tafte.' 

D 

Hart,  Michael  Joseph. 

D 

Hanson,  Justus  Greely. 

A 

Harte,  Richard  Hickman. 

A 

Hanson,  William  Green. 

A 

Hartley,  Henry  Alexander  Sat- 

D 

Hapgood,  Lyman  Sawln . 

urnise. 

D 

Harding,  Ambrose  Hastings. 

D 

Hartley,  Rebecca  Agnes. 

A 

Harding,  Edward  Mitchell. 

D 

Hartnett,  Edward  Daniel. 

A 

Harding,  George  Franklin. 

D 

Hartshorn,  Edward. 

D 

Harding.  Walter  Allen. 

,D 

Hartung,  Harry  Hall. 

A 

Harding,  Wilbur  Flak. 

D 

Hart  well,  Arthur  Spear. 

D 

Hard  wick,  Everett  Vinton. 

A 

Hartwell,  Benjamin  Hall. 

A 

Hardy,  Charles  Silenus. 

A 

Hartwell,  Edward  Mussey. 

D 

Hare,  Andrew  Jackson. 

D 

Hartwell,  Harry  Fairbanks. 
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D 

Hartwell,  William  Winn.' 

D 

Hayes,  Wentworth  Larrabee. 

B 

Harvey,  Alvah. 

D 

Hayford,  Herbert  Scott. 

A 

Harvey,  Edwin  Bayard. 

A 

Haynes,  Charles  Frederick. 

B 

Harvey,  Elvira  Adelaide. 

D 

Hay  ward,  Abner. 

B 

Harvey,  Frank. 

A 

Hay  ward,  Joseph  Warren. 

A 

Harvey,  Frank  T.     , 

A 

Hayward,  Levi  Thomas. 

A 

Harvey,  Henry  Sydney. 

D 

Hay  ward,  Walter  Barrows. 

A 

Harvey,  John  Franklin. 

D 

Hayward,  William  Frank. 

D 

Harvey,  Roland  John. 

C 

Hayward,  George  Grlswold. 

A 

Harvey,  Walter  Emerson. 

A 

Haywood,  George  William. 

D 

Harvey,  William  Wirt. 

A 

Haywood,  Isabel  Prldham. 

A 

Harwood,  Charles  Hamant. 

A 

Hazard,  George  Stevens. 

D 

Hasbrock,  Ira  Daniel. 

A 

Hazelton,  Isaac  Hills. 

D 

Haskell,  Harris  Blgelow. 

D 

Hazen,  Robert. 

A 

Haskell,  Henry  Hill. 

D 

Hazlett,  Olive  Blnkley. 

D 

Haskell,  Lyman  George. 

D 

Heald,  Charles  Gerry. 

A 

Haskell,  Nelson  Cary. 

A 

Heald,  Joseph  Berthelet. 

D 

Hasklns,  Frank  Henry. 

A 

Heald,  William  Frederick. 

A 

Hasklns,  Solomon  Foot. 

D 

Healy,  Daniel  Laurence. 

A 

Haslam,  Frank  Alden. 

A 

Healy,  James  Joseph. 

A 

Hassett,  John  Joseph. 

D 

Healy,  John  Aloysins. 

A 

Hastings,  Caroline  Eliza. 

D 

Healy,  Thomas  Raymond. 

B 

Hastings,  Frank  Joslah. 

A 

Heard,  John  Theodore. 

D 

Hastings,  John  Mason. 

E 

Heard,  Mary  Ann. 

A 

Hastings,  Judson  Worthington. 

D 

Hearn,  Walter  Lawrence. 

A 

Hastings,  Robert  Worthington. 

B 

Heath,  Abble  Knowlton  Marden. 

A 

Hatch,  Anselro  Dimmlc. 

D 

Heath,  Edward  Allen. 

D 

Hatch,  Edward  Sparhawk. 

A 

Heath,  Joseph  Webster. 

D 

Hatch,  George  Stephen. 

D 

Heath,  Newton  Emmer. 

D 

Hatch,  Leonard  Francis. 

D 

Heaton,  Thomas  Henry. 

A 

Hatchett,  William  Josephus. 

A 

Hebbard,  Ellery  Cola. 

E 

Hatfield,  Hngh  Kerr. 

A 

Hebbert,  Charles  Alfred. 

A 

Hathaway,  Clarence  Lockwood. 

D 

Hubert,  Georges. 

D 

Hathaway,  George  Stlmson. 

A 

Hedenberg,  James. 

D 

Hathaway,  John  Gael. 

A 

Heffern,  Patrick  William. 

B 

Hathaway,  Marcus  Morton. 

D 

Heffernan,  David  Aloysins. 

A 

Hathaway,  Sarah  Lewis. 

A 

Helgham,  Jabez  William. 

A 

Hathaway,  William  Fales. 

D 

Hemeon,  Frederick  Chipman. 

A 

Hanb,  Augustine  Catherine. 

D 

Hendee,  Leslie  Horatio. 

A 

Haven,  George. 

A 

Henderson,  Charles  Russell. 

D 

Havlland,  Nathaniel  Clark  Bacon. 

D 

Henderson,  George  Dallas. 

D 

Hawes,  Alfred  Taylor. 

D 

Henderson,  Lawrence  Joseph. 

A 

Hawes,  Edward  Everett. 

A 

Henderson,  Plnckney  Marlon. 

A 

Hawes,  Joseph  Qulnnum. 

A 

Hendrlckson,  Charles  Damarin. 

E 

Hawkes,  Charles  Eleazer. 

D 

Henln,  Chalm  Chalmor. 

B 

Hawkins,  Horatio  Gates. 

A 

•  Henlon,  John  Briggs. 

A 

Hawks,  Alfred  Joseph. 

B 

Henotte,  Constant. 

A 

Hawks,  Esther  Hill. 

A 

Henry,  John  Goodrich. 

A 

Hay,  Gustavue. 

E 

Herbert,  Edward. 

D 

Hay,  Joseph  Smyser. 

A 

Herrlck,  Edward  Barton. 

D 

Hayden,  Lewis  Brooks. 

A 

Herrlck,  Joseph  Thomas. 

A 

Hayden,  William  Richardson. 

E 

Herrick,  Timothy  George. 

A 

Hayes,  Albert  Hamilton. 

D 

Herrlck,  Van  Buren. 

D 

Hayes,  Blanche  Adelyn. 

A 

Hersey,  Freeman  Clark. 

D 

Hayes,  Frederick  Legro. 

D 

Hess,  Peter  William. 

A 

Hayes,  Irving  Benjamin. 

A 

Hetherington,  Gilbert  Edwin. 

B 

Hayes,  John  Joseph. 

C 

Hewes,  Henry  Fox. 

A 

Hayes,  Justin  Gideon. 

A 

Hewins,  Parke  Woodbury. 

D 

Hayes,  Mabel  Stevens. 

D 

Hewitt,  Clarence  Elbert. 

A 

Hayes,  Stephen  William. 

D 

Hewitt,  William  Oakes. 
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D 

Hews,  India  Cochel. 

A 

L 

Hodgdon,  Andrew  Hall. 

A 

Hichborn,  Herman  Granville. 

D 

Hodgdon,  Frank  Amasa. 

A 

Hickey,  Garrett  Joseph. 

D 

Hodgdon,  Lather  Albion. 

D 

IHckey,  John  Aloyslus. 

D 

Hodgdon,  Ralph  Franklin. 

D 

Hlckey,  Lawrence  Joseph. 

B 

Hodge,  Dwight  Munson. 

D 

Hicks,  Charles  Andrew. 

A 

Hodges,  Almon  Danforth. 

D 

Hicks,  Ellas' Peter. 

E 

Hodges,  Stoughton  Fletcher. 

A 

Hicks,  Joseph. 

A 

Hodgson,  Mary  Cobb. 

A 

Hidden,  Charles  Walter. 

A 

Hodgson,  Richard. 

A 

Hlgbee,  Edwin  Wilbur. 

A 

Hodgson,  Thomas  Smltbson. 

A 

Hlggins,  Frank  Albert. 

A 

Hodskins,  Edward  Bryant. 

D 

Higgles,  Harry  Bngene. 

D 

Hodsklns,  Morgan  Brewster. 

A 

Hlggins,  Henry  Rich. 

D 

Hoey,  Warren  Henry. 

A 

Hlggins,  James  Hayden. 

A 

Hoffman,  Gustavus  Adolphus. 

B 

Higgins,  John  Henry. 

D 

Hoffses,  Granville  Ernest. 

B 

Hlgglnson,  Ella  Aurilla. 

A 

Hogan,  Fremont  Lincoln. 

A 

Hlldreth,  John  Lewis. 

D 

Hogan,  Joseph  Ambrose. 

A 

Hildreth,  William  HartweU. . 

A 

Hogner,  Per  Gustaf  Richard. 

A 

Hill,  Almon  Ward. 

A 

Hoitt,  Eugene  Gorham. 

B 

H1U,  Calvin  Augustus. 

D 

Holbrook,  Bradbury.                       , 

D 

Hill,  Edgar  Dwight. 

A 

Holbrook,  George. 

D 

Hill,  Ernest  Llnwood. 

A 

Holbrook,  Guy. 

D 

Hill,  Eugene  Woodbury. 

B 

Holbrook,  Joseph  Edgar. 

C 

Hill,  George  Hillard. 

A 

Holbrook,  Levi  Bradford. 

D 

Hill,  George  Sumner. 

A 

Holbrook,  Silas  Pinckney. 

D 

Hill,  Ira  Clark. 

B 

Holbrook,  Solomon  Harding. 

A 

Hill,  Ira  Joseph. 

A 

Holbrook,  William. 

A 

Hill,  Lucy  Chaloner. 

A 

Holbrook,  William  Edward. 

B 

Hill,  Mary  Janerson. 

A 

Holcombe,  Charles  Clifford. 

A 

Hill,  Noble  Hind. 

A 

Holden,  Austin. 

D 

Hills,  Charles  Everett. 

A 

Holden,  Charles  Sumner. 

A 

Hills,  Frederick  Lyman. 

D 

Holden,  Clarence  Parnell. 

A 

Hills,  William  Barker. 

A 

Holden,  Eugene  Martin. 

A 

Hills,  William  Henry. 

D 

Holden,  George  Walter. 

A 

Hilton,  George  Whitefleld. 

A 

Holden,  Leonard  Preston. 

D 

Hilton,  John  Daniel. 

E 

Holden,  Nebutber. 

B 

Hiltpold,  Jacob. 

A 

Holden,  William  Daniel. 

D 

Hinchcliffe,  Harry  Palmer. 

B 

Holland,  Allen  Joseph. 

D 

Hinchey,  Richard. 

D 

Holland,  Hubert  Thomas. 

D 

Hinckley,  James  William. 

A 

Holland,  James  William. 

A 

Hincks,  William  Sylvanus. 

D 

Holland,  Robert  Ambrose- 

A 

Hines,  Archelaus  Don. 

D 

Holland,  William  Timothy. 

A 

Hlnes,  Isaac  Bright. 

D 

Holmberg,  Carl  Lester  Magnus- 

D 

Hlnson,  Jacob  Miller. 

A 

Holmes,  AMn  Dennett. 

A 

Hipklss,  George. 

E 

Holmes,  Arthur  Brewster. 

D 

Hirchler,  Rose. 

D 

Holmes,  Benjamin  Henry. 

A 

Hitchcock,  Alfred  Owen. 

D 

Holmes,  Daniel  Henry. 

A 

Hitchcock,  Edward  Bigelow. 

E 

Holmes,  Edgar  Miller. 

A 

Hitchcock,  George  Goodwin. 

A 

Holmes,  Harry  Bigelow*. 

A 

Hitchcock,  Henry  Russell. 

D 

Holmes,  Harry  Clinton. 

A 

Hitchcock,  John  Sawyer. 

A 

Holmes,  Horace  Marshall* 

A 

Hitchcock,  Walter  Samuel  Deane. 

D 

Holmes,  Howard  Fowler. 

D 

Hitchcock,  William  Alvan,  Jr. 

C 

Holmes,  John  Parker. 

B 

Hixon,  Edwin  Colfax. 

B 

Holmes,  Lydla  Maria. 

A 

Hoadley,  Alfred  Henry. 

D 

Holmes,  May  Salona. 

D 

Hobart,  Austin  Walter. 

A 

Holmes,  William  Dennlson. 

A 

Hobart,  Mary  Forrester. 

D 

Holmes,  William  Franklin. 

D 

Hobble,  John  Remington. 

A 

Holmquist,  Gustavus. 

A 

Hobbs,  Ezra  Allen. 

D 

Holohan,  Patrick  Athanasius* 

D 

Hoch,  Charles  August. 

D 

Holt,  Clifford  Parker. 
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A-  Holt,  Edward  Brown. 

D  Holt,  Frank  Hammett. 

D  Holton,  Charles  Edward. 

A  Holyoke,  Frank. 

D  Holzman,  Joseph. 

E  Homan,  John  Milton. 

A  Homans,  John. 

A  Homer,  John. 

D  Hood,  Mary  Gould. 

A  Hooker,  Charles  Parker. 

A  Hooker,  Edward  Dwlght. 

D  Hooker,  Stuart  Van  Rensselaer. 

A  Hooper,  Everett  Dennlson. 

A  Hooper,  Frederick  Hubbard. 

A  Hooper,  Harriett  Pervler. 

D  Hopkins,  Bertrand  Hiram. 

D  Hopkins,  Frederick  Eugene. 

D  Hopkins,  Henry  Wade. 

A  Hopkins,  Samuel  Augustus. 

A  Hopkins,  Stephen  Worcester. 

A  Hopkins,  William  Thorpe. 

A  Horgan,  John  Augustus. 

F  Home,  James  Metcalfe. 

A  Hornly,  Mary  Stamper. 

A  Horr,  Albert  Wlnslow. 

D  Horton,  Emma  Luella. 

D  Hoskins,  Bertha  Ladd. 

A  Hosmer,  Charles  Edward. 

A  Hough,  Garry  de  Neuvllle. 

A  Houghton,  Henry  Lincoln. 

A  Houghton,  Nledhord  Hahnemann. 

A  Houghton,  Silas  Arnold. 

A  Houghton,  Simon  Wlllard. 

A  Houle,  Anselme  Ephrem. 

A  Houle,  Joseph. 

A  Houston,  John  Alexander. 

D  Hovey,  Robert  Ferry. 

C  Howard,  Alonzo  Gale. 

A  Howard,  Amasa. 

A  Howard,  Arthur  Chadwlck. 

D  Howard,  Charles  James. 

D  Howard,  Charles  Tllden. 

D  Howard,  Eugene  Henry. 

D  Howard,  Frederic  Hollls. 

A  Howard,  George  Canning. 

A  Howard,  Herbert  Burr. 

D  Howard,  Joseph  Francis. 

A  Howard,  Margaret  Emily  Pagelsen. 

A  Howe,  Elsie  Brewster. 

A  Howe,  Francis  Augustine. 

A  Howe,  George  Joseph. 

D  Howe,  Harry  Newell. 

A  Howe,  James  Sullivan. 

D  Howe,  Joseph  Dlmock. 

A  Howe,  Octavius  Thorndike. 

A  Howe,  Oliver  Hunt. 

D  Howe,  Walter  Clarke. 

E  Howe,  Winfred  Lewis. 

B  Howell,  Ella  Virginia. 

D  Howell,  Harry  Warfleld. 


D  Howell,  Thomas. 

D  Howell,  William  Wescott. 

A  Howes,  Clarence  Linden. 

A  Howes,  Pitts  Edwin. 

A  Howland,  Barker  Cushman. 

D  Howland,  Clarence  Eugene. 

D  Howland,  Edgar  Joseph. 

D  Howland,  Joseph  Briggs. 

D  Howlett,  Thomas. 

D  Hoyt,  Dixie  George. 

A  Hoyt,  Edward  Malcolm. 

A  Hoyt,  Walter  Scott. 

D  Huard,  Joseph  Edouard. 

A  Hubbard,  Charles  Thacber. 

A  Hubbard,  Frank  Allen. 

A  Hubbard,  George  William. 

D  Hubbard,  Joshua  Clapp. 

A  .  Hubbard,  Joslah  Clark. 

A  Hubbard,  Osmon  Huntley. 

A  Hubbard,  Rufus  Peabody. 

A  Hubbard,  Simeon  Pease. 

A  Hubbard,  William  Allen. 

A  Hubbell,  Adelbert  Merton. 

E  Huckins,  Theron  Howard. 

A  Hudnut,  Frank  Parker. 

D  Hudnut,  Paul  Albert. 

E  Hudson,  Arthur  Stanton. 

D  Huehne,  Julius. 

D  Hughes,  George  Frederick,  Jr. 

C  Hughes,  Laura  Ann  Cleophas. 

D  Hughes,  Patrick  James. 

D  Hughes,  Rudolph  Emmet. 

A  Hull,  Ernest  Llverus. 

A  Hull,  John  Byron. 

A  Hull,  William  Henry. 

A  Hulme,  Laura  Payne. 

B  Hulse,  Lester  Addison. 

B  Humes,  Albert  Henry. 

A  Honking,  Charles  Dustln. 

D  Hunt,  Alice  Elizabeth  Palmer. 

A  Hunt,  Allston  Frost. 

A  Hunt,  Charles  Richard. 

A  Hunt,  Daniel  Lawrence. 

A  Hunt,  David. 

D  Hunt,  Ernest  Lerol. 

A  Hunt,  George. 

A  Hunt,  George  Eddy. 

D  Hunt,  George  Pratt. 

A  Hunt,  Israel  Thorndike. 

A  H  unt,  John  A  bram. 

A  Hunt,  Lemuel  Judson. 

C  Hunt,  Otis  Eugene. 

F  Hunt,  Simeon. 

A  Hunt,  William  Eustis. 

D  Hunt,  William  West. 

A  Hunt,  William  Otis. 

D  Hunter,  Edwin  Norman  McLeod. 

D  Hunter,  Henry  John. 

A  Hunting,  Nathaniel  Stevens. 

D  Huntington,  Thomas  Marshall. 
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A 

Huntoon,  Hazen  Presoott. 

A 

Jackson,  Henry. 

A 

Huntress,  Leonard. 

D 

Jackson,  Howard  Blgelow. 

D 

Hurd,  Albert  Gordon. 

A 

Jackson,  James  Marsh. 

A 

Hurd,  Alonzo  L. 

A 

Jackson,  John  Henry. 

A 

Hard,  George  Piatt. 

D 

Jackson,  Oliver  Howard. 

D 

Hard,  Randolph  Campbell. 

D 

Jackson,  Osceola  E. 

A 

Hard,  William  Weymouth. 

A 

Jackson,  Ralph  Wentworth. 

C 

Hurley,  Daniel  Bartholomew. 

A 

Jackson,  Samuel  Hahnemann. 

A 

Hurley,  Daniel  Madison. 

D 

Jackson,  William  Andrew,  Jr. 

B 

Hurley,  John  Joseph. 

A 

Jackson,  William  Benjamin. 

D 

Hurley,  Patrick  Eugene. 

A 

Jackson,  William  Leavltt. 

A 

Hurtubise,  Louis   Francis  Ath- 

E 

Jacobs,  Charles  Michael. 

agnase. 

D 

Jacques,  Louis  Desire  Oneslphore. 

D 

Hurwitz,  Abraham  Joseph. 

A 

Jacques,  Napoleon. 

C 

H  use,  George  Wood. 

A 

Jaffe,  James  Arthur. 

D 

Hussey,  Charles  Bumps. 

A 

James,  Frances  Celicla. 

A 

Husted,  Louise  Akerly. 

D 

James,  Howard. 

B 

Hutchings,  Charles  William. 

D 

James,  Joseph  Francis. 

A 

Hutchings,  Joseph  Henry. 

D 

James,  Lucille  Amanda. 

A 

Hutchings,  George  Henry. 

B 

James,  Woodbury  Dyer. 

D 

Hutching,  Guy  Howard. 

B 

Jameson,  Robert  Edwin. 

A 

Hutchinson,  Charles  Martin. 

A 

Janes,  George  Herbert. 

A 

Hutchinson,  Chessman  Palmer. 

A 

Janson-La-Palme,     Rodolphe 

A 

Hutchinson,  Clarlbel  Merrill. 

Gaspard. 

A 

Hutchinson,  Edwin  Darius. 

A 

Jaques,  Henry  Percy. 

A 

Hutchinson,  Marcello. 

A 

Jarvls,  William  Furness. 

B 

Hutchinson,  Nelson  Vinal. 

D 

Jeflers,  Edward. 

D 

Hutchinson,  Walter  Perkins. 

A 

Jefferson,  Herbert  Perry. 

D 

Huyck,  Clifford  John. 

D 

Jefferson,  Willis  Grover. 

D 

Hyatt,  Harry  William. 

A 

Jeffries,  Benjamin  Joy. 

D 

Hyde,  Frederick  Tanquary. 

D 

Jelalian,  Hairabed  S. 

A 

Hyde,  George  Smith. 

B 

Jelen,  Henry. 

D 

Ide,  Henry  Clay,  2d. 

A 

Jelenklewlcz,  Jacob. 

D 

Ide,  Philip  Sheridan. 

A 

Jelly,  Arthur  Carlton. 

A 

Haley,  Frederick  Roscoe. 

A 

Jelly,  George  Frederick. 

A 

Inches,  Charles  Edward. 

A 

Jenckes,  Joseph  Franklin. 

A 

Ingalls,  George  Hancock. 

B 

Jenkins,  Charles  Dunsford. 

A 

Ingalls,  William. 

A 

Jenkins,  Charles  Edwin. 

D 

Ingham,  Lucius  Thomas. 

A 

Jenkins,  George  Oscar. 

B 

Ingoldsby,  Joseph  Emmanuel. 

B 

Jenkins,  Gladstone  Lawson. 

A 

Ingraham,  Lena  Vaughn. 

A 

Jenkins,  Thomas  Lincoln. 

A 

Ingram,  Mary  Petronella  de  Bool]. 

A 

Jenks,  Harrison  Darling. 

A 

Irish,  John  Carroll. 

D 

Jenness,  Burt  Franklin. 

A 

Irvine,  William  Herbert. 

A 

Jenness,  Sarah  Abble. 

D 

Irving,  John  James. 

A 

Jenney,  Arthur  Barker. 

D 

Irwin,  Vincent  Joseph. 

D 

JennlngB,  Curtis  Herman. 

A 

Jack,  Edwin  Everett. 

D 

Jennings,  Robert. 

A 

Jack,  Ernest  Sanford. 

A 

Jernegan,  Holmes  Mayhew. 

A 

Jack,  Frederick  Lafayette. 

D 

Jernegan,  Walter  Stewart. 

D 

Jack,  Lewis  Hadow. 

A 

Jewett,  Fred  Bryce. 

A 

Jack,  Robert. 

A 

Jewett,  Frederick  Augustus. 

D 

Jackman,  Alice  May. 

A 

Jewett,  Howard  Clifton. 

D 

Jackson,  Alexander  Washington. 

A 

Jewett,  Nathaniel. 

C 

Jackson,  Alton  Atwell. 

C 

Jewett,  Walter  Kendall. 

A 

Jackson,  Amos  Messer.                  ' 

A 

Jillson,  Franklin  Campbell. 

A 

Jackson,  Charles  William. 

A 

Johnson,  Charles  Frederic. 

A 

Jackson,  Cornelius  Sampson. 

D 

Johnson,  Charles  Kimball. 

D 

Jackson,  Fred  Kinney. 

B 

Johnson,  Charles  Lemuel. 

A 

Jackson,  Fred  William. 

D 

Johnson,  David  Joseph. 

B 

Jackson,  Gertrude  Pearson. 

A 

Johnson,  Edward  Stearns. 
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O  Johnson,  Elmore  Reuben. 

E  Johnson,  Erik  St.  John. 

A  Jotmson,  Francis  Emerson. 

C  Johnson,  Frank  Mackie. 

A  Johnson,  Frederick  William. 

D  Johnson,  George  Anson. 

D  Johnson,  Grahame  Dove. 

E  Johnson,  Granville  Roswell. 

D  Johnson,  Harold  Abbott. 

D  Johnson,  Herbert  Shattnck. 

A  Johnson,  John  Gore. 

A  Johnson,  John  Waldo. 

A  Johnson,  OrvlUe  Edson. 

A  Johnson,  Otis  Henry. 

A  Johnson,  Sara. 

A  Johnson,  Stephen  Joseph. 

D  Johnson,  Walter  Sydney. 

A  Johnson,  William  Augustas. 

A  Johnson,  William  Louis. 

D  Johnston,  William. 

A  Johnstone,  William  Joseph. 

D  Jones,  Arthur  Wills. 

A  Jones,  Charles  David. 

A  Jones,  Claude  Perry. 

D  Jones,  Daniel  Flske. 

A  Jones,  Daniel  Wayland. 

A  -  Jones,  Elbert  Archer. 

A  Jones,  Elgin  Wilbur. 

A  Jones,  Ellis  Preston. 

D  Jones,  Everett. 

E  Jones,  Francis  Joseph. 

D  Jones,  Frederick  Ellis. 

D  Jones,  Frederick  Elmer. 

A  Jones,  George  Howard. 

A  Jones,  George  Warren. 

A  Jones,  Gilbert  Norris. 

D  Jones,  Harold  Wellington. 

A  '  Jones,  Henry  Newell. 

D  Jones,  James  Arthur. 

A  Jones,  John  Clark. 

B  Jones,  John  Paul. 

D  Jones,  John  Thomas  Paul. 

A  Jones,  Joseph. 

A  Jones,  Lombard  Carter. 

A  Jones,  Lyman  Asa. 

A  Jones,  Mary  Elizabeth. 

D  Jones,  Mary  Scott. 

D  Jones,  Raymond  Child. 

D  Jones,  Seth  Warner. 

A  Jones,  Sophia  Carlton. 

A  Jones,  William  Marks. 

A  Jordan,  Charles. 

A  Jordan,  Charles  Harold. 

D  Jordan,  Ernest  Major. 

A  Jordan,  George  Albert. 

A  Jordan,  Henry  Jacob. 

D  Jordan,  John  Franklin. 

D  Jordan,  William  Henry. 

C  Joslln,  Elliott  Proctor. 

D  Joslln,  Perry  Edward. 


D  Joslln,  Samuel  Lees. 

A  Josselyn,  Eli  Edwards. 

D  Jouett,  Fred  Robert. 

E  Journeay,  Warren  William. 

A  Joyce,  Charles  Pitt  Fid. 

A  Joyce,  Thomas  Francis. 

A  Judah,  Lucian  Alexander. 

A  Judd,  David  Hiram. 

JC  Judge,  Albert  Augustine. 

B  Judge,  James  Daniel. 

D  Judkins,  Anna  Gertrude. 

A  Judkins,  Frank  Luvelle. 

A  Kaan,  George  Warton. 

A  Kahn,  Alexander. 

D  Kahn,  Paul. 

D  Kahn,  Wulf . 

D  Kalousdian,  Nazareth  Manoug. 

A  Kane,  John  Henry. 

D  Kapp,  Julia  Seaton. 

A  Earner,  Edwin  Belden. 

D  Kazanjlan,  Hampar  Baghoss. 

A  Kean,  Louise  Janet*  Darnataedt 

C  Keany,  Francis  Joseph. 

E  Kearney,  John  Henry. 

B  Keate,  Walter. 

A  Keating,  James  Edward. 

D  Keay,  Harry  Chester. 

D  Keck,  Charles  Erhard. 

A  Keefe,  Daniel  Edward. 

A  Keefe,  Patrick  Henry. 

A  Keegan,  Charles  Andrew. 

A  Keegan,  Vincent  Elijah. 

A  Keenan,  Herbert  John. 

D  Keene,  Charles  Herbert. 

A  Keep,  Charles  Manning. 

A  Kelfe,  Carolyn  Ignasoe. 

A  Keir,  Ersklne  Johnston. 

A  Keith,  Ellen  Louisa. 

A  Keith,  Frederick  Scott. 

A  Keith,  George  Wallace. 

D  Keith,  Halbert  Lynn. 

A  Keith,  Wallace  Cushing. 

A  Keleher,  Francis  Joseph. 

A  Keleher,  William  Henry. 

D  Kelleher,  Patrick  Francis. 

A  Keller,  Elizabeth  Catherine. 

E  Kelley,  Daniel  Joseph. 

A  Kelley,  Horatio  Sprague,  Jr. 

D  Kelley,  John  Thomas. 

A  Kelley,  Joseph  Henry. 

D  Kelley,  Joseph  Henry  Hart. 

A  Kelley,  Michael  Joseph. 

A  Kelley,  Seth  Wight. 

E  Kelley,  Walter  Henry. 

D  Kelllher,  Mayvllle  Sumpter. 

A  Kelllher,  Michael  William. 

A  Kellogg,  Edward  Brlnley. ' 

E  Kellogg,  Emery  Campbell. 

A  Kellogg,  Frederic  Leroy. 
A    ■  Kelly,  Michael. 
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A 

Kelly,  Samuel  James. 

C 

King,  William  Rufus. 

D 

Kelly,  Thomas  Francis. 

A 

Kingman,  James  Henry. 

A 

Kelly,  William  P. 

A 

Kingman,  Rufus  Anderson. 

B 

Kelsay,  Brookens  Campbell. 

A 

Kingsbury,  Albert  Dexter. 

A 

Kelsey,  Otis  Hiland. 

A 

Kingsbury,  Charles  Franklin. 

A 

Kemp,  Edwin  Augustine. 

E 

Kingsbury,  Charles  Henry. 

C 

Kennard,  Harry  Delano. 

A 

Kingsbury,  Joseph  Byron. 

D 

Kenealy,  Joseph  Henry. 

A 

Kingsbury,  Charles  Langdon. 

A 

Kennealy,  John  Henry. 

A 

Klngsley,  Charles. 

A 

Kennedy,  Alexander  Edward. 

D 

Klngaley,  Patrick  Joseph. 

D 

Kennedy,  Alexander  O. 

A 

Klnne,  George  Lyman. 

A 

Kennedy,  Alonzo  Lewis. 

A 

Kinney,  Eunice  Draper. 

A 

Kennedy,  Catherine  Moloney. 

A 

Kinney,  John  Edgar. 

A 

Kennedy,  Charles  Francis  Joseph. 

D 

Kinney,  William  D'Arcy. 

D 

Kennedy,  Eugene  Augustine. 

A 

Kinnler,  Denis  Francis. 

A 

Kennedy,  Frederick  William. 

E 

Kinsley,  Cephas  Daniel. 

A 

Kennedy,  George  Ooldlng. 

D 

Kinsman,  Henry  Francis. 

D 

Kennedy,  Harris. 

D 

Klrby,  Francis  Joseph. 

A 

Kennedy,  James  Simon. 

D 

Kirby,  Frank  Alonzo. 

D 

Kennedy,  Michael  Colyille. 

D 

Klrby,  Holder  Crary. 

D 

Kennedy,  Thomas  Francis. 

D 

Klrby,  James  Richard. 

B 

Kennedy,  Thomas  Patrick. 

D 

Klrby,  Nathaniel  Harris. 

A 

Kenney,  Franklin  Woodbury. 

A 

*  Klrby,  Thomas  Edward. 

D 

Kenney,  Hattle  Eliza. 

A 

Kirk,  Lucy  Anne. 

D 

Kenney,  John  Erie. 

D 

Klrshner,  Adelaide  Rosalind. 

D 

Kennlston,  William  Beaman. 

D 

Kite,  Walter  Chester. 

D 

Kennon,  Charles  Edward  de  Yen. 

A 

Klttredge,  Joseph. 

D 

Kent,  Bradford. 

A 

Klttredge,  Thomas. 

B 

Kent,  Daniel  Hurley. 

A 

Klein,  August  Andreas. 

A 

Kenyon,  Henry  Jesse. 

A 

Klemmer,  Denis  Francis. 

A 

Keown,  James  Archibald. 

A 

Klemmer,  Wilhelm  Nlckolaus. 

D 

Kepler,  Charles  Ober. 

D 

Klopp,  Henry  Irwin. 

D 

Kernan,  William  Everett. 

A 

Kludjian,  Assadour  Hagot. 

D 

Kerrigan,  James  Thomas. 

A 

Knapp,  Philip  Coombs,  Jr. 

D 

Kllbourn,  Arthur  Gobs. 

D 

Kneeland,  Wellington  Edward. 

A 

Kllbnrn,  Henry  Whitman. 

E 

Knickerbocker,  Percy  Gates. 

A 

Kilby,  Henry  Sherman. 

A 

Knight,  Augustus  Smith. 

A 

Kiley,  Edward  Stephen. 

D 

Knight,  Charles  Eugene. 

F 

Kilgore,  George  Liberty. 

E 

Knight,  Charles  Lewis. 

B 

Klllory,  George  Leo. 

D 

Knight,  Charles  Storer. 

A 

Kllroy,  Philip. 

A 

Knight,  Charles  Sumner. 

D 

Kimball,  Alice  Lavinla. 

D 

Knight,  Edwin  Augustus. 

D 

Kimball,  James  Henry. 

E 

Knight,  Frank  Henry. 

A 

Kimball,  Joseph  Edwin. 

A 

Knight,  Frederick  Irving. 

A 

Kimball,  Leonard  Morong. 

A 

Knight,  Granville. 

A 

Kimball,  Levi  Houghton. 

A 

Knight,  Henry  Sargent. 

A 

Kim  ball,  Samuel  Ayer. 

D 

Knight,  Howard  Webster. 

A 

Kimball,  William  George. 

A 

Knight,  Joseph  Noble. 

A 

K  imp  ton,  Edwin  Sewell. 

A 

Knight,  Marcus  Whitney. 

A 

King,  Calvin  Bryant. 

B 

Knight,  William  Henry  Anderson. 

B 

King,  Charles  Duncan. 

A 

Knowles,  James  Harris. 

C 

King,  Frederick  Augustine. 

E 

Knowles,  Robert  Keneborough 

D 

King,  Howard  Frost. 

Black. 

D 

King,  James  Aldrich. 

A 

Knowles,  William  Fletcher. 

D 

King,  Jesse. 

A 

Knowles,  William  Kelley. 

D 

King,  John  William. 

A 

Knowlton,  Charles  Davison. 

D 

King,  Maxwell  Benedict. 

A 

Knowlton,  Herbert  Eugene. 

D 

King,  Myron  Louis. 

D 

Knowlton,  John  Greenleaf  Whlttier. 

A 

King,  Nathaniel  Clark. 

A 

Knowlton,  Wallace  Mills. 

D 

King,  Sarah  Ella. 

D 

Knowlton,  William  Thomas. 
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D 

Koch*  James  Lafayette. 

A 

B 

Kohan,  Alexander. 

D 

D 

Konlkow,  Antonla  Frederica. 

A 

A 

Konlkow,  Moses  Joseph. 

D 

D 

Koplowltz,  Abraham. 

B 

A 

Krauss,  James. 

A 

A 

Krebs,  Franz  Hugo. 

D 

B 

Kronberger,  Israel  Baruch. 

D 

D 

Krum,  Frank  Wilson. 

A 

D 

Kurth,  Gustavo  Emll. 

B 

D 

La  Belle,  Martin  James. 

D 

Labelle,  Urgele. 

D 

E 

Lacaillade,  James  Oliver. 

E 

E 

Laddt  Fred  Eugene. 

A 

D 

Ladd,  Joseph  Howard. 

A 

D 

Ladd,  Maynard. 

A 

D 

Ladd,  Samuel  Tilden. 

A 

D 

Lafontalne,  Gustave. 

D 

A 

Laforce,  Edward  Dontial. 

B 

B 

L' African,  Eugene. 

D 

A 

Laldley,  John  Balne. 

D 

D 

Laighton,  Florence  Marlon. 

D 

A 

Lake,  Hiram. 

D 

D 

Lake,  John,  Jr. 

D 

C 

Lakeman,  Mary  Ropes. 

A 

D 

Lally,  Francis  Henry. 

A 

D 

Lamagna,  Domenlco. 

D 

E 

Lamaire,  Willard  Wallace. 

D 

D 

Lamarcbe,  George  Tancrede. 

D 

A 

La  Marche,  Walter  Joseph. 

D 

A 

Lamb,  Colby. 

D 

A 

Lamb,  Frances  Gertrude. 

A 

D 

Lamb,  William  Dan. 

D 

D 

Lambert,  Fred  De  Forest. 

D 

D 

Lambert,  John  Henry. 

A 

D 

La  Motte,  Xavier  Alexander. 

D 

A 

Lamoureaux,  Joseph  Elzear. 

A 

A 

Lamson,  John  Augustus. 

A 

D 

Lamson,  Theodore. 

A 

A 

Lancaster,  Sherman  Russell. 

A 

A 

Lancaster,  Walter  Brackett. 

A 

B 

Lande,  Abraham  Joseph. 

E 

D 

Landers,  Garrett  John. 

A 

D 

Landers,  Maurice  Joseph. 

E 

B 

Landls,  Lillian  Etta. 

A 

A 

Landry,  Napoleon. 

A 

A 

Lane,  Albert  Clarence. 

B 

A 

Lane,  Charles  Franklin. 

A 

A 

Lane,  Edward  Binney. 

A 

A 

Lane,  Francis  Augustus. 

A 

D 

Lane,  Frank  Ellsworth. 

D 

B 

Lane,  Ida  Ella  Hale. 

D 

A 

Lane,  John  Goodwin. 

A 

A 

Lane,  Orville  Wilbur. 

A 

A 

Lane,  Robert  Low. 

A 

D 

Lane,  Walter  Appleton. 

C 

B 

Lane,  William  Colton. 

D 

D 

Lang,  Herbert  Bowman. 

D 

D 

Langan,  John  Thomas. 

A 

A 

Langevln,  Joseph  Alphonse. 

D 

Langlois,  Joseph  Augustln. 
Langlols,  William  Edward. 
Langmaid,  Samuel  Wood. 
Lamphear,  Charles  Howard. 
Lanman,  Charles  Henry. 
Lanoie,  Joseph  Euslbe  Eugene. 
Lanoae,  Alphonse. 
Lapham,  George  Nelson. 
Large,  Alfred. 
Larkeque,  .Garret  Bancroft 

Breckinbridge. 
Larrabee,  Ralph  Clinton. 
Latham,  Benoni  Mowry. 
Latham,  Caroline  Augusta. 
Lathe,  Leonora  Fletcher. 
Lathrop,  William  Henry. 
Latter,  Leonard. 
Latterner,  Frederick  Henry. 
Laurence,  David. 
Laurin,  Theophilus. 
Laurlon,  Adelard. 
Lavellee,  George  Omer. 
La  Vlgne,  Alfred  Willis. 
Lavole,  Joseph  Paradls. 
Lawler,  Thomas  Joseph. 
Lawler,  William  Patrick. 
Lawlor,  John  Joseph. 
Lawlor,  Richard  Henry. 
Lawrence,  Arthur  Abbott. 
Lawrence,  James  Chrtsby  Hard. 
Lawrence,  James  Wllmot. 
Lawrence,  Joseph  Henry. 
Lawrence,  Nellie  Louise. 
Lawrence,  William  Ethan. 
Lawson,  Frederick  Bartlett. 
Lazarus,  Benjamin. 
Leach,  Albert  Clinton. 
Leach,  Clara  Celestla  Austin. 
Leach,  Edward  Morton. 
Leach,  Horace  Morton. 
Leach,  William. 
Leahey,  Frederick  Andrew. 
Leahey,  George  Henry  Aloysius. 
Leahy,  James  Perclval. 
Leahy,  Thomas  Joseph. 
Leard,  John  Samuel  Hick. 
Learned,  Noyes  Newton. 
Learned,  John  Ban*. 
Learned,  William  Turell. 
Learoyd,  Charles  Berry. 
Leary,  Adelaide  Olga  Cushlng. 
Leary,  Chrysostom  John. 
Leary,  James  Edward. 
Leary,  John  Henry. 
Leary,  Patrick  Frank. 
Leary,  Timothy. 
Leary,  William  Charles. 
Leary,  WlUlam  Cornelius. 
Leavitt,  Dudley. 
Leavltt,  Edwin  Alden. 
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D 

Leavltt,  Frank  Clyde. 

A 

Liebmann,  Gustavus. 

D 

Leavltt,  Forrest. 

A 

Llghthill,  August  Ponham. 

D 

Leavltt,  Mary  Augusta. 

D 

Lillenthal,  Alice. 

A 

Leavltt,  William  Whipple. 

B 

Lllley,  William. 

D 

Le  Bel,  Tlmothee. 

E 

Lilly,  Albert  Henry. 

A 

Leblanc,  Aim*  Noe*l. 

E 

Lilly,  Thomas  Eugene. 

D 

Le  Blanc,  Clement  Oliver. 

A 

Lincoln,  Guy  Alvan  Thorndlke. 

A 

Le  Beenf ,  Joseph  Sylva. 

A 

Lincoln,  Jacob  Read. 

D 

Lecompte,  Walter  Augustus. 

D 

Lincoln,  Merrick. 

A 

Lee,  Frank  Herbert. 

E 

Llndquist,  Carl  Augustus. 

A 

Lee,  Luther  Milo. 

D 

Lindsay,  Joseph  Ira. 

D 

Lee,  Wesley  Terence. 

D 

Llndsey,  John  Hathaway. 

A 

Leeds,  Charles. 

A 

Lindsey,  Joseph  Ferdinand,  Jr. 

D 

Legg,  Arthur  Thornton. 

A 

Linfield,  Edwin  Porter.    , 

D 

Leen,  Thomas  Francis. 

A 

Litch,  John  Goodrich. 

A 

Lehmann,  Anthony. 

C 

Litchfield,  William  Harvey. 

D 

Lelb,  Edwin  Roy. 

D 

Lithgow,     Robert    Alexander 

A 

Lelb,  Thomas  Nuttall. 

Douglas. 

B 

Leigh  ton,  Harry  Burbank. 

A 

Llttell,  Alice. 

A 

Leltch,  John  Alvln. 

D 

Little,  Abby  Noyes. 

A 

Le  Lacheur,  Ellis  Sweetlove. 

D 

Little,  Charles  Sherman.        ' 

A 

Leland,  Clarence  Henry. 

E 

Little,  George  Thomas. 

A 

Leland,  George  Adams. 

A 

Little,  Harry  James. 

A 

Le  Maltre,  Joseph  Michel. 

D 

Little,  John  Mason,  Jr. 

D 

Lemleux,  Theodule  Alfred. 

A 

Little,  William  Brimblecom. 

D 

Leonard,  Edwin,  Jr. 

D 

Littlefleld,  Anna  Maria. 

D 

Leonard,  Henry  Flske. 

D 

Llttlefleld,  George  Curtis. 

A 

Leonard,  Henry  Patrick. 

D 

Littlefleld,  George  Henry. 

S 

Leonard,  Isaac  Edward. . 

A 

Llttlefleld,  Samuel  Horace. 

D 

Leonard,  John  Michael. 

B 

Liverpool,  Joshua  Henry. 

A 

Leonard,  Milton  Hall. 

D 

Livingston,  Ernest  George. 

D 

Leonard,  William  Joseph. 

A 

Livingston,  Joseph  Alexander. 

E 

Lepper,  David  Barnard. 

A 

Lloyd,  Charles. 

A 

Lescadre,  Henry. 

B 

Lloyd,  Seth  Louis. 

A 

Leslie,  Freeland  David. 

D 

Lockary,  Joseph  Logue. 

E 

Leslie,  Herbert  Granville. 

D 

Locke,  Edwin  Allen. 

A 

Leslie,  Horace  Granville. 

A 

Locke,  Horace  Mann. 

D 

Levasseur,  Augustus  Joseph  Hugo. 

A 

Lockhart,  Joseph  Smith. 

B 

Levenson,  Sophia. 

D 

Lockwood,  Charles  Edwin. 

A 

Levey,  George. 

D 

Lock  wood,  George  Bertrand. 

D 

Levis,  Harold  James. 

E 

Loewe,  Leonard  Joseph. 

D 

Levy,  Felix  Julius. 

D 

Logan,  Frank  Parker  Tays. 

D 

Lewandowskl,  Joseph. 

E 

Login,  Louis. 

B 

Lewis,  Andrew  Valentine. 

A 

Lombard,  John  Patrick. 

A 

Lewis,  Arthur  Cuthbert. 

C 

Lombard,  Julia  Mary. 

D 

Lewis,  Edwin  Ray. 

B 

Longfellow,  Melvina  Frances. 

D 

Lewis,  Frederic  Thomas. 

A 

Longley,  Mary  Theresa. 

C 

Lewis,  George  Fred. 

A 

Loomls,  Charles  Otis. 

A 

Lewis,  John  Taylor. 

D 

Loom  1 8,  Julius  Sterling. 

D 

Lewis,  Marion. 

A 

Loomls,  William  Wellington. 

C 

Lewis,  Marion  Hall. 

D 

Lootz,  Emma. 

B 

Lewis,  Millard  Edrle. 

D 

Lord,  Frederick  Taylor. 

D 

Lewis,  Seth  Ames. 

D 

Lord,  Herbert. 

B 

Lewis,  William  Edmund. 

A 

Lord,  Sidney  Archer. 

D 

Llbbey,  Charles  Emerson. 

D 

Loring,  Benjamin  Tappan. 

A 

Libby,  Charles  Adelbert. 

A 

Loring,  Harriet  Augusta. 

D 

Llbby,  Edward  Norton. 

D 

Loring,  Robert  Gardiner. 

A 

Libby,  Jesse  Herbert. 

A 

Loring,  Robert  Pearmaln. 

D 

Libby,  Mary  Gordon. 

A 

Lortle,  Joseph  Charles  Hormlsdas. 

D 

Libby,  Mildred  Augusta. 

A 

Lothrop,  Charles  Arthur. 
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A 

Lothrop,  George  Edgar. 

D 

Macdonald,  Alexander  Ambrose. 

A 

Lothrop,  Harriet  Eleanor. 

A 

Macdonald,  Angns. 

A 

Lothrop,  Howard  Augustus. 

A 

MacDonald,  Archibald  Elexcis. 

D 

Lothrop,  Percy. 

A 

Macdonald,  Colin  William. 

,'   B 

Loucks,  John  Stearns. 

A 

Macdonald,  Donald  Francis. 

D 

Lougee,  Arthur  Jewett. 

D 

MacDonald,  Elmar  Joseph. 

A 

Lougee,  Frank  Taylor. 

D 

Macdonald,  Frederick  Cornel  11  us. 

A 

Lougee,  May  WiUlamlna. 

A 

Macdonald,  James.     . 

D 

Lougee,  William  Wheeler. 

D 

Macdonald,  James  Stevens. 

B 

Longest,  Charles  Albert. 

A 

MacDonald,  Rufus  Cyrene. 

D 

Loughran,  James  Francis. 

D 

MacDonald,  William  Campbell. 

A 

Louis,  Isaac. 

D 

Macdonald,  William  Clifford. 

D 

Love,  James. 

A 

Macdonald,  William  Gregory. 

D 

Love,  William  Lathrop. 

A 

Macdonald,  William  Lewis. 

A 

Lovejoy,  Charles  Averill. 

A 

MacDonnell,  John. 

D 

Lovejoy,  Fred  Wendell. 

A 

Macdougall,  Duncan. 

A 

Loveland,  Charles  Harrison. 

D 

Mace,  Charles  Herbert. 

A 

Lovell,  Charles  Dixon  Smith. 

A 

Mace,  Herbert  Eugene. 

A 

Lovell,  Charles  Edward. 

D 

Macgowan,  Joseph  Johnston. 

A 

Lovell,  David  Bigelow. 

C 

Mack,  Charles  bavid  Gibson. 

B 

Lovell,  Gideon. 

C 

Mack,  Helen  GeorginiaFlagler. 

D 

Lovell,  Harriet  Jane. 

D 

Mackay,  Andrew  Joseph. 

D 

Lovell,  Lucinda  Sarah. 

D 

Mackay,  Edward  Hart. 

D 

Lovell,  Martha  Eleanor. 

D 

MacKay,  George  Flnlay. 

A 

Lovering,  Anna  Temple. 

A 

Mackeen,  Alfred  Atwater. 

A 

Lovett,  Robert  Williamson. 

A 

MacKenzle,  Freeman  Alexander. 

D 

Low,  Harry  Chamberlain. 

A 

Mackle,  George. 

D 

Lowd,  Harry  Mosher. 

A 

Mackle,  Laura  Viola  GnstiLn. 

D 

Lowe,  Ernest  Whittler. 

A 

Mackle,  William  Basilic 

C 

Lowe,  Fred  Messenger. 

D 

Mackle,  William  Charles. 

D 

Lowell,  Albert  Fay. 

D 

Mackillop,  Daniel. 

D 

Lowell,  Alverne  Percy. 

C 

Mackln,  Charles. 

D 

Lowell,  Freeman  Lamprey. 

D 

Mackintosh,  Ernest  Robert. 

D 

Lowell,  Hannah. 

D 

MacLachlan,  Thomas  Mitchell. 

D 

Lowensteln,  Frederick  Philip. 

D 

Maclean,  Emeline  Helen. 

B 

Lowney,  John  Francis. 

D 

Macleod,  Harry  Found. 

A 

Lubln,  Leon  Theophile  Jules. 

D 

MacMahon,  John  Joseph. 

A 

Luchsinger,  Harry  Warner. 

D 

MacMiUan,  Andrew  Louis. 

D 

Luck,  Emll  Paul  Max. 

D 

MacOdrum,  Angus. 

A 

Ludden,  Emerson  Augustus. 

D 

Macomber,  Nathaniel  Glfford. 

B 

Lull,  Henry  Cushman. 

C 

Macpherson,  George  Sturtevant. 

A 

Lund,  Fred  Bates. 

.A 

Macpherson,  Frederick  William. 

A 

Luscombe,  Job  Everett. 

D 

Macrae,  Annie  Campbell. 

A 

Lustier,  Charles  Arthur. 

B 

MacRae,  Duncan. 

A 

Lussier,  Cyrille  Francois. 

D 

MacSweeny,  Edmund  George. 

D 

Lynch,  Charles  Francis. 

D 

MacWhinnie,  Arthur  Morgan. 

E 

Lynch,  Cornelius  Joseph.    ' 

D 

Macy,  Fred  Stevens. 

A 

Lynch,  Michael  Henry. 

E 

Madden,  John*  Joseph. 

D 

Lynch,  Patrick  Michael. 

C 

Madden,  William  Daniel. 

F 

Lynn,  Charles  William. 

D 

Madison.  James  Daniel. 

A 

Lyon,  Annie  Isabelle. 

A 

Magee,  Edward  Joseph. 

A 

Lyon,  Arthur  Vinal. 

A 

Magee,  John  Augustine. 

D 

Lyon,  Frederick  Dow. 

D 

Magrath,  George  Burgess. 

A 

Lyons,  Christopher  Philip. 

D 

Maguire,  Charles  Francis. 

A 

Lyons,  Herbert  Henry. 

C 

Maguire,  John  Edward. 

A 

Lyons,  Joseph  Benedict. 

D 

Maguire,  Thomas  Henry. 

A 

Mac  Arthur,  George  Eld  en. 

E 

Maguire,  Thomas  Joseph. 

D 

MacCabe,  Arthur. 

C 

Magurn,  Francis  Thomas  Louis. 

D 

MacCarthy,  Francis  Hamilton. 

D 

Mahady,  Joseph  John. 

D 

MacCormick,  John  Allan. 

D 

Mahady,  Stephen  Augustus. 
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D 

Mahlman,  Robert  Mowe. 

D 

Marshall,  Augustus  Thompson. 

D 

Mahon,  James  Arthur .1 

D 

Marshall,  Bertrand  Frank. 

D 

Mahoney,  Edward  Joseph. 

A 

Marshall,  Carey  Fenton. 

D 

Mahoney,  George  Clifton. 

A 

Marshall,  Foster  Leroy. 

A 

Mahoney,  John  Bernard. 

A 

Marshall,  Julia  Ann. 

B 

Mahoney,  John  Lewis. 

D 

Marshall,  Perry. 

A 

Mahoney,  John  Stephen. 

D 

Marstln,  Chauncey  Maoaulley. 

A 

Mahoney,  Stephen  Andrew. 

D 

Marston,  Albert  Jeremiah. 

E 

Mahony,  Francis  Konan. 

D 

Marston,'Danlel  William. 

A 

Maine,  Frank  Dunne. 

A 

Marston,  Edward  Brooks.   % 

D 

Mains,  Charles  Frederick. 

B 

Marston,  George  Dexter. 

A 

Makechnle,  Horace  Perkins. 

E 

Marston,  Joseph  Norris. 

C 

Mallory,  Frank  Burr. 

A 

Marston,  Luther  Moulton. 

E 

Malone,  Charles. 

D 

Martel,  Stanislas . 

D 

Mai  one,  John. 

D 

Martin,  Archibald  Herbert. 

D 

Maloney,  Daniel  Arthur. 

A 

Martin,  Francis  Coffin. 

D 

Maloney,  Thomas  Aloyslns. 

A* 

Martin,  George  Albert. 

D 

Malonson,  James  Henry. 

A 

Martin,  George  Forrest. 

A 

Manahan,  Herbert  Wellington. 

A 

Martin,  Gregory  Arvlde. 

D 

Manahan,  Thomas  James. 

D 

Martin,  Harry  Charles. 

A 

Manchester,  Delos  purd. 

E 

Martin,  John  Brayton. 

D 

Mandell,  Augustus  Hamlin. 

D 

Martin,  John  Joseph. 

D 

Maney,  John  Joseph. 

D 

Martin,  John  Macleod. 

A 

Mangan,  John  Joseph. 

A 

Martin,  Luther  Oxin. 

D 

Manlx,  Edward  Tack. 

A 

Martin,  Miles. 

D 

Mann,  Arthur  Teal  1. 

A 

Martin,.  Pearl. 

F 

Mann,  Augustine  A  Ivan. 

D 

Martin,  William  John. 

A 

Mann,  Martha  Elizabeth. 

D 

Marvell,  Mary  Wilbur. 

A 

Mann,  Mary  Ella. 

A 

Marvin,  Grace. 

A 

Mann,  Mary  Frances. 

B 

Marvin,  Ora  Ellsha. 

A 

Mann,  William  Orris. 

D 

Marvin,  Sydney  Robertson. 

B 

Manseur,  Mary  Merrill. 

A 

Maryott,  Erastus  Edgar. 

A 

Mansfield,  Charles. 

D 

Maskell,  Leonard  Joseph. 

D 

Mansfield,  Francis. 

B 

Mason,  Almond  Waldo. 

A 

Mansfield,  Henry  Tucker. 

A 

Mason,  Amos  Lawrence. 

D 

Mansfield,  James  Albert. 

A 

Mason,  Atherton  Perry. 

A 

Mansfield,  John  Bobbins. 

D 

Mason,  George. 

A 

Mansfield,  Robert  Joseph. 

D 

Mason,  Gilbert  McClellan. 

E 

Mansfield,  Walter  Ralph. 

E 

Mason,  Nathaniel  Robert. 

D 

Mansur,  Leon  Wallace. 

E 

Massa,  Gaetano. 

A 

Mansur,  Richard  Harrison. 

D 

Masse,  Jean  Baptlste. 

A 

Mara,  Frank  Timothy. 

D 

Masse,  Mathilde  Marie. 

A 

Marble,  John  Oliver. 

D 

Masten,  Charles  Howard. 

D 

Marcley,  Walter  John. 

D 

Mastrangelo,  Marco. 

D 

Marcon,  Louis  Benjiman. 

D 

Matheson,  James  Renwick. 

A 

Marcy,  Henry  Orlando. 

A 

Mather,  Edward  Ellas. 

D 

Marcy,  Henry  Orlando,  Jr. 

D 

Mather,  John  Adams. 

D 

Marden,  Milmot  Leigh  ton. 

D 

Mathews,  George  William. 

A 

Marin,  Joseph  Paul  Aster. 

A 

Matte,  Joseph  Hubert  Ambrose. 

D 

Marin,  Raymond. 

D 

Maxwell,  George  Bannerman. 

D 

Marino,  Lulgl. 

A 

Maxwell,  Warren  Brown. 

A 

Marlon,  Horace  Eugene. 

E 

May,  Charles  Emerson. 

A 

Marlon,  Otis  Humphrey. 

A 

May,  George  Ellsha. 

D 

Markham,  Erwln  Walter. 

D 

May,  John  Shepard. 

D 

Marr,  Myron  Lawrence. 

D 

May,  William  Ropes. 

A 

Marsh,  Albert. 

C 

Mayberry,  Charles  Bradford, 

C 

Marsh,  Arthur  White. 

A 

Mayberry,  Edwin  Nelson. 

A 

Marsh,  Charles  David. 

D 

Mayberry,  Frank  Eugene. 

D 

Marsh,  Frank  Filmore. 

D 

Mayell,  Ernest  Alfred. 

A 

Marsh,  James  Elmer. 

D 

Mayers,  John  Edward. 
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D  Mayhew,  Orland  Smith. 

D  Maynard,  Herbert  Ernest. 

A  Maynard,  Louis  Aime. 

D  McAdams,  James  Philip. 

D  McAdame,  Peter  Stevens. 

D  McAllister,  Frederick  Danforth. 

D  McAllister,  John  Oilman. 

D  McArdle,  John  Joseph. 

E  McAuslan,  James  Lewis. 

A  McAvlnnue,  Frank. 

D  McAvoy,  John  Joseph. 

D  McBain,  William  Hearst 

D  McCabe,  Denis  John. 

A  McCabe,  John  Joseph. 

A  McCann,  Alfred  Ernest  Arthur. 

D  McCarthy,  Charles  Ambrose. 

A  McCarthy,  Charles  Daniel. 

A  McCarthy,  Charles  Florence. 

A  McCarthy,  Eugene  Allen. 

E  McCarthy,  Frederick. 

A  McCarthy,  John  Coakley. 

E  McCarthy,  Patrick  Henry. 

D  McCarthy,  Timothy  Francis. 

D  McCarthy,  Thomas  Francis. 

A  McCarthy,  Thomas  Horatio. 

A  McCarthy,  William  Henry. 

A  McCarty,  James  Joseph. 

E  McCauley,  Albert  Anthony. 

D  McCausland,  William  James. 

A  McClean,  Alexander  Spear. 

A  McClean,  George  Chesley. 

A  McClearn,  Qharles  William. 

D  McCluskey,  Henry  Lincoln. 

A  McCollester,  John  Quincy  Adams. 

A  McCollom,  John  Hildreth. 

A  McConnell,  Hugh  Beemer. 

A  McCormack,  Alexander  Leslie. 

A  McCormack,  Reynold  James. 

D  McCormlck,  Alfred  Hugh. 

A  McCormlck,  Cornelius  Joseph. 

E  McCormlck,  John. 

D  McCormlck,  Thomas  Joseph  Henry. 

E  M'Coy,  George  Madison,  Jr. 

E  McCoy,  Hugh  Alexander. 

D  McCoy,  John  Cresap. 

D  McCurdy,  James  Huff. 

A  McCrea,  Albert  James. 

D  McDermott,  Bernard  Francis. 

D  McDermott,  Joseph  Edward. 

D  McDermott,  William  Vincent. 

A  McDevitt,  James  John. 

D  McDonald,  Charles  Dearborn. 

A  McDonald,  James  Athanasius. 

D  McDonald,  James  William. 

A  McDonald,  John  Henry. 

D  McDonald,  Samuel  James. 

A  McDonald,  William  Alexander. 

D  McDonald,  William  Joseph. 

A  McDougall,  Samuel  Jay. 

B  McDonough,  Thomas  Patrick. 


E 

McBvoy,  George  Albert. 

D 

McEvoy,  Thomas  Edward. 

D 

McFee,  William  David. 

D 

McGann,  John  Henry. 

A 

McGannon,  Thomas  Gerald. 

D 

McGauran,  George  Daniel. 

B 

McGauran,  George  Francis. 

A 

McGauran,  Michael  Sheridan. 

D 

McGee,  Fannie  Maria. 

D 

McGllllcuddy,  Cornelius  Joseph. 

A 

McGUllcuddy,  John  Timothy. 

D 

McGlrr,  Felix  Francis. 

D 

MoGourty,  James  Eugene. 

D 

McGovern,  Catherine  Elisabeth. 

D 

MoGrath,  Bernard  Francis. 

A 

McGrath,  John  Edward. 

D 

MoGrath,  William  Fennelly. 

A 

McGuigan,  John  Joseph. 

E 

McHugh,  John  Francis. 

D 

Mclnerny,  John  Michael. 

D 

Molntee,  Michael  Joseph. 

A 

Mclntire,  David. 

E 

Mclntlre,  George  Francis. 

A 

Mcintosh,  Donald  M. 

D 

Mcintosh,  Edward  Fraocls. 

D 

Mcintosh,  Elizabeth  El  lard. 

A 

Mcintosh,  Frederic  Lemont. 

D 

Mcintosh,  Herbert. 

D 

Mcintosh,  John  David. 

E 

Mcintosh,  William  Henry. 

A 

Mcintosh,  William  Page. 

A 

Mclntyre,  Herbert  Bruce. 

D 

McKechnie,  Frederick  Joseph. 

D 

MoKeen,  Byron  Wesley. 

D 

McKeen,  Sylvester  Forshay. 

A 

McKenna,  Frank  A. 

A 

MoKenna,  Francis  Patrick. 

B 

McKenna,  James  Charles. 

A 

McKenty,  Jonathan  Thomas 

Edmund. 

A 

McKenzle,  John  Robert. 

D 

McKibben,  William  Watson. 

B 

McKinstry,  John  Alexander. 

D 

McKnlght,  Adam  Stephenson. 

A 

McKoan,  John  William. 

D 

McLaren,  Alexander  Lome. 

A 

McLaughlin,  James  Stephen. 

A 

McLaughlin,  Henry  Valentine. 

A 

McLaughlin,  Joseph  Ignatius. 

D 

McLaughlin,  Patrick  William. 

A 

McLaughry,  Elizabeth. 

A 

McLean,  Charles. 

D 

McLean,  James  Clifford. 

E 

McLean,  Norman  Thomas. 

D 

McLean,  William  Corbett. 

D 

McLellan,  Archibald  Colin. 

A 

McLellan,  Edward  Augustus. 

A 

McLennan,  Roderick. 

D 

McLeod,  John  Scott. 

A 

McLeod,  Percy  DeMllle. 
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D 

McLeod,  William  McKenzie. 

D 

Merrill,  Tristram  Hurd. 

D 

McMann,  William  Henry. 

A 

Merrill,  William  Howe. 

A 

McMlchael,  Willie  Brooks. 

A 

Merritt,  Louis  Arthur. 

A 

McMillan,  Isaac  Murray. 

A 

Merritt,  Silas  Virgil. 

D 

McMillan,  Kate. 

D 

Merritt,  Victor  Sulvlro. 

D 

McMurray,  Francis  Michael. 

A 

Merry,  William  Henry. 

D 

McNair,  Robert  Hamilton. 

A 

Messer,  Charles  Carson. 

D 

McNally,  David  Albln. 

A 

Metcalf,  Ben  Hicks. 

A 

McNally,  William  Joseph. 

B 

Metcalfe,  Stephen  Michael  Ryvee. 

D 

McNamara,  Edmund  James. 

D 

Metzger,  Butler. 

D 

McNamara,  Eugene  Thomas. 

D 

Meyer,  Adolf. 

D 

McNamara,  John  James. 

D 

Meyer,  Edward  James. 

B 

McNamara,  Thomas  Francis. 

D 

Meylan,  George  Louis  Jullen. 

D 

McNeil,  Archibald. 

D 

Middleton,  Willis  Johnson. 

E 

McNeish,  Alexander. 

A 

Mlgnault,  Armand. 

D 

McNlfl,  William  Joseph. 

A 

Mlgnault,  Arthur.              • 

A 

McOwen,  Timothy  Edward. 

D 

Mlgnault,  Louis  Joseph  Adolphe. 

A 

McOwen,  William  Henry. 

A 

Mlgnault,  Rodrique. 

D 

MoPherson,  Ross. 

A 

Mlgnault,  Victor. 

A 

McPherson,  William  Ellsworth. 

A 

Milan,  Michael  Bernard. 

D 

MoQuald,  Thomas  Bernard. 

A 

Miles,  Charles  Edwin. 

A 

McQueeney,  Francis  Joseph. 

A 

Miles,  George  Albert. 

D 

McSheehy,  Theobald  Coleman. 

A 

Millard,  Henry  James. 

D 

McWilliams,  John  Leslie. 

A 

Miller,  Albert  Eber. 

D 

Mead,  Frederick  Ammi. 

A 

Miller,  Albert  Monroe. 

A 

Mead,  George  Nathaniel  Plumer. 

A 

Miller,  Charles  Hermann. 

A 

Mead,  Julian  Augustus. 

D 

Miller,  Edward  Alexander. 

D 

Mead,  Louis  Gay. 

A 

Miller,  Edward  Roscoe. 

A 

Mead,  William  Frederick. 

D 

Miller,  Elmer  Manton . 

A 

Meader,  Charles  Eugene. 

A 

Miller,  Ernest  Parker. 

A 

Meagher,  Michael  John. 

B 

Miller,  Frances  Jane. 

A 

Means,  Andrew  Fuller. 

D 

Miller,  Henry  William. 

E 

Means,  Philip  Corydon. 

D 

Miller,  James,  Jr. 

D 

Mean,  Frank  Sherman. 

D 

Miller,  Jared  Homer. 

D 

Medina,  Frederick  Emanuel. 

E 

Miller,  Lester  Col  well. 

D 

Meek,  Edith  Ruth  Eliza. 

A 

Miller,  Lizbeth  Dora. 

A 

Meeker,  George. 

A 

Miller,  Norman  Rogers. 

A 

Mehegan,  Daniel  Joseph. 

D 

Miller,  Samuel  Osgood. 

A 

Mehrenlender,  Albert  Nochlm. 

A 

Miller,  Vesta  Delphine. 

D 

Melgh,  Josiah. 

A 

Miller,  Webster. 

A 

Meigs,  Joe  Vincent,  Jr. 

A 

Millerick,  Daniel  Edward. 

C 

Meigs,  Jonathan  Harding. 

A 

Millet,  Wilfred  Antonio. 

A 

Meigs,  Return  Jonathan. 

A 

Mlllett,  Charles  Sumner. 

D 

Meikle,  Robert  Howard. 

D 

Mllllken,  Charles  Warren. 

A 

Mellen,  William  Michael  Edward. 

D 

MUliken,  Roscoe  Green. 

D 

Mello,  Antonio  Amor  de. 

A 

Mllllken,  William  Hardy. 

B 

Melius,  Edward. 

B 

Mills,  Augustas  Webster. 

A 

Melius,  Edward  Lindon. 

A 

Mills,  George  Westgate. 

i  A 

Menard,  Anthyme  Sylyestre. 

A 

Mllot,  Alphonse  Francois. 

D 

Meramble,  Clarence  Eugene. 

D 

Milot,  Wilfred  Francois. 

A 

Mercer,  William  James. 

D 

'  Minard,  Ralph  Waldo. 

A 

Mercer,  William  Marcelline. 

D 

Miner,  Jennie  Theodate. 

D 

Mercier,  Joseph  Eucllde. 

A 

Miner,  Worthlngton  Warner. 

A 

Merriam,  Frances  Adelaide. 

A 

Mlnot,  James  Jackson. 

E 

Merrlam,  Franklin  Henry. 

A 

Minot,  John  Francis. 

A 

Merrick,  Robert  Michael. 

D 

Mln shall,  Arthur  Gladstone. 

D 

Merrick,  Sara  Newcomb. 

A 

Mlntz,  Fishel  Tonchel  Zelmarowioh. 

A 

Merrill,  Arthur  Ellsworth. 

A 

Mitchell,  Arthur. 

D 

Merrill,  Qulncy  Heald. 

A 

Mitchell,  Charles  Henry. 

D 

Merrill,  Theodore  Clarkson. 

D 

Mitchell,  Harry  Walter. 
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B  Mitchell,  John  Singleton. 

D  Mitchell,  William. 

D  Mitchell,  William  Hiram. 

A  .  Mltchle,  Jamee  Carey. 

A  Mlxter,  Orlando. 

A  Mlxter,  Samnel  Jason. 

A  Moflatt,  George  Tufton. 

A  Moffitt,  Carl  Walroer. 

A  Moffitt,  Herbert  Charles. 

D  Moir,  Archibald  Campbell  Milton. 

A  Molin,  Isaac. 

A  Moil,  Louis  Arthur. 

A  Molleur,  LouIb  Francois.  • 

D  Molter,  Herman  Louis. 

D  Moomjlan,  Barkis  K. 

B  Monahan,  John  Ambrose. 

A  Mongan,  Charles  Edward. 

A  Monks,  George  Howard. 

D  Monroe,  John  Eugene. 

B  Monroe,  Thomas  Wilson. 

D  Montague,  Charles  Elbert. 

D  Montgomery,  Mary  Louise. 

A  Monteiro,  Manuel  Garcia. 

A  Mooers,  Charles  Albert. 

A  Mooers,  Emma  Wilson. 

A  Mooney,  Philip. 

D  Moore,  Elmer  Ellsworth. 

D  Moore,  Frederick  Fiske. 

B  Moore,  George  Andrew. 

D  Moore,  George  Col  ton. 

D  Moore,  Harry. 

A  Moore,  James  Herbert. 

D  Moore,  James  Spencer. 

D  Moore,  John  Henry.  ' 

A  Moore,  John  Patrick. 

E  Moore,  Philip  Patrick. 

A  Moran,  Horace  Sheridan. 

D  Moran,  James  Joseph. 

A  Moran,  John  Brennan. 

A  Moran,  Martin  William. 

D  Moran,  William. 

D  Morey,  Mary. 

A  Morgan,  John. 

D  Morgan,  John  Albert. 

A  Morgan,  Lewis  Edwin. 

D  Morgan,  William  Edward. 

D  Morgner,  Richard  August. 

D  ,    Moriarty,  James  Ugnorl. 

D  Morin,  Jacob  Mauritz. 

A  Moroney,  William  Joseph. 

A  Morong,  Arthur  Bennett. 

A  Morrill,  Charles  Plummer. 

A  Morrill,  Ferdinand  Gordon. 

A  Morrill,  Frank  Armlngton. 

B  Morrill,  Frederick. 

B  Morrill,  George  Albert,  Jr. 

A       Morrill,  Henry  Brown. 

A       Morris,  Frances  Morris. 

D       Morris,  Frederick  Otis. 

A       Morris,  George  Patrick. 


A  Morris,  James  Stewart. 

A  Morris,  John  Galvln. 

A  Morris,  Michael  Augustine. 

D  Morris,  Richard  Holt. 

D  Morris,  Robert. 

D  Morrison,  Charles  Carr. 

A  Morrison,  James. 

A  Morrison,  Robert  Edgar. 

D  Morrison,  Robert  Francis. 

A  Morrison,  William  Alexander. 

A  Morrow,  Charles  Harvey. 

D  Morrow,  William  Robert. 

A  Morse,  Abby  Swan. 

A  Morse,  Almon  Gardner. 

A  Morse,  Charles  Ellsworth. 

A  Morse,  Charles  Francis. 

D  Morse,  Charles  Frederick. 

A  Morse,  Charles  Wheeler. 

A  Morse,  Edward  Gllead. 

A  Morse,  Frank  Adalbert. 

A  Morse,  Frank  Leander. 

A  Morse,  Fred  Harris. 

A  Morse,  George. 

B  Morse,  George  Franklin. 

C  Morse,  Henry  Lee. 

A  Morse,  John  Aline  William. 

B  Morse,  John  Hinckley. 

A  Morse,  John  Lovett. 

A  Morse,  Martin  Van  Buren. 

A  Morse,  Nathan  Ranson. 

A  Morse,  Robie  Sidney. 

D  Morse,  Seth  Bradford. 

D  Morton,  Arthur  Oscar. 

A  Morton,  Helen. 

D  Mosher,  Frank  Orson. 

D  Mosher,  Harris  Peyton. 

A  Mosher,  Marshall  James. 

A  Mosher,  Mary  Edna. 

D  Mossman,  Alvaro  E. 

A  Mott,  Albert. 

A  Mott,  Joseph  Varnum. 

A  Mott,  Walter. 

A  Moulton,  Albert  Roscoe. 

D  Moulton,  Arthur  Bertram. 

A  Moulton,  Benjamin  Francis. 

A  Moulton,  Charles  Fred. 

D  Moulton,  Star  Abner. 

A  Mowe,  Frank  Henry. 

D  Mo  wry,  Classen. 

D  Moxom,  Philip  Wilfred  Travis. 

A  Mudge,  Kate  Gertrude. 

D  Mullen,  John  Henry. 

D  Mullen,  Peter  James. 

D  Mttller,  Carl  Andreas. 

A  Mulligan,  James. 

D  Mulliner,  Mary  Rees. 

A  Mullins,  Eugene  Norton. 

A  Mumford,  James  Gregory. 

A  Munhall,  Katharine  Stanislaus. 

D  Munro,  Catherine  Nisbet. 


1903.] 


PUBLIC  DOCUMENT  — No.  56. 


53 


Official  List  of  Practitioners  of  Medicine  —  Continued. 


D  Munro,  Cranswlck  Burton. 

C  Munro,  John  Cummings. 

C  Munaell,  George  Nelson. 

A  Munson,  Virgil  Hitchcock. 

A  Murdock,  Edward  Arthur. 

D  Murdock,  Frederick  William. 

D  Murphy,  Arthur  Sterling. 

A  Murphy,  Daniel  David. 

C  Murphy,  Daniel  Francis. 

D  Murphy,  Edward  Frederick. 

B  Murphy,  Edward  Vincent. 

A  Murphy,  Emily  Frances. 

A  Murphy,  Francis  Charles. 

D  Murphy,  Frank  Augustine. 

D  Murphy,  Fred  Towsley. 

D  Murphy,  Jeremiah  Edward. 

A  Murphy,  John  Henry. 

A  Murphy,  John  MoKonkey. 

A  Murphy,  Joseph  Brlggs. 

C  Murphy,  Joseph  Patrick. 

B  Murphy,  Patrick  William. 

E  Murphy,  Stephen  Nicholas. 

A  Murphy,  Timothy  Joseph. 

D  Murray,  Charles  Albert. 

A  Murray,  Edward  Francis. 

D  Musgrave,  Percy. 

D  Musso,  George  Henry. 

A  Muttart,  George  Morley. 

E  Myers,  Edward  Everett. 

D  Myers,  Laura  Theodosla. 

E  Myers,  Samuel  William. 

D  Myers,  Solomon. 

D  Myrlck,  Hannah  Glldden. 

D  Nalcbajian,  Dikran  Davis. 

D  Narey,  William  Joseph. 

C  Nash,  George  William. 

A  Nash,  Horace  Milton. 

A  Nason,  Arthur  Clark. 

A  Nason,  Laurentlus  Melancthon. 

A  Nason,  Osmon  Cleander  Baker. 

D  Naughton,  John  Philip. 

D  Nay,  Wlnfleld  Scott. 

A  Neal,  Charles  Arthur. 

D  Neale,  Lillian  Belle. 

A  Neefus,  Robert  Henry. 

D  Nellson,  John  Land. 

O  Neilson,  William. 

E  NelUgan,  John  Patrick. 

D  Nelson,  David. 

D  Nelson,  John  William. 

A  Nelson,  Lois  Leverett. 

D  Nesbitt,  Thomas. 

B  Neuvllle,  Josephine  Mltlvier  de  la. 

A  Newcomb,  Elizabeth. 

B  Newcomb,  George  Lewis. 

D  Newcomb,  Marietta  Eaton. 

B  Newell,  Charles  Martin. 

A  Newell,  Frank  Samuel. 

D  Newell,  Franklin  Spllman. 

D  Newell,  Henry  Edward. 


A  Newell,  Otis  Kimball. 

D  Newhall,  Avery  Lester. 

A  Newhall,  Edward. 

A  Newhall,  Herbert  William. 

A  Newhall,  Lawrence  Thompson. 

D  Newman,  Elizabeth  Benham. 

E  Newsome,  Edgar  Thomas. 

D  Newton,  Aaron  Lewis. 

A  Newton,  Abiel  Wood  Kennedy. 

B  Newton,  Adln  Hubbard. 

D  Newton,  Carrie  E. 

A  Newton,  Edward  Cacneau. 

D  Newton,  Edward  Roe  well. 

A  Newton,  Eleanor  Frost. 

A  Newton,  Frank  Loomls  Sabln. 

D  Newton,  Leroy  Allan. 

A  Newton,  Sarah  Fenno. 

D  Newton,  William  Curtis. 

A  Nichols,  Arthur  Howard. 

B  Nichols,  Charles  Edward. 

A  Nichols,  Charles  Fessenden. 

A  Nichols,  Charles  Lemuel. 

A  Nichols,  Edward  Hall. 

D  Nichols,  George  Hayward. 

B  Nichols,  Helen  Lucinda  Cllft. 

A  Nichols,  John  Holyoke. 

A  Nichols,  John  Taylor  GUman. 

A  Nlckerson,  Asa  Harden. 

A  Nickerson,  Franklin. 

A  Nickerson,  George  Wheaton. 

E  Nickerson,  John  Peter. 

A  Nickerson,  William  Jabez. 

D  Nlcol,  Philippe  Henri. 

D  Nicola,  Charles  Chesterfield. 

D  Nicola,  Mary  Byington. 

D  Nlelson,  Edwin  Bjttrne. 

E  Nightingale,  James. 

A  Nlles,  Edward  Harry. 

D  NUsson,  Peter. 

A  Nims,  Edward  Beecher. 

A  Niquette,  Louis  Bartholomew. 

D  Niver,  Bmmett.  . 

A  Nixon,  Alfred  John. 

A  Noblle,  Angelo. 

D  Nobile,  Gaspare. 

A  Noble,  Alfred  Ira. 

D  Noble,  Anngenette  Fowler. 

B  Noka,  Benjamin  Gardner. 

D  Nolan,  Frank  Wesley. 

E  Nolan,  William  Francis. 

D  Nolen,  Walter  Freeman. 

E  Noon,  John  Joseph. 

D  Noonan,  Mary  Ellen. 

A  Noonan,  Michael  Charles. 

A  Norcross,  Ernest  Freeman. 

A  Nordstrom,  Cynthia  Maria. 

D  Normand,  Jean  Napoleon. 

D  Normandin,  Alphonse. 

A  Normandin,  Louis  Zephlrln. 

A  Norris,  Albert  Lane. 
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A  Norrls,  Sarah  Frances. 

D  Northrop,  Clarence  Clark. 

D  Norton,  Chauncey  Williams. 

A  Norton,  Eben  Carver. 

A  Norton,  Eliza  Bogart  Lawrence. 

D  Norton,  George  Edward. 

D  Norton,  George  Paul. 

D  Norton,  Herbert  Rozelle. 

A  Norton,  James  Safford. 

A  Norwood,  Ephralm  Wood. 

A  Nott,  Albert. 

A  Nottage,  Herbert  Percy. 

D  Nowland,  George  Dunn. 

A  Noyes,  Ernest  Henry. 

D  Noyes,  Henry  Allen. 

A  Noyes,  Nathaniel  Kingsbury. 

A  Noyes,  Rufus  King. 

D  Noyes,  Wilbur  Fiske. 

A  Noyes,  William. 

E  Nute,  Albert  James. 

D  Nute,  Marion. 

D  Nutt,  Walter  Elwyn. 

A  Nutter,  William  Dennett. 

D  Nutting,  Frederick  Harrison. 

A  Nutting,  William  Walace. 

A  Nutting,  WiU  Wallace. 

D  Nye,  Harry  Royal. 

D  Oakes,  Fitz  Albert. 

B  Ober,  Ralph  Beverley. 

D  Ober,  Marion  Helena. 

E  O'Brien,  Charles  Thomas. 

A  O'Brien,  Denis  Aloysius. 

D  O'Brien,  John  Charles. 

A  O'Brien,  John  Francis. 

D  O'Brien,  Joseph  Jerlmlah. 

B  O'Brien,  Michael  John. 

A  O'Brien,  Owen  St.  Clare. 

A  O'Brien,  Philip  Thomas. 

D  O'Brien,  Thomas  James. 

D  O'Brien,  Walter  John  Leo. 

A  0*Callaghan,  Denis  Francis. 

A  O'Callaghan,  Mary  Vincent. 

D  O'Connell,  Delia  Maria. 

A  O'Connell,  John  David. 

D  O'Connell,  Joseph  Cyril. 

D  O'Connor,  Charles. 

D  O'Connor,  Denis  Francis. 

A  O'Connor,  James  Bernard. 

D  O'Connor,  John  Edward. 

D  O'Connor,  John  Francis. 

D  O'Connor,  John  Henry. 

A  O'Connor,  John  James. 

A  O'Connor,  Thomas  Hugh. 

A  O'Connor,  Watkins  Roberts. 

D  Odlorne,  Walter  Burlingame. 

A  Odlln,  Charles  Cushing. 

D  O'Doherty,  John  Dominaca. 

D  O'DonneU,  Edmund  Emmet. 

A  O'DonneU,  Francis  Michael. 

E  O'DonneU,  George  Thomas. 


D  O'DonneU,  James  Coughlln. 

A  O'DonneU,  Louis  Patrick. 

B  O'DonneU,  William. 

D  Ogden,  Charles  Ludlow. 

A  Ogden,  Jay  Bergen. 

D  Ogilvle,  James. 

D  O'Hearn,  Daniel  Aloysius. 

D  Ohnesorg,  KarL. 

A  O'Keefe,  Michael  Wallace. 

A  O'Keeffe,  Daniel  Thomas. 

A  O'Kle,  Howard. 

A  Olds,  Frank  Williams. 

A  O'Leary,  Hele*  Bartlett. 

A  O'Leary,  Joseph  Augustus. 

A  Olin,  Francis  Henry. 

B  Olive,  Eben. 

A  Oliver,  Charles  Augustus. 

A  OUver,  James. 

A  Oliver,  Joseph  Pearson. 

D  OUoqui,  Marie  Jeanette  de. 

A  Olmstead,  Charles  Edward. 

A  Olmstead,  WUliam  Adams. 

A  O'Meara,  Michael  John. 

D  O'NeU,  John  Walsh. 

E  O'NeU,  Richard  Frothingbam. 

A  Oppe,  Samuel. 

D  Ordway,  Charles  Anthony. 

A  Ordway,  George  Albert. 

B  O'Regan,  John. 

A  O'ReUly,  William  Joseph. 

D  Orr,  Jane. 

D  Orr,  Samuel  Sanford. 

A  Osborne,  Aaron  Sylvanus. 

D  Osborne,  Caroline  Amelia. 

D  Osborne,  Ernest  Sumner. 

B  Osceonneo,  Charles  Edwin. 

A  Osgood,  George  Cowles. 

C  Osgood,  George  Edward. 

A  Osgood,  Oilman. 

A  Osgood,  HamUton. 

A  Osgood,  James  Henry. 

D  Osgood,  Robert  Bayley. 

E  O'Shea,  Daniel  Joseph. 

C  O'Shea,  Edward  Flavin. 

D  O'Shea,  Joseph  Francis. 

A  Osman,  Charles  Frank. 

A  O'SuUlvan,  Baniel  Joseph. 

D  O'SuUlvan,  John  Joseph. 

A  Otis,  Edward  Osgood. 

D  Otis,  Susanna. 

A  Otis,  Walter  Joseph. 

A  O'Toole,  James  Henry. 

D  O'Toole,  Michael  James. 

D  O'Toole,  Thomas  Henry. 

A  Ott,  George  John. 

A  Otterson,  William  David. 

D  Outhouse,  John  Stanley. 

D  Overlook,  Melvln  George. 

A  Oviatt,  George  Alexander. 

B  Owen,  James  Williamson. 
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D 

Owen,  Mary  Angell. 

C 

Parker,  Henry  Ward. 

A 

Owen,  Varlllas  Linus. 

D 

Parker,  Jabez  Sparks. 

A 

Packard,  Bdward  Albert. 

D 

Parker,  John  Howard. 

D 

Packard,  Francis  Sylvester. 

A 

Parker,  Moses  Greeley. 

D 

Packard,  Frederick  Henry. 

D 

Parker,  Ralph  Walter. 

D 

Packard,  George  Henry. 

A 

Parker,  Rufus  Stanly. 

A 

Packard,  Horace. 

A 

Parker,  Rupert  William. 

A 

Packer,  Edmund  Hllliard. 

D 

Parker,  Walter  Henry. 

D 

Packer,  Henry  Ernest. 

A 

Parker,  Wallace  Asahel. 

A 

Paddock,  William  Leroy. 

A 

Parker,  William  Edward. 

£ 

Padelford,  Frank  Mason. 

A 

Parker,  William  Thornton. 

A 

Padula,  Thomas  Francis. 

D 

Parkhurst,  Daniel  Burleigh. 

A 

Page,  Albert  Kidder. 

A 

Parkhurst,  Luman  Boyden. 

C 

Page,  Calvin  Gates. 

A 

Parks,  Edward  Luther. 

B 

Page,  Charles  Edward. 

A 

Parks,  John  Wilson. 

A 

Page,  Charles  Whitney. 

D 

Parks,  Margaret. 

A 

Page,  Charlotte  Evans. 

A 

Parka,  Silas  Henry. 

A 

Page,  Edward. 

A 

Parmalee,  William  Josiah. 

A 

Page,  Frank  Wilfred. 

D 

Parmenter,  Kenneth  Raymond. 

D 

Page,  Frederick  Carroll. 

D 

Parodi,  Teofilo. 

D 

Page,  George  Thornton. 

B 

Parris,  John  Bowers. 

A 

Page,  Harstein  Wendell. 

D 

Parry,  Eleanor. 

D 

Page,  Joseph  Gregory  Ellas. 

D 

Parsons,  Payn  Btgelow. 

B 

Page,  Margaret  Beulah. 

D 

Parsons,  Clarice  Johnston. 

D 

Page,  Pelrson  Sterling. 

D 

Parsons,  Frank  Sears. 

A 

Paige,  Nonius. 

A 

Parsons,  Harry  Snow. 

A 

Paine,  Amasa  Elliot. 

A 

Parsons,  John  Eleazer. 

F 

Paine,  Ara  Marshall. 

D 

Partree,  Homer  Tomllnson. 

A 

Paine,  Nathaniel  Emmons. 

A 

Partridge,  Charles  Catlln. 

D 

Paine,  Sumner. 

A 

Partridge,  Frank  Joseph. 

D 

Painter,  Charles  Fairbank. 

A 

Partridge,  Thomas  Jefferson. 

A 

Palardy,  Joseph  Hector. 

D 

Pascoe,  James  Botterell. 

D 

Palecek,  Albina  Marie. 

A 

Pascoe,  William  Whelan. 

D 

Palfrey,  Francis  Wilson. 

A 

Passoff,  Edward  Jacob. 

A 

Palmer,  CharleA 

D 

Pastene,  Albert  Angelo. 

A 

Palmer,  Ezra. 

D 

Patch,  Ann  Sophia  Kenney. 

A 

Palmer,  George  Monroe. 

A 

Patch,  Frank  Wallace. 

A 

Palmer,  Lewis  Merritt. 

D 

Patch,  Jennie  June. 

A 

Palmer,  Sarah  Ellen. 

A 

Patch,  William  Thurston. 

B 

Paplneau,  Louis  Joseph. 

A 

Patenande,  Samuel. 

D 

Paquin,  Elzear. 

B 

Patrick,  Joseph  Edward. 

D 

Paquin,  Ubalde. 

A 

Patrick,  Thomas  William. 

A 

Parcher,  George  Clarence. 

D 

Pattee,  Asa  Lee. 

A 

Park,  Francis  Edwin,  Jr. 

A 

Patten,  Anthony  Dlmook. 

A 

Park,  Isaac  Park. 

A 

Patten,  Julia  Maria. 

A 

Park,  James  Timothy. 

D 

patten,  Stephen  Kerr. 

A 

Park,  John  Gray. 

D 

Patterson,  Agnes  Christy. 

B 

Park,  Osmond  Franklin. 

A 

Patterson,  Alice  Maria. 

B 

Parker,  Arthur  Holmes. 

D 

Patterson,  Alice  Zelia. 

A 

Parker,  Charles  Edwin. 

B 

Patterson,  Belle  French. 

A 

Parker,  Charles  Frederick. 

D 

Patterson,  Charles  Frederick. 

D 

Parker,  Bdward  Grahame. 

A 

Patterson,  David  Nelson. 

D 

Parker,  Edward  Oliver. 

C 

Patterson,  William  Francis. 

A 

Parker,  Edwin  Monroe. 

D 

Patton,  Lawrence  Finney. 

B 

Parker,  Ernest  Kent. 

A 

Patoel,  Francis. 

A 

Parker,  Francis  Fuliam. 

D 

Paul,  Luther  Gordon. 

A 

Parker,  Frank  Howard. 

A 

Paul,  Walter  Everard. 

A 

Parker,  Harriet  Eliza. 

D 

Paul,  Wlllard  Augustus. 

D 

Parker,  Helen  Schlesinger. 

A 

Paulhus,  OvldeMaxime. 

D 

Parker,  Henry  Caldwell.  . 

A 

Paulig,  Frederick  August. 
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D 

Paulsell,  Mary. 

A 

Perrins,  John. 

A 

Faun,  AmoB  Bob  worth. 

A 

Perrins,  William  Arthur. 

D 

Pavlldes,  Demosthenes. 

D 

Perley,  Roscoe  Damon. 

A 

Payne,  Frederick  William. 

A 

Perry,  Arthur  Pedro. 

A 

Payne,  George  Harkness. 

D 

Perry,  Arthur  Reed. 

A 

Payne,  James  Henry. 

D 

Perry,  Charles  Freeman. 

A 

Payne,  James  Henry,  Jr. 

A 

Perry,  Charles  Homer. 

A 

Payne,  John  Howard. 

A 

Perry,  Eben  Greeley. 

A 

Peabody,  Charles  Augustus. 

D 

Perry,  Edgar. 

D 

Peabody,  Sophia  Reed. 

D 

Perry,  Edward  Franklin. 

D 

Pearce,  Mary  Alice. 

A 

Perry,  Edward  William. 

A 

Pearce,  Richard  Mills. 

A 

Perry,  George  Lewis. 

D 

Pearl,  Frederick  Warren. 

D 

Perry,  Henry  Joseph. 

D 

Pearson,  Charles  Lusby. 

A 

Perry,  Herbert  Bralnerd. 

A 

Pearson,  John  William. 

C 

Perry,  Joseph  Frank. 

A 

Pearson,  Mary  Morey. 

D 

Perry,  Lillian  Garabrant. 

A 

Pearson,  Maurice  Wellesley. 

A 

Perry,  Martha. 

D 

Pease,  Charles  Wood. 

D 

Petersen,  Alfred  Charles  Nicholas. 

A 

Pease,  Edward  Allen. 

A 

Petersen,  Henrlk  Georg. 

D 

Pease,  Ala  Gertrude. 

A 

Peterson,  Charles  Augustus  Burton. 

A 

Pease,  Herbert  Orrln. 

D 

Peterson,  John  Adna. 

A 

Pease,  James  Milton. 

A 

Petit,  Alphonse  Hubert. 

D 

Pease,  Lewis  Waite. 

D 

Petluck,  Joseph. 

A 

Peasley,  Emma  Janet. 

D 

Pett,  Alfred  William. 

A 

Peck,  Albert  Fred. 

D 

Pettee,  John  Harris. 

D 

Peck,  Eugene  Chase. 

D 

Pettlgrew,  Richard  Richardson. 

D 

Peck,  Luke  Baker. 

A 

Pf afl,  Franz  Lud  wig  Frledrich  Ernst. 

D 

Peck,  Willena  Abby. 

D 

Pfarre,  Edward  Robert. 

A 

Peckham,  Anson  Churchill. 

B 

Pfefferkorn,  Charles  Hermann. 

A 

Peckham,  Katherlne  Fenner. 

A 

Pfefferkorn,  Ferdinand  Carl 

D 

Peckham,  William  David. 

Ludwlg. 

C 

Pedrlck,  Stephen  Augustus. 

B 

Pfeiffer,  Jens  Paulus  Immanuel. 

D 

Peebles,  Thomas  Chalmers. 

B 

Phelps,  James  Richardson. 

D 

Peggs,  Harry  MacDonald. 

A 

Phelps,  John  Samuel. 

A 

Pelrce,  Amos  Hagar. 

E 

Phelps,  Joseph  Royal. 

A 

Pelrce,  Charles  John. 

A 

Phelps,  Olney  Windsor. 

A 

Pelrce,  Edward. 

B 

Phllllmore,  Frederick  George. 

A 

Pelrce,  EHhu  Proctor. 

D 

Phillips,  Charles  Henry. 

E 

Pelrce,  Frederic  Joseph. 

A 

Phillips,  Charles  Hiram. 

D 

Pelrce,  George  Alphonso. 

D 

Phillips,  Charles  Wlnfleld. 

A 

Pelrce,  James. 

A 

Phillips,  Eugenie  Marion. 

A 

Pelrson,  Edward  Lawrence. 

B 

Phillips,  Freeman  Allen. 

D 

Pelletler,  Alfred  Georges. 

D 

Phillips,  William  Converse. 

D 

Pender,  George  Edward. 

D 

Phillips,  William  Eugarde. 

D 

Penny,  Herbert  Thomas. 

D 

Phillips,  Wilson  Frank. 

D 

Percy,  David  Thomas. 

A 

Phlppen,  Hardy. 

A 

Percy,  Frederick  Bosworth. 

A 

Phlppe,  Walter  Andros. 

A 

Percy,  George  Emery. 

D 

Plckard,  Isaiah  Lovell. 

D 

Perkins,  Alfred  Raymond. 

A 

Pierce,  Andrew  Martin. 

D 

Perkins,  Anne  Elizabeth. 

C 

Pierce,  Appleton  Howe. 

A 

Perkins,  Archie  Elmer. 

E 

Pierce,  Charles  Willard. 

A 

Perkins,  Charles  Edwin. 

A 

Pierce,  Frank  Renneville. 

D 

Perkins,  Eben  Meade. 

D 

Pierce,  George  Burgess. 

A 

Perkins,  Henry  Phelps,  Jr. 

B 

Pierce,  George  Jacob. 

E 

Perkins,  Herbert  Crawford. 

A 

Pierce,  Helen  Frances. 

A 

Perkins,  Nathaniel  Royal. 

A 

Pierce,  Matthew  Vassarr 

A 

Perkins,  Stella  Manning. 

A 

Pierce,  WlllardiHenry. 

A 

Perkins,  Thomas  Lyman. 

A 

Plerson,  Henry  Walter. 

D 

Perkins,  Thomas  Tounge. 

A 

Pigeon,  James  Cogswell  Duma- 

A 

Perkins,  Wesley  Bennor. 

resque. 
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D 

Pike,  Forrest  Fay. 

A 

Porter,  Francena  Elizabeth. 

A- 

Pike,  Forrest  Wiley. 

A 

Porter,  Francis  Edward. 

A 

Pike,  Lucy  Johnson. 

D 

Porter,  Fred  Knight. 

D 

Pike,  Wlnfred  Carle. 

D 

Porter,  Herbert  Kent. 

D  ' 

Pilgrim,  Maurice  Fiachor. 

D 

Porter,  Margaret  Cochran  Dewar. 

D 

Pilling,  Simeon  Orison. 

A 

Porter,  Omer  Plllsbury. 

E 

Plllsbury,  Boyden  Harlln. 

D 

Porter,  Robert  Bra  stow. 

D 

Plllsbury,  Ernest  Dean. 

D 

Porter,  William  James. 

E 

Plllsbury,  Frederick  Ains worth. 

A 

Post,  Abner. 

A 

Plllsbury,  George  Harlln. 

E 

Pote,  Leonard  H olden. 

D 

Plllsbury,  Warren  Wilbur. 

A 

Pothier,  Joseph  Charles. 

D 

Pinault,  Joseph  Josue. 

D 

Potter,  Alexander  Garleton. 

B 

Pink  bam,  Arthur  Clarance. 

D 

Potter,  Frances  Wason. 

A 

Pinkham,  George  Edwin. 

A 

Potter,  La  Forrest. 

A 

Plnkham,  Joseph  Guraey. 

D 

Potter,  Lester  Forest. 

A 

Piper,  Frank. 

A 

Potter,  William  Gage. 

D 

Piper,  Fred  Smith. 

A 

Potts,  Joseph  Henry. 

A 

Pirlot,  Julius  Adrien. 

A 

Poulln,  Damase  Mark. 

A 

Pitcher,  Herbert  Frank. 

D 

Pound,  John  C. 

A 

Pitcher,  Samuel. 

D 

Powell,  Jonathan  Rider,  Jr. 

A 

Pitkin,  Leonard  Fox. 

D 

Powell,  Lefferts  Morrell. 

A 

Pitman,  Benjamin  Fosdlck. 

A 

Powers,  Abner  Howard. 

A 

Pitt,  Thomas  Smith.   ' 

A 

Powers,  Edward  Joseph. 

D 

Pitta,  Joao  Carlos  da  Sllva. 

D 

Powers,  William  Joseph. 

A 

Plxley,  Elbrldge  Simpson. 

A 

Pratt,  Calvin. 

D 

Place,  Ralph  Waldo. 

A 

Pratt,  Charles  Albert. 

E 

Plainfleld,  Mark  Henry. 

A 

Pratt,  Charles  Augustus. 

A 

Piatt,  Belle  Joanna. 

B 

Pratt,  Edwin  Alton. 

E 

Pleau,  Louise  Beatrice. 

D 

Pratt,  John  Edward. 

A 

Plimpton,  Lewis  Henry. 

A 

Pratt,  John  Frank. 

A 

Plummer,  Edward  Marwick. 

A 

Pratt,  John  Washburn. 

C 

Plummer,  Frank  Wentworth. 

A 

Pratt,  Joseph  Chester. 

D 

Plummer,  Frederic  Howard. 

D 

Pratt,  Joseph  Hersey. 

D 

Plummer,  Francis  Joseph. 

B 

Pratt,  Samuel  Barker. 

C 

Plummer,  Henry  Lincoln. 

B 

Pratt,  Thomas  Choate. 

A 

Plummer,  Julia  Morton. 

A 

Preble,  Wallace. 

D 

Plummer,  Paul. 

D 

Preiontaine,  Louis  Aurele. 

A 

Plunkett,  John  Lawrence. 

A 

Prentiss,  Harold  Town  send. 

D 

Polrier,  Alfred. 

A 

Prentiss,  Henry  Conant. 

A 

Polrier,  Eraile. 

D 

Prentiss,  Ralph  Newbury. 

E 

Poitras,  Joseph  Francois  Xavler. 

A 

Presbrey,  Silas  Dean. 

A 

Pollock,  Lewis  Lawrence. 

A 

Pre8cott,  Charles  Dudley. 

A 

Pomerat,  Charles  Maxius. 

A 

Prescott,  William  Herbert. 

D 

Pomeroy,  Harris  Starr. 

D 

Preston,  James  Louis. 

A 

Pomeroy,  Hiram  Sterling. 

D 

Prevaux,  John  Jacob. 

A 

Pomeroy,  Stephen  Franklin. 

D 

Price,  Oscar  Jay. 

A 

Pomeroy,  William  Henry. 

D 

Price,  Walter  Herbert. 

D 

Pond,  Bernard  Wesley. 

E 

Priest,  Herbert  Bancroft. 

D 

Pond,  Eleanor  Dorcas. 

A 

Primeau,  Narcisse  Arthur. 

A 

Pool,  Charles  Bret. 

D 

Prince,  Calvin  Oliver. 

E 

Poole,  Alva  Emory. 

A 

Prince,  Morton  Henry. 

E 

Poole,  Florence  Faulkner. 

A 

Prindle,  Charles  Henry. 

A 

Poole,  George  Fred. 

A 

Prior,  Charles  Edwin. 

D 

Pope,  Ernest  Folger. 

D 

Prior,  James  Edward. 

A 

Pope,  Frank  Fletcher. 

D 

Prior,  James  Howland. 

A 

Pope,  Irvine  Clarendon. 

D 

Prisco,  Nicola. 

A 

Porter,  Charles  Allen. 

E 

Prltchard,  William  Percival. 

A 

Porter,  Charles  Burnham. 

A 

Procter,  Percy  Clement. 

0 

Porter,  Charles  Ilsley. 

A 

Procter,  Thomas  Walter. 

D 

Porter,  Elizabeth  D wight. 

A 

Proctor,  Francis  Ingersoll. 
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B  Proctor,  Hannah  Maria. 

D  Proctor,  John  Donald. 

E  Proctor,  Joseph  Whipple. 

A  Proulx,  Jean  Thomas  Phillas. 

A  Pronty,  Albert  Henry. 

C  Provan,  Robert. 

D  Provandle,  Paul  Hector. 

D  Pnlslfer,  Thomas  Benton. 

A  Pnrcell,  Thomas  Aquinas. 

D  Purdy,  Frank  Le  Roy. 

D  Pnrlnton,  Herbert  Harmon. 

D  Purvis,  Alice  Hatheway. 

D  Purvis,  Charles  Burleigh. 

A  Putnam,  Charles  Pickering. 

D  Putnam,  Charles  Russell  Lowell. 

C  Putnam,  Charles  Willis. 

D  Putnam,  Frank  Wendell. 

A  Putnam,  James  Jackson. 

A  Putnam,  Joseph  Morrill. 

D  Putnam,  Marlon  Zacharlah. 

A  Putnam,  Mary  Parks. 

D  Putnam,  Ralph. 

A  Putnam,  Thomas  Joy. 

A  Putnam,  WiUard  Abram. 

A  Qua,  Lester  Robert. 

A  Quackenboss,  Alexander. 

D  Quessy,  Alfred  Henry. 

A  Qulmby,  Samuel  Foster. 

A  Qulmby,  Sumner  Ferdinand. 

A  Qulnby,  Hosea  Mason. 

E  Qulnby,  William  Carter. 

D  Qulnlan,  Henry  Francis. 

A  Quint,  Norman  Perkins. 

A  Rabethge,  Charles  Armand. 

A  Rabinovich,  Helen. 

D  Rablnowltz,  Solomon. 

A  Race,  Gorton  Herbert. 

D  Racine,  Ernest  Eusebe. 

A  Raddln,  Frederick  Stocker. 

D  Radcliff,  Sue. 

D  Ramos,  Frank  Inkerman. 

E  Ramsey,  Frank  William. 

A  Rand,  John  Prentice. 

A  Rand,  John  William. 

A  Rand,  Nehemiah  Wheeler. 

A  Rand,  Richard  Baxter. 

D  Randall,  Arthur  Theodore. 

B  Randall,  Charles  H. 

A  Randall,  Charles  Lawrence. 

D  Randall,  Clifford  Walcott. 

A  Randall,  Francis  Drew. 

D  Randall,  George  Merrill. 

A  Kandell,  Leo. 

B  Randell,  Otis  Gray. 

A  Rankin,  Thomas  David. 

D  Ranks,  Walter  Hildretb. 

A  Ranney,  Archibald. 

D  Ransom,  Eliza  Taylor. 

C  Ransom,  Nathaniel  Morton. 

B  Rappoport,  Abraham. 


D  Ravich,  Simon. 

A  Rawson,  Charles. 

A  Rawson,  George  Wallace. 

C  Ray,  John  Edward. 

D  Raymond,  Charles  Nevler. 

A  Raymond,  Richard  Michael. 

D  Raynes,  Myrton  Berry. 

A  Read,  Robert  McLellan. 

D  Read,  Willard  Fulton. 

D  Reagh,  Arthur  Lincoln. 

D  Rearden,  Thomas  Francis. 

D  Reardon,  Timothy  Joseph. 

D  Record,  Wellington. 

D  Reddy,  Joseph  Warren. 

A  Redfearn,  Joseph. 

A  Redmond,  James  William. 

D  Redmoncl,  Thomas  Henry. 

A  Reed,  Albert  Church. 

A  Reed,  Andrew  Fairfield. 

C  Reed,  Asa  Pingree. 

A  Reed,  Clara  Deborah  Whitman. 

D  Reed,  Caroline  Thyng. 

A  Reed,  Thomas  Greenhalgh. 

A  Reed,  Robert  Gates. 

D  Reed,  Victor  Augustus. 

D  Reed,  William  Edward. 

A  Reed,  William  Gllman. 

B  Reeder,  Albert. 

D  Rees,  Rees  Bynon. 

A  Reeves,  Harriet  Elmlra. 

D  Reid,  Eustace  Palmer. 

E  Reid,  Francis  Walsh. 

D  Reid,  Isidore  Eugene  Rosen  stein. 

A  Reid,  Robert  Alexander. 

D  Rellly,  Charles  Francis. 

D  Rellly,  James  Aloystus. 

D  Remlllard,  Joseph  Laury. 

A  Remington,  John  Alfred. 

E  Rencurrel,  Manuel  Emlle. 

A  Reynolds,  Edward. 

A  Reynolds,  Henry  Vose. 

B  Reynolds,  Hiram  Creamer. 

C  Reynolds,  John  Phillips. 

D  Rhodes,  Frank  Edson. 

A  Rhoads,  George. 

A  Rice,  Albert  James. 

A  Rice,  Albert  Raymond. 

D  Rice,  Alger  William. 

B  Rice,  Austin  Bradford. 

D  Rice,  Carrie  Elizabeth. 

A  Rice,  Charles  Henry. 

A  Rice,  Frederick  Wlnslow. 

A  Rice,  George. 

A  Rice,  George  Brackett. 

A  Rice,  George  Le  Roy. 

A  Rice,  Harry  Edwin. 

E  Rice,  Robert  A  stley. 

D  Rice,  Thomas. 

D  Rice,  Walter  Henry. 

D  Rich,  Charles  Edwin. 
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B 

Rich,  Edwin  Willie. 

A 

Roberts,  Henry  Ambrose. 

A 

Rich,  Frank  Urbanus. 

A 

Roberts,  Isaac  Lincoln. 

D 

Ricb,  Herbert  Lowell. 

A  / 

Roberts,  Linneus  Alton. 

D 

Richard,  Alfred  Bdouard. 

D 

Roberts,  Oscar  Brown. 

A 

Richard,  Marcel. 

A 

Roberts,  Oscar  Samuel. 

A 

Richards,  Caroline  Maria. 

A 

Roberts,  Oscar  Waldo. 

A 

Richards,  George  Bdwards. 

A 

Roberts,  Osmon  Osmore. 

A 

Richards,  George  Lyman. 

D 

Roberts,  Stephen  Martin  dale. 

D 

Richards,  James  Forsaith. 

D 

Roberts,  William  Frederick. 

D 

Richards,  Karle  Taylor. 

D 

Robertson,  Frederick  McNaughton. 

A 

Richards,  William. 

A 

Robertson,  James  Douglas. 

A 

Richardson,  Anna  Gove. 

D 

Robertson,  Wilbur  Burdett. 

A 

Richardson,  Benjamin  Franklin. 

C 

Robey,  William  Henry,  Jr. 

D 

Richardson,  Dana  Putnam. 

A 

Roble,  Walter  Franklin. 

A 

Richardson,  Edward  Blake. 

A 

Robinson,  Albert  Brown. 

D 

Richardson,  Elizabeth  May. 

A 

Robinson,  Alexander  Lincoln. 

A 

Richardson,  Emily  Metcalf. 

D 

Robinson,  Ernest  Franklin. 

B 

Richardson,  Francis  Allen. 

A 

Robinson,  Ernest  Frederick. 

A 

Richardson,  Frank  Chase. 

A 

Robinson,  Florence  Nightingale. 

A 

Richardson,  Mark  Wyman. 

D 

Robinson,  Francis  Arnold. 

A 

Richardson,  Maurice  Howe. 

D 

Robinson,  Fred  Hilliard. 

A 

Richardson,  William  Lambert. 

D 

Robinson,  Fred  Israel. 

A 

Richardson,  William  Shedd. 

A 

Robinson,  Gilman  Parker. 

A 

Richmond,  Ernest  Dalton. 

D 

Robinson,  Harry  Pringle. 

D 

Richmond,  Ivus  Irvin. 

D 

Robinson,  Herbert  Winslow. 

D 

Richmond,  Lauriston  Amaziah. 

D 

Robinson,  James  Arthur. 

D 

Richmond,  Mary  Lovejoy. 

A 

Robinson,  Jonathan  Henry. 

D 

Richmond,  Simon. 

D 

Robinson,  Joseph. 

A 

Ricketson,  Arthur. 

A 

Robinson,  Joseph  Henry. 

D 

Rideout,  Herman  Leslie. 

A 

Robinson,  Lucy  Morton. 

D 

Riley,  Elizabeth  Angela. 

D 

Robinson,  Mary  Emma  Bliss. 

A 

Riley,  John  Henry. 

B 

Robinson,  Millard  Lyman. 

B 

Riley,  William  Norton. 

D 

Robinson,  Samuel. 

A 

Ring,  Allen  Mott. 

A 

Robinson,  Thomas  Johns. 

D 

Ring,  Arthur  Hallam. 

A 

Robinson,  Wilhelmus  Bogart. 

D 

Ring,  Barbara  Taylor. 

A 

Robinson,  William  Henry. 

B 

Rlopelle,  Alexander  Joseph. 

D 

Robinson,  William  Perry. 

A 

Ripley,  Frederick  Jerome. 

B 

Roblson,  Alice  Anna. 

A 

Ripley,  William  King. 

D 

Roche,  Thomas  Francis. 

B 

Ripley,  William  Littlefleld. 

A 

Rocbette,  Louis  Victor. 

D 

Ritter,  Henry. 

D 

Rockafellow,  John  Chester. 

C 

Rlx,  Frank  Reader. 

B 

Rockwell,  Alfred  Elijah  Perkins. 

D 

Roach,  George  Ernest. 

D 

Rockwell,  Herbert  George. 

D 

Robb,  William  Matthews. 

A 

Rockwell,  John  Arnold. 

A 

Robbins,  Elliott  Daniel. 

D 

Rockwell,  John  Arnold,  Jr. 

D 

Bobbins,  Blmer  Ellsworth. 

D 

Rodrick,  Albert  Fowler. 

D 

Robbins,  Eugene  Stanley. 

B 

Roff,  Moses. 

A 

Robbins,  Fred  Gibson. 

A 

Rogers,  Albert  Edward. 

D 

Robbins,  Fred  McAuslan. 

D 

Rogers,  Charles  Cummlngs. 

D 

Robbins,  Frederick  Carver. 

D 

Rogers,  Charles  Eugene. 

A 

Robbins,  James  Henry. 

A 

Rogers,  Charles  Rufus. 

D 

Robbins,  Michael  Uriah. 

B 

Rogers,  Daniel  Eastman. 

B 

Robert,  Albert  Napoleon. 

A 

Rogers,  Frank  Alvin. 

B 

Robert,  George  CIoyIb. 

D 

Rogers,  Gorham  Davis. 

A 

Roberts,  Dolphin  Pernanders. 

A 

Rogers,  Orville  Forrest. 

B 

Roberts,  Lucius  Warren. 

B 

Rogers,  Triton  Raphel. 

D 

Roberts,  Frank  Eugene. 

A 

Rohrer,  Softer  Rudolf. 

D 

Roberts,  Frederick  Albert. 

A 

Rolfe,  William  Alfred. 

D 

Roberts,  Frederick  Alpha. 

A 

Rollins,  Charlotte  Abble. 

A 

Roberts,  George  Kerr. 

E 

Rollins,  Edwin  Theodore. 
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A  Rollins,  William  Herbert. 

D  Rorael,  Trolano. 

D  Rood,  Luther  Colby. 

B  Root,  Alice  Luclnda. 

B  Root,  John  Reynolds. 

A  Root,  Richmond  Barbour. 

D  Rosa,  Henry  Antonio. 

B  Roscoe,  Tom. 

B  Rose,  Alwyn. 

A  Rose,  Daniel  Campbell. 

D  Rose,  William  Henry. 

A  Roeeman,  Milton  Joseph. 

E  Rosenthal,  Charles. 

D  Ross,  Ellsworth  Frank. 

D  Ross,  Frank  Augustus. 

A  Ross,  George  Ivlson. 

D  Ross,  Lydla. 

D  Ross,  Robert  Oswald. . 

D  Ross,  Walter  Howard. 

B  Rosson,  Emma. 

A  Rotch,  Thomas  Morgan. 

A  Roth,  Edward. 

D  Rotheram,  Marie  Cecelia. 

D  Rothfuchs,  Charles  Christian. 

D  Rothwell,  Charles  Robert. 

D  Rotondi,  Leopoldo  Francesco. 

A  Roulier,  Jacobum  Phlllippe. 

A  Round,  Arthur  Morey. 

D  Rounds,  Daniel  Willis. 

D  Rounds,  George  Herbert. 

A  Rourke,  Joseph  Edward. 

A  Routbier,  Michael  Omer. 

A  Rovinsky,  Alexander. 

A  Rowe,  Alice  Eliza. 

A  Rowe,  George  Howard  Malcolm. 

C  Rowen,  Henry  Stanislaus. 

A  Rowley,  William. 

A  Roy,  James  McDonald. 

D  Roy,  Joseph  Ferdinand  Elsear. 

A  Roy,  Joseph  Hormldas. 

D  Roy,  Joseph  Napoleon. 

D  Roy,  Joseph  Napoleon. 

A  Roy,  Louis  Joseph. 

A  Roy,  Pramath  Nath. 

A  Royal,  Herbert  Benjamin. 

A  Ruddlck,  William  Henderson. 

D  Ruggles,  Edwin  Parkenham. 

A  Ruggles,  Willard  Osman. 

D  Rundlett,  David  Livingston. 

A  Runnells,  Andrew  Jackson. 

A  Ruppel,  Emil  Carl  Fraser. 

A  Ruppel,  Myra  Daniel  Allen. 

C  Russegue,  Henry  Elmore. 

D  Russell,  Edward  Eryin. 

A  Russell,  Flora  Smith. 

D  Russell,  Frederick  James. 

A  Russell,  Frederick  William. 

A  Russell,  John  Henry. 

B  Russell,  John  Perkins. 

C  Russell,  Julia  Ann  Bray. 


C  Russell,  Simon  James. 

A  Russell,  Trueman  Everett. 

D  Russell,  Walter  Aloyslus. 

D  Russell,  Walter  Burton. 

A  Russell,  William  Henry. 

D  Russell,  Willis  Adams. 

B  Rust,  Charles  Manning. 

D  Rust,  Frank  Lee  Drummond. 

D  Rutter,  Clara  Hannah  Rogers. 

D  Ryan,  Dennis  Matthew. 

D  Ryan,  George  Whitehouse. 

A  Ryan,  John  Lawrence. 

A  Ryan,  Philip  Marcellus. 

A  Ryan,  William  John. 

D  Ryder,  Charles  Edward. 

D  Ryder,  George  Hale. 

A  Ryder,  Godfrey ._ 

D  Ryder,  James  William. 

A  Sabine,  George  Krans. 

D  Sabine,  Jane  Downes  Kelly. 

A  Sackett,  Harry  Robert 

A  Safford,  Moses  Victor. 

D  Safford,  Wilber  Pray. 

A  Saltmarsh,  Seth. 

A  Sampson,  Lottie  Emma. 

B  Sampson,  Nellie. 

D  Sanborn,  Byron. 

A  Sanborn,  Edwin  Aaron. 

A  Sanborn,  Emma  Mary  Eastman. 

E  Sanborn,  Fletcher  Greene. 

A  8anborn,  Frederick  James. 

D  Sanborn,  George  Phippen. 

C  Sanborn,  John  Eastman. 

D  Sanborn,  John  Wesley. 

A  Sanborn,  Joseph  Lander. 

A  Sanborn,  Kate. 

A  Sanborn,  Nathan  Willard. 

A  Sanborn,  Perley  Lewis. 

D  Sanders,  Charles  Barton. 

B  Sanders,  Edwin  Melvin. 

E  Sanders,  James  Samuel. 

A  Sanders,  Orren  Burnham. 

A  Sanders,  William  Bernhard. 

A  Sanderson,  James  Henry. 

D  Sanderson,  Mary. 

D  San  ford,  Alexander  Chace. 

A  Sanford,  Edward. 

D  Sanford,  Frank  Burton. 

D  Sanford,  Henry  Lindsay. 

D  Sanford,  Margaret  McPhee. 

D  Sanford,  Walter  Howard. 

A  Sanft,  Frank. 

D  SantosuoBso,  Joseph. 

D  Sargent,  Albert  Alonzo. 

A  Sargent,  Ara  Nathaniel. 

A  Sargent,  Charles  Samuel. 

C  Sargent,  George  Amory. 

A  Sargent,  George  Bancroft. 

A  Sargent,  Lorenzo  Dow. 

A  Saunders,  Ambroze  Courtis. 
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D 

• 

Saunders,  Edward  Louis. 

A 

Searle,  George  James. 

D 

Saunders,  Joseph  Henry. 

D 

Searles,  Frank  Rufus. 

P 

Saunders.  Levi. 

A 

Sears,  Elolse  Augusta. 

D 

Savage,  Grace  Gertrude. 

D 

Sears,  Frederick  Manning. 

D 

Savage,  Ross  Eliot. 

A 

Sears,  George  Gray. 

A 

Savard,  Alfred  Henry. 

D 

Sears,  Harry  Edward. 

A 

Savlgnac,  Arthur. 

C 

Sears,  Henry  Francis. 

C 

Savllle,  Sumner  Carruth. 

D 

Sears,  Stephen  Hull. 

D 

Sawabini,  Blias. 

D 

Sedgley,  Frank  Robert. 

A 

Sawin,  Charles  Dexter. 

A 

Seelye,  Hiram  Henry. 

A 

Sawln,  Robert  Valentine. 

A 

Seelye,  Ralph  Holland. 

A 

Sawtelle,  Benjamin  Albert. 

E 

Seelye,  Walter  Clark. 

A 

Sawtelle,  George  Bassett. 

B 

Segool,  Hyman. 

A 

Sawtelle,  Henry  Winchester. 

A 

Segur,  WUlard  Blossom. 

D 

Sawyer,  Alfred  Stanford. 

A 

Selp,  Charles  Lewis. 

A 

Sawyer,  Alzaman. 

A 

Selee,  Annie  Maud. 

A 

Sawyer,  Benjamin  Addison. 

A 

Sellew,  Philip  Hamilton. 

D 

Sawyer,  Carleton. 

D 

Sellew,  Robert  Cowan. 

A 

Sawyer,  Charles  Milton. 

A 

Selling,  Leo  Milton. 

D 

Sawyer,  Edward  Allen. 

A 

Selva,  Julius. 

B 

Sawyer,  Edward  Keyes. 

D 

Senesac,  Archibald. 

A 

Sawyer,  Ellhu  LeRoy. 

D 

Sennott,  John  Ralph. 

B 

Sawyer,  Emily  Harriet. 

B 

Senter,  George  Eldredge. 

A 

Sawyer,  Frank  Wade. 

A 

Serijanian,  Tatios  Kasbar. 

A 

Sawyer,  Herbert  Houston. 

D 

Sever,  James  Warren. 

B 

Sawyer,  Katie  Sarah. 

D 

Severance,  Ella  Eliza. 

A 

Sawyer,  Walter  Fairbanks. 

A 

Severance,  William  Lyman. 

A 

Sawyer,  Wesley. 

A 

Severance,  William  Sidney. 

A 

Sawyer,  Willis  Herbert. 

A 

Sewell,  John  Jasper. 

D 

Sayles,  Joseph  Borland. 

D 

Sewny,  Karskeen  Heklmlan. 

D 

Sayward,  William  Henry,  Jr. 

D 

Sexton,  Frank  Joseph. 

D 

Scales,  Robert  Bass. 

D 

Sexton,  James  Henry,  Jr. 

D 

Scalzllli,  Erico  Arnaldo. 

A 

Seymour,  Christopher. 

B 

Scannell,  David  Daniel. 

A 

Seymour,  James  Dwlght. 

A 

Scannell,  Michael  Edward. 

A 

Seymour,  Susan  Pheland. 

B 

Schallenbach,  Ernest  Bradford. 

A 

Shack  ford,  Charles  Harrison. 

A 

Schenck,  Ellen  Eastman. 

D 

Shanahan,  Edward  Joseph. 

A 

Schiller,  Louis  Edouard. 

A 

Shanahan,  John. 

B 

Schmidt,  Frederick  Sextus. 

D 

Shanahan,  Thomas  Joseph. 

A 

Schneider,  Jacob  Philip. 

D 

Shannon,  James  Herbert. 

D 

Schofleld,  Benjamin  Franklin. 

A 

Shannon,  Nat  Vaughn. 

D 

Schofleld,  Otho  Lester. 

A 

Shaplra,  Israel  Jarius  Ellhaf . 

D 

Schoonmaker,  Arthur  Twing. 

A 

Shaplelgh,  Alfred  Lindsay. 

D 

Schorer,  Cornelia  Bernhardlne 

D 

Sharp,  Leedom. 

Johanna. 

A 

Sharp,  Walter  Nevln. 

D 

Schroeder,  May  Catherine. 

D 

Shatswell,  James  Arthur. 

D 

Schubmebl,  Frank  Edward. 

D 

Shattuck,  Albert  Mllo. 

D 

Schultz,  Simon  Robert. 

A 

Shattuck,  Charles  Harvey. 

D 

Schwartz,  Myer. 

D 

Shattuck,  Edwin  Chase. 

C 

Scoboria,  Arthur  GUmore. 

A 

Shattuck,  Frederick  Cheever. 

A 

Scofield,  Walter. 

A 

Shattuck,  George  Brune. 

B 

Scott,  Charles  Win  field. 

A 

Shaw,  Albert  Joel. 

A 

Scott,  Chester  Walter. 

A 

Shaw,  Arthur  John. 

A 

Scott,  Cyrus  Wallace. 

B 

Shaw,  Charles  Albert. 

A 

Scott,  Gavin  Steel. 

D 

Shaw,  Francis. 

B 

Scott,  George  Dow. 

E 

Shaw,  Frederick  King. 

B 

Scottl,  Federlco. 

D 

Shaw,  Harry. 

A 

Scrlbner,  Ernest  Varlan. 

A 

Shaw,  Henry  Lyman. 

A 

Scudder,  Charles  Locke. 

A 

Shaw,  James  Stott. 

A 

Seaman,  William. 

A 

Shaw,  John  Cook. 
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A 

Shaw,  John  Holbrook. 

A 

Sllva,  Francis  Pierce. 

A 

Shaw,  John  Joseph. 

B 

Silver,  Frank  Rudolph. 

D 

Shaw,  John  Port. 

D 

Simmons,  Channlng  Chamberlain. 

A 

Shaw,  Sarah  Jane  Hutchinson. 

A 

Simmons,  Clara  Congdon. 

D 

Shaw,  Thomas  Bond. 

D 

Simmons,  Orren  Williams. 

A 

Shaw,  Thomas  Pierpont. 

A 

Simmons,  William  Edmund. 

D 

Shaw,  Thomas  Wighall. 

A 

Slmonds,  Marilla  Reed. 

D 

Shaw,  William  Hubbard. 

A 

Simpson,  Charles  Edward. 

A 

Shay,  Thomas  McGuire. 

A 

Simpson,  Edmund  S. 

D 

Shea,  Alfred  Drake. 

A 

Simpson,  George  Foster. 

D 

*  Shea,  John  Francis. 

A 

Simpson,  James  Edwin. 

D 

Shea,  John  Joseph. 

B 

Simpson,  John  Thomas  Lionel. 

D 

Shea,  Michael  Henry. 

B 

Sims,  Charles  Hawkins. 

A 

Shea,  Thomas  Bernard. 

D 

Sims,  Frederick  Robertson. 

D 

Shea,  Peter  Owen. 

A 

Sinclair,  Alexander  Doull. 

D 

Sbead,  Edward  Wadsworth. 

A 

Sinclair,  William  Albert. 

E 

Sheahan,  Joseph  Maurice. 

D 

Sise,  Lincoln  Fleetford. 

D 

Sheedy,  John  Francis. 

A 

Siskind,  Alexander  Louis. 

B 

Sheehan,  Martin  David. 

A 

Sisson,  Edward  Rotch. 

A 

Sheehan,  William  Joseph. 

D 

Skarstrom,  William. 

A 

Sheehy,  William  Clinton. 

D 

Skelton,  Grace  Evelyn. 

A 

Sheldon,  Chauncey  Cooley. 

A 

Skinner,  Edward  Manning. 

D 

Shepard,  Luther  Dlmmlck,  Jr. 

A 

Skinner,  John. 

B 

Shepardson,  Oscar  Jerome. 

D 

Skolfleld,  Ezra  Byington. 

C 

Shepherd,  Hovey  Learned. 

D 

Slack,  Francis  Hervey. 

A 

Shepherd,  Susan  Symonds. 

D 

Slagle,  Sarah  Elizabeth. 

D 

Shepley,  Lutber  James. 

B 

Slate,  Ames  Wils worth. 

E 

Sherburne,  Andrew  Arthur. 

A 

Slattery,  John  Richard. 

B 

Sherburne,  Frederick  William. 

A 

Slayter,  John  Theodore  Harding. 

A 

Sheridan,  Oliver  Michael. 

A 

Slayton,  William  Tatt. 

A 

Sherman,  Charles  Francis. 

D 

Sleeper,  Frank  Warren. 

A 

Sherman,  Frank  Morton. 

D 

Sleeper,  Karle  Raymond. 

B 

Sherman,  James  Henry. 

A 

Sleeper,  Walter  Julian. 

A 

Sherman,  James  Turner. 

D 

Slettengren,  Oscar. 

A 

Sherman,  John. 

C 

Slocomb,  George  Albert. 

A 

Sherman,  John  Howard. 

D 

Slocum,  Clarence  Jonathan. 

A 

Sherman,  Mary  Hastings. 

D 

Small,  Albert  Ernest. 

A 

Sherman,  William  Sprague. 

D 

Small,  Ernest  Wlnfield. 

D 

Sherskefsky,  Cecllld  Lande. 

B 

Small,  Guy  Darwin. 

A 

Sherwin,  Aurellns  Calvin. 

A 

Small,  Herbert  Elwyn. 

B 

Sherwood,  Walter. 

A 

Small,  John  Wesley. 

D 

Sherwood-Dunn,  Berkeley. 

D 

Small,  Richard  Dresser. 

A 

Shirley,  Allen  Lincoln. 

A 

Small,  Whitmell  Pugh. 

D 

Shine,  John  Patrick. 

D 

Smalley,  Fred  Lyman. 

D 

Shlsler,  William  Henry. 

D 

Smallwood,  George  Washington. 

A 

Shores,  Harvey  Towle. 

D 

Smart,  Frank  Everard. 

A 

Shrove,  Octavlus  Barrell. 

B 

Smeltcer,  James  Finlay. 

D 

Shultls,  Frederick  Charles. 

B 

Smith,  Alfred  Charles. 

A 

Shurtleff,  Eugene. 

A 

Smith,  Arthur  Vincent. 

A 

Shurtleff,  Frank  Atwood. 

A 

Smith,  Asa  Dennis. 

A 

Shurtleff,  Fred  Cazeaux. 

A 

Smith,  Charles  John  James. 

A 

Shurtleff,  George  Frederick. 

A 

Smith,  Charles  Morton. 

A 

Shurtleff,  Henry  Austin. 

A 

Smith,  Charles  Sherman. 

D 

Shurtleff,  James  Frederick. 

D 

Smith,  Charles  Wesley. 

D 

Shurtleff,  Walter  Davis. 

D 

Smith,  Chiron  Watervllle. 

A 

Sibley,  Hartwell  Augustus. 

D 

Smith,  Conrad. 

A 

Sidney,  Austin  Wilbur. 

A 

Smith,  Daniel  Patrick. 

A 

Slggins,  John  Jacob. 

B 

Smith,  David  Wiley. 

D 

Sllbert,  Joseph  Jacob. 

D 

Smith,  Edward  Shepard. 

B 

Sill,  John  Wellesley. 

D 

Smith,  Edwin  Wallace. 
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A 

Smith,  Ella  Gertrude. 

A 

Soper,  Lyman  White. 

A 

Smith,  Ezra  Algernon. 

A 

Sopher,  Curtis  Levi. 

E 

Smith,  Forster  Hanson. 

D 

Sonle,  Horace  John. 

D 

Smith,  Frank  Herbert. 

B 

Soule,  John  Albion. 

D 

Smith,  Frank  Llewellyn. 

A 

Soules,  Silas  George. 

A 

Smith,  Frank  Simpson. 

D 

Sousa,  Jayme  Ernesto  Salaza 

A 

Smith,  Franklin  Benjamin. 

D'E?ae. 

C 

Smith,  Fred  Stevens. 

D 

Souther,  Robert  Fulton. 

A 

Smith,  Frederick  Glazier. 

A 

Souther,  William  Towle. 

D 

Smith,  George  Carroll. 

B 

Soutbgate,  George  Alonzo. 

A 

Smith,  George  Herbert. 

A 

Southgate,  Robert  William. 

A 

Smith,  George  La  Breche. 

A 

South  wick,  George  Rinaldo. 

D 

Smith,  Harold  Wellington. 

D 

Southworth,  Tbomas^hepard. 

D 

Smith,  Harry  Atherton. 

D 

Soutter,  Robert. 

A 

Smith,  Henry  Marcellus. 

D 

Spaid,  Charles  Jacob. 

A 

Smith,  Herbert  Llewellyn. 

A 

Spalding,  Charles  Franklin. 

A 

Smith,  Hermon  Joseph. 

D 

Spalding,  Fred  Maurice. 

A 

Smith,  Hiram  Fred  Markley. 

D 

Spalding,  Harry  Osgood. 

A 

Smith,  Homer  A  Ivan. 

A 

Spalding,  Henry  Edwin. 

D 

Smith,  Howard  Harry. 

B 

Spalding,  Jacob  Franklin. 

D 

Smith,  James  Gardner. 

B 

Spalding,  Roger. 

D 

Smith,  James  Jay. 

A 

Spalding,  Samuel  Hopkins. 

D 

Smith,  John  Hall. 

A 

Sparhawk,  Clement  Willis. 

A 

Smith,  Jonathan  Jason. 

D 

Sparks,  Clarence  Irving. 

D 

Smith,  Joseph  Arthur. 

D 

Sparks,  Ernest  Elliot. 

A 

Smith,  Joseph  Heber. 

D 

Sparling,  John  Henry. 

B 

Smith,  Julia  Ann  Crafts. 

D 

Spauldlng,  Charles  Lester. 

B 

Smith,  Levi  Jasper. 

D 

Spaulding,  David  Nathan. 

D 

Smith,  Lewis  Albert. 

F 

Spauldlng,  Ebenezer  Farrington. 

D 

Smith,  Marshall  Evans. 

A 

Spear,  Edmund  Doe. 

A 

Smith,  Mary  Almira. 

C 

Spears,  George  William. 

A 

Smith,  Mnrdock  Campbell. 

B 

Spencer,  Emily  Jone. 

D 

Smith,  Ota  Marry. 

A 

Spencer,  Esek  Edwin. 

D 

Smith,  Peter  Matthew. 

C 

Spencer,  George  Albert. 

D 

Smith,  Samuel  Breese. 

A 

Spencer,  George  Frederick  Allen. 

D 

Smith,  Samuel  Finlay. 

A 

Spencer,  William  Warren  Conant. 

A  Smith,  Sumner  Phinney. 

A  Smith,  Thomas  Burke. 

A  Smith,  Walter  Anson. 

D  Smith,  William  Benjamin  Tyng. 

D  Smith,  William  Henry. 

C  Smith,  William  Lord. 

A  Smith,  Winfleld  Scott. 

A  Smithwick,  John. 

C  Smithwick,  Marsena  Parker. 

E  Smorgonsky,  David  Joseph. 

A  Smyth,  Herbert  Edmund. 

D  Smyser,  Charles  James. 

A  Snow,  Asa  Vernon. 

D  Snow,  Frank  Whipple. 

E  Snow,  Frederick  Stedman. 

D  Snow,  Henry  Curtis  Butler. 

A  Snyder,  Charles  Wight. 

D  Snyder,  Charles  William. 

D  Solomon,  Florence  Augusta. 

B  Solomon,  James  Madison. 

B  Solomon,  Sarah  Augusta. 

B  Solomon,  William  Burr. 

A  Somen),  John  Edward. 

E  Somers,  Pierce  Edward. 


A  Spooner,  George  Robert. 

E  Spooner,  Henry  Garrettson. 

A  Spooner,  John  Winthrop. 

A  Sprague,  George  Percy. 

A  Sprague,  Phebe  Ann. 

A  Sprague,  Ruf us  William. 

D  Spratllng,  Edgar  Johnson. 

A  Spring,  Clarence  Walter. 

A  Springer,  Nathan  Ayer. 

D  Sproul,  John. 

E  Sproules,  Joseph  Aloyslus. 

A .  Squler,  Angelo  Orin. 

E  Stack,  Charles  Francis. 

A  St.  Clair,  Austin  Emery. 

A  St.  Dennis,  Joseph  Nelson. 

D  St.  George,  Archibald. 

A  St.  George,  Norman. 

A  St.  Georges,  Wilfred  Mark. 

A  St.  Germain,  Joseph  Pierre. 

A  St.  Germain,  Valmore. 

A  St  Jacques,  Joseph  Robert. 

D  St.  Marie,  Philippe. 

A  Stackpole,  George  Edmund. 

A  Stacy,  Charles  Franklin. 
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A 

Stafford,  Frank  Dalmon. 

D 

B 

Stahl,  Alfred  Franz. 

A 

A 

Stan  dish,  Myles. 

A 

A 

Stanley,  Charles  Sullivan. 

A 

A 

Stanley,  George  Henry. 

D 

A 

Stanley,  Joslah  Marsh. 

B 

D 

Stanley,  Leonard  Gove. 

B 

D 

Stanley,  Mark  Page. 

D 

A 

Stanton,  Jere  Edmund. 

A 

C 

Stanton,  Thomas  Leo. 

A 

D 

Staples,  John  Walter. 

A 

A 

Stapleton,  Richard  Henry. 

C 

A 

Starbird,  Edward  Perley. 

D 

A 

Starbird,  Isaac  Warren. 

A 

D 

Starbuck,  Joseph  Clinton. 

A 

D 

Stark,  Maurice  Albert. 

A 

D 

Starkweather,  Charles  Robert. 

A 

B 

Starr,  Christopher  Hamlin. 

D 

A 

Stead  man,  John  Abraham. 

A 

A 

Stearns,  Charles  A. 

A 

A 

Stearns,  Charles  Goddard. 

C 

A 

Stearns,  George  Washington. 

A 

A 

Stearns,  Isaac  Holden. 

D 

B 

Stearns,  John  Warren. 

D 

B 

Stearns,  Robert  Thomas. 

A 

A 

Stebblns,  George  Stanford. 

A 

B 

Stebbins,  Marlon  RowenaHayward. 

F 

A 

Stedman,  Charles  Ellery. 

D 

A 

Stedman,  George. 

D 

A 

Stedman,  Henry  Rust. 

D 

A 

Stedman,  James  Parker. 

A 

A 

Stedman,  Joseph  Cyrus. 

D 

D 

Steele,  Albert  Edward. 

D 

B 

Steele,  Harry  Leon. 

A 

A 

Steele,  John  McClary. 

A 

A 

Steere,  David  Roscoe. 

D 

B 

Steinberg,  Joseph. 

A 

D 

Stenning,  William  Arthur. 

A 

A 

Stephens,  Edward  Buckmlnster. 

A 

A 

Stephenson,  Benjamin  Swift. 

D 

B 

Stephenson,  Milton  Elmer. 

A 

A 

Stephenson,  Nellis  Witter. 

C 

B 

Stepp,  Jacob,  Jr. 

A 

A 

Stetson,  Clarence  Augustus. 

A 

D 

Stetson,  Frank  Eliot. 

D 

D 

Stetson,  Frederick  Wlnslow. 

A 

D 

Stetson,  H albert  Greenleaf . 

D 

A 

Stevens,  Andrew  Jackson. 

B 

B 

Stevens,  Charles  Albert. 

D 

A 

Stevens,  Charles  Benjamin. 

A 

A 

Stevens,  Edmund  Horace. 

A 

A 

Stevens,  George  Beck  with. 

C 

D 

Stevens,  Grace. 

D 

A 

Stevens,  Harry  Laurence. 

B 

A 

Stevens,  Henry  Burt. 

A 

A 

Stevens,  James  Herbert. 

A 

D 

Stevens,  Michael  Mallett. 

A 

D 

Stevens,  Oscar  Howard. 

C 

D 

Stevens,  Ralph  Emerson. 

A 

D 

Stevens,  Ruey  Bartlett. 

D 

Stevens,  Sara  Elmlna. 
Stevens,  Seriah. 
Stevens,  William  Caldwell. 
Stevens,  William  Stanford. 
Stevenson,  Arthur  William. 
Stevenson,  Willis  Mack. 
Steward,  Benjamin  Gadsden. 
,  Stewart,  Abraham  Lincoln. 
Stewart,  Anne  Clark. 
Stewart,  James. 
Stewart,  James  Hope. 
Stewart,  Lincoln  A. 
Stewartson,  Charlotte  Dodd. 
Sttckney,  Alonzo  Lawrence. 
Stlckney,  Clifford  Webster. 
Stickney,  Edwin  Pangman. 
Stlckney,  George  Augustus. 
Stlckney,  Henry  Constant. 
Stiles,  Charles  Wallace. 
Stiles,  Fred  Merritt. 
Stiles,  Herbert  Kendall. 
Still,  James  Thomas. 
Still,  William  Henry. 
Stilwell,  Benjamin  Watson. 
Stilson,  Willard  Charles. 
Stlnson,  John  Woodbury. 
Stocker,  Alfred  Augustus. 
Stockwell,  Edgar  Washburn. 
Stock  well,  George  Norman. 
Stockwell,  Herbert  Emmons. 
Stoddard,  Henry  Bradish. 
Stoddard,  Mortimer  Joseph. 
Stodder,  Charles  William. 
Stokes,  William  Royal. 
Stone,  Arthur  Kingsbury-. 
Stone,  Arthur  Lile. 
Stone,  Byron. 
Stone,  Charles  Sinclair. 
Stone,  Ella  Gertrude. 
Stone,  Ellen  Appleton. 
Stone,  Frank  Ellsworth. 
Stone,  George  Arthur. 
Stone,  James  Savage. 
Stone,  Lincoln  Ripley. 
Stone,  Moses  Cornelius. 
Stone,  Waldo  Hodges. 
Stone,  Warren  Buxton. 
Stone,  Wolf. 
Stone  man,  Edgar  Ames. 
Storer,  John. 
Storer,  Malcolm. 
Story,  Alvin  Francis. 
Story,  Helen  Louise. 
Stowe,  Irving  Elmer. 
Stowe,  Willard  Hanley. 
Stowell,  Edmund  Channlng. 
Stowell,  Joab,  Jr. 
Stowell,  Maud  Evelyn. 
Stowell,  Sarah  Russell. 
Stratton,  Ralph  Rlcker. 
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D 

Straw,  Amos  Gale. 

A 

Swan,  William  Ellery  Channlng. 

D 

Straw,  O'Neil  Watson  Robinson. 

A 

Swasey,  Edward. 

D 

Strayer,  Edgar. 

A 

Swasey,  Oscar  Fitzallan. 

D 

Street,  Charles  JKd  ward. 

A 

Sweeney,  Hilary  Tucker. 

A 

Street,  Jerome  Charles. 

A 

Sweet,  Charles  Frederick. 

D 

Street,  Lionel  Alexander  Burnet. 

A 

Sweet,  Clara  Maria. 

D 

Streeter,  Howard  Alvertus. 

B 

Sweet,  Ellsha  Wilbur. 

D 

Strickland,  Samuel  Perley. 

D 

Sweet,  Ernest  Albert. 

D 

Strong,  Charles  Howard. 

D 

Sweet,  Frederick  Benonl. 

S 

Strong,  Frederick  Finch. 

B 

Sweet,  Job. 

D 

Strong,  James  Henry. 

B 

Sweet,  John  Henry,  Jr. 

D 

Strong,  Lawrence  Watson. 

B 

Sweet,  Orrln  Preston. 

A 

Strong,  Thomas  Morris. 

D 

Sweet,  Wlllard  Hamilton. 

A 

Stuart,  Frederick  William. 

A 

Sweetser,  Frederic  Ellsworth. 

A 

Stuart,  James  Henry. 

A 

Sweetsir,  Charles  Leslie. 

D 

Stubbs,  Frank  Raymond. 

A 

Swett,  George  William. 

D 

Stubbs,  Richard  Henry. 

A 

Swett,  Percy  Walter. 

D 

Sturgls,  Benjamin  Franklin,  Jr. 

D 

Swift,  Frederic  Norman. 

D 

Sturgis,  Walter  Horatio  Wakeman. 

D 

Swift,  Henry  Marshall. 

A 

Sturtevant,  Charles. 

A 

Swift,  John  Baker. 

D 

Sturtevant,  Charles  Alton. 

A 

Swift,  Lawrence  Chew. 

A 

Stutson,  William  Peckham. 

A 

Swift,  Robert. 

D 

Styles,  Myron  Francis. 

A 

Swift,  William  Nye. 

A 

Sulfa,  George  Alson. 

D 

Swope,  Dalva  Hamlt. 

D 

Sugbrue,  Dennis  Francis. 

D 

Swope,  Oscar  Clinton. 

B 

Sullivan,  Daniel  Aloyslus. 

D 

Sylvester,  Charles  Porter. 

D 

Sullivan,  Daniel  Bartholomew. 

.  A 

Sylvester,  Stephen  Alden. 

A 

Sullivan,  Daniel  Henry. 

A 

Sylvester,  William  HHlman. 

D 

Sullivan,  Daniel  Thomas. 

B 

Sylvia,  Charles  Anthony. 

D 

Sullivan,  Florence  Augustine. 

A 

Sylvia,  Manuel  Vlctorino. 

D 

Sullivan,  Francis  Augustus. 

B 

Symonds,  Alice  Gertrude. 

A 

Sullivan,  James  Francis. 

A 

Symonds,  Benjamin  Ropes. 

A 

Sullivan,  James  Francis. 

A 

Synan,  William  Edward. 

A 

Sullivan,  James  Stephen. 

D 

Syrett,  Edgar  Charles. 

A 

Sullivan,  James  Stephen. 

D 

Tabor,  Edward  Orlando. 

B 

Sullivan,  John  Francis. 

D 

Taft,  Albert  Atherton. 

A 

Sullivan,  John  Henry. 

A 

Taft,  Mary  Florence. 

D 

Sullivan,  John  Joseph. 

D 

Taft,  Maud  Emllie. 

A 

Sullivan,  John  Thomas. 

A 

Talbot,  George  Henry. 

D 

Sullivan,  John  Thomas,  Jr. 

A 

Talbot,  Winthrop  Tlsdale. 

B 

Sullivan,  Joseph  Lawrence. 

D 

Tallant,  Alice  Weld. 

D 

Sullivan,  Leon  Daniel. 

D 

Tallman,  Arthur  Doyle. 

A  ' 

Sullivan,  Michael  Francis. 

A 

Tallman,  Augustus  Littlefield. 

B 

Sullivan,  Patrick  Eugene. 

B 

Tallman,  William  Cyprian. 

A 

Sullivan,  William  Joseph. 

D 

Taminosian,  Timotheus. 

D 

Sumner,  Harry  Herbert. 

A 

Tanner,  John  Alexander. 

C 

Sumner,  Philip  S. 

B 

Taplin,  George  Colby. 

A 

Suter,  William  Norwood. 

D 

Tarbell,  Harold  Appleton. 

D 

Sutherland,  Jane  Hunting. 

A 

Taaker,  Frank  Edwin. 

A 

Sutherland,  John  Preston. 

A 

Tasst,  Joseph  Chrysanthe  Edward. 

D 

Swain,  Howard  Townsend. 

A 

Tatum,  Rives. 

A 

Swain,  Mary  Lizzie. 

A 

Taylor-Cole,  Anna  Bessie. 

D 

Swain,  Oliver  Alden  Tinkham. 

A 

Taylor,  Charles  Warren. 

A 

Swan,  Charles  Louis. 

A 

Taylor,  Edward  Wyllys. 

A 

Swan,  Charles  Walter. 

D 

Taylor,  Erwln  Hartwell. 

A 

Swan,  Henry  Storer. 

A 

Taylor,  Esther  Woodman. 

A 

Swan,  Jesse  Johnson. 

A 

Taylor,  Frederic  Weston. 

A 

Swan,  Roscoe  Wesley. 

D 

Taylor,  Frederick  Leon. 

A 

Swan,  Will  Howard. 

A 

Taylor,  George  Lyman. 

A 

Swan,  William  Donnlson. 

B 

Taylor,  Henry. 

i 
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E 

E 
A 
D 
D 
A 
A 
A 
A 
A 
D 
A 
C 
D 
D 
D 
B 
A 
A 
A 
D 
A 
A 
A 
B 
D 
A 
A 
E 
A 
B 
D 
A 
A 
A 
A 
C 
A 
B 
D 
D 
D 
D 
D 
F 
D 
A 
D 
A 
A 
A 
D 
A 
E 
A 
D 
C 
A 
D 
B 


Taylor,  James,  Jr. 
Taylor,  John  Dan  forth. 
Taylor,  Jubal  George. 
Taylor,  Stella  Mary. 
Teahan,  William  John. 
Temple,  Franklin  Stuart. 
Temple,  Hiram. 
Temple,  William  Franklin. 
Ten  Broeck,  Stanton  Jacob. 
Tenney,  Benjamin. 
Tenney,  Elmer  Seth. 
Tenney,  John  Arthur. 
Tenney,  William  Northend. 
Tessler,  Charles. 
Tttreau,  Thomas. 
Thatcher,  Haines  C. 
Thayer,  Charles  Nathaniel. 
Thayer,  Charles  Paine. 
Thayer,  Eugene. 
Thayer,  George  Dickinson* 
Thayer,  Hartley  Wales. 
Thayer,  Henri  Rledelle. 
Thayer,  Samuel  Chase. 
Thayer,  Samuel  Ezra. 
Thayer,  Washington  Irving. 
Thayer,  William  Hewing. 
Thayer,  William  Sydney. 
Therrien,  Edward  Joseph. 
Therrien,  John. 
Thlssell,  Joseph  Abbott 
Thomas,  Adelida  Annabel. 
Thomas,  Carlton  Revere. 
Thomas,  Caroline  Louise. 
Thomas,  Charles  Holt. 
Thomas,  Flavel  Shurtleff. 
Thomas,  George  Francis. 
Thomas,  George  Henry. 
Thomas,  John  Jenks. 
Thomas,  John  Wlllard. 
Thomas,  Raphael  Clarke. 
Thomasson,  Aaron  Hood,  Jr. 
Thombs,  Samuel  Brackett. 
Thomes,  John  Blanohard. 
Thompson,  Arthur  Percival. 
Thompson,  Augustln. 
Thompson,  Charles  Arthur. 
Thompson,  Charles  Harsh. 
Thompson,  Charles  Edward. 
Thompson,  Charles  Oscar. 
Thompson,  Eben. 
Thompson,  Edward  Charles. 
Thompson,  Edward  Henry. 
Thompson,  Frederick  Henry. 
Thompson,  Frederick  Henry,  Jr. 
Thompson,  George  Eben. 
Thompson,  George  Southwick. 
Thompson,  Harry  John. 
Thompson,  James  Gillespie. 
Thompson,  John  Budd. 
Thompson,  John  Buxton. 


A  Thompson,  John  Henry. 

A  Thompson,  John  Joseph. 

A  Thompson,  John  McQuaid. 

D  Thompson,  John  Stephen. 

B  Thompson,  Marshall  Elery. 

D  Thompson,  Peter  Hunter. 

D  Thompson,  Ralph  Leroy. 

D  Thompson,  Richard  Henry. 

A  Thompson,  Richard  Josephs 

A  Thomson,  George  Francis. 

D  Thorn,  Edwin  Cyrus. 

A  Thorndlke,  Augustus. 

A  Thorndlke,  Paul. 

D  Thorning,  William  Burton. 

A  Thornton,  James  Brown. 

B  Thornton,  William. 

B  Thorpe,  Benjamin  Franklin. 

A  Thorpe,  Edward  Elephalet. 

B  Thumin,  Samuel. 

A  Thuot,  John  Vincent 

A  Thurber,  Madison  Templetoi 

B  Thurlow,  Edgar  Theodore. 

A  Thurlow,  John  Howard. 

A  Thurston,  Rufus  Leander. 

A  Tibbltts,  James  Thomas. 

A  Tierney,  Edward  Howran. 

A  Tierney,  Martin  Henry. 

D  Tierney,  Thomas  Francis* 

A  Tigh,  Frederick. 

A  Tilden,  Frank  Elmer. 

B  Tilden,  Irving  Niles. 

D  Tlloston,  Wilder. 

A  Tilton,  Edward  James* 

A  Tilton,  Frank  Herbert 

A  Tilton,  Joslah  Odin. 

A  Tilton,  Letitla  Marie. 

D  Tilton,  Nellie  Norris. 

A  Timmins,  Patrick  Joseph. 

F  Tingley,  Benjamin  Wilson-. 

D  Tingley,  Louise  Paine. 

A  Tinker,  Martin  Buel. 

A  Tinkham,  Granville  Wilsonv 

A  Tirrell,  Vinson  Meader. 

A  Titcomb,  George  Eugene. 

D  Tobey,  Carter  McVlne. 

E  Tobey,  Edward  Nelson. 

A  Tobey,  George  Lorlng. 

A  Tobey,  Walter  Henry. 

A  Tobin,  James  Henry. 

E  Tobln,  John  Henry. 

E  Todson,  Clara  Leona. 

A  Tolman,  Julia. 

A  Tompkins,  Albert  Henry. 

A  Toomey,  John  Peter. 

A  Toomey,  Thomas  Patrick. 

D  Toothaker,  Horace  Edward. 

D  Torbert,  James  Rockwell. 

D  Torrey,  John  Paine. 

A  Torrey,  Noah. 

A  Torrey,  Samuel  William. 
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D  Totman,  Virgil  Connor. 

A  Tower,  Charles  Bates. 

A  Tower,  Frederick  Russell. 

A  Tower,  George  Augustus. 

D  Towle,  Benjamin  Newell. 

D  Towle,  Cbarles  Edward. 

A  Towle,  Fred  Scates. 

A  Towle,  Harvey  Parker. 

A  Towle,  Henry  Charles. 

B  Towne,  Charles  Jefferson. 

B  Towne,  William  Alexander. 

A  Townsend,  Charles  Wendell. 

D  Townsend,  David. 

C  Townsend,  Willis  Merrick. 

D  Tozier,  Charles  Herman. 

B  Tracy,  Christopher  Columbus. 

A  Tracy,  Edward  Aloyslns. 

A  Tracy,  Thomas  Henry. 

D  Tracey,  John  Matthew. 

A  Trafton,  Alonzo  Gardiner. 

D  Trainor,  John  Brett. 

D  Traver,  Alvah  Harry. 

A  Traver,  Edward  Clarence. 

C  Treanor,  John  Peter. 

A  Trecartln,  David  Mnnson. 

D  Tresillan,  Florence  Harvey. 

D  Tripp,  George  Alston. 

A  Trow,  Cornelius  Oilman. 

A  Trow,  William  Marshall. 

A  Trowbridge,  Edward  Henry. 

D  Troxell,  George  Allen. 

D  Trudeau,  Marc  Aurele. 

A  Trudeau,  Wilfrid. 

A  Trudel,  Jacques  Joseph. 

A  True,  Herbert  Osgood. 

D  True,  Richard  Smith. 

A  Trueman,  Harmon  Silas. 

D  Truesdale,  Philemon  Edwards. 

A  Trueworthy,  Edwin  Weston. 

D  Truslow,  Walter. 

B  Tuck,  Lucy  Wad 8 worth. 

A  Tucker,  Edward  Tobey. 

A  Tucker,  Samuel  Chase. 

A  Tucker,  William  Emerson. 

A  Tucker,  Willis  Leroy. 

A  Tully,  Edward  Joseph. 

E  Tupper,  Arthur  Gordon. 

A  Tupper,  Augustus  Maclanchlan. 

C  Tupper,  John  Darrow. 

A  Turner,  Augustus  Walter. 

D  Turner,  Charles  Haverly. 

D  Turner,  Charles  Humphrey. 

A  Turner,  Maurice  Worcester. 

D  Tustin,  Ruth. 

A  Tuttle,  Albert  Henry. 

A  Tuttle,  Frances  Caroline. 

A  Tuttle,  George  Herman. 

A  Tuttle,  George  Thomas. 

A  Tuttle,  Karl  Rand. 

A  Twltchell,  Edward  Thayer. 


A  Twltchell,  George  Pierce. 

A  Twombley,  Edward  Lambert. 

A  Tygesson,  Alfred. 

A  Tyler,  Albert  Mason. 

A  Tyler,  John  Bennett. 

A  Tyler,  Waldo  Henry. 

D  Tyrode,  Maurice  Paul  Octave 

Vejux. 

A  Underbill,  Charles  Dudley. 

D  Underhill,  Elizabeth  Colden. 

B  .Underbill,  George  Herbert. 

D  Underhill,  Samuel  Graham. 

A  Underwood,  David  Gleaaon. 

D  Underwood,  Francis  Andrew. 

A  Underwood,  George  Baker. 

A  Underwood,  George  Latham. 

E  Underwood,  Horton  Fay. 

D  Up  ham,  Emily  Clark. 

D  Upton,  Charles  Louis. 

A  Urlch,  John  Henry. 

C  Urie,  John  Francis. 

A  Urquhart,  John  Edwin. 

A  Utley,  Edward  Bo  swell. 

A  Utley,  James. 

A  Utley,  Maurice  Howell. 

A  Valentine,  Henry  Charles. 

D  Valentine,  John  Forrest. 

A  Van  Allen,  Harvey  Ward. 

B  Van  Alstyne,  Seymour  March. 

D  Van  Deursen,  George  Llvesey. 

D  Van  Magness,  Benjamin,  Jr. 

D  Van  Marter,  Le  Roy  John. 

A  Van  Pelt,  Gertrude  Wyckoff . 

D  Van  Rensselaer,  Henry  Rensselaer- 

D  Van  Winkle,  Peter. 

D  Vance,  Michael  E. 

A  Vander  Burgh,  David  Williams. 

A  Varney,  Edith  Charles. 

A  Varney,  Fred  Elbrldge. 

E  Varnum,  Leavitt  R.  J. 

A  Vaughan,  Charles  Everett. 

A  Vaughan,  Jonas  Hobart. 

D  Verboff,  Frederick  Herman. 

A  Vermllye,  Oscar  Eugene. 

A  Verner,  Ismael. 

A  Vlckery,  Herman  Frank. 

A  Vlckery,  Lucia  Florence. 

A  Vietor,  Agnes  Caecilia. 

D  Vlgeant,  Joseph  Edward. 

D  Viger,  Joseph  Edmund  Avlla. 

A  Vlles,  Clarence  Albertns. 

A  Vlnal,  Frank  Thomas. 

E  Vlnal,  Harry  Gardner. 

D  Vlnal,  Walter  Henry. 

A  Vincent,  Philip. 

B  Viney,  William  Henry. 

A  Virgin,  Franklin  Pierce. 

D  Vogel,  George  Louie. 

E  Vogel,  James  Oswald. 

D  Von  Sonneberg,  Archie  Siegfried. 
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A 

D 

D 

B 

A 

A 

B 

D 

A 

A 

A 

B 

D 

A 

B 

E 

A 

A 

D 

A 

B 

A 

A 

D 

A 

D 

A 

D 

D 

C 

A 

D 

D 

A 

D 

D 

A 

D 

D 

A 

D 

E 

D 

A 

D 

A 

E 

E 

D 

A 

A 

A 

D 

A 

A 

A 

B 

D 

D 

B 


Vose,  Albert  Churchill. 
Vose,  Robert  Henry. 
Voss,  John  William. 
Wade,  George  Washington. 
Wadsworth,  Oliver  Fairfield. 
Wadsworth,  Peleg. 
Wagner,  David. 
Wait,  Sheridan  Paul. 
Walte,  Clarence  Howard. 
Walte,  Lorenzo. 
Wakefield,  Albert  Tolman. 
Wakefield,  Josiah  Judson. 
Walcott,  Henry  Joel,  Jr. 
Walcott,  Henry  Pickering. 
Wales,  Edward  Clarence. 
Wales,  Ernest  de  Wolfe. 
Walker,  Alexander  Taylor. 
Walker,  Augustus  Chapman. 
Walker,  David  Harold. 
Walker,  Frank  Clifford. 
Walker,  Gustavus  Freedom. 
Walker,  James  Taylor. 
Walker,  James  William. 
Walker,  Lewis  Marshall. 
Walker,  Thomas  Jackson. 
Walker,  Wallls  Dunlap. 
Walker,  William. 
Walker,  William  Emrich. 
Walker,  William  Pomp. 
Walkley,  William  Samuel. 
Wallace,  Frank  Huron. 
Wallace,  George  Loney. 
Wallace,  John. 
Waller,  Thomas  Gllmore. 
Wallis,  Nathaniel. 
Walsh,  Charles  Francis  Adams. 
Walsh,  Charles  Joseph. 
Walsh,  John  Edward. 
Walsh,  Thomas  Emmet. 
Walton,  George  Lincoln. 
Walton,  William  Joseph. 
Ward,  Edward  Silvanus. 
Ward,  Frederick  Spalding. 
Ward,  George  Otis. 
Ward,  Parker  Myles. 
Ward,  Rollln  Clayton. 
Ward,  William  Greenleaf . 
Warden,  Ralph  Alexander. 
Wardsworth,  Richard  Goodwin. 
Wardwell,  Perclval  Goodwin. 
Wares,  Abel. 

Warner,  Carmlllus  Turten. 
Warner,  Charles  Norton. 
Warner,  Emerson. 
Warner,  Frederick  Augustus. 
Warner,  Henry. 
Warner,  Thomas  Jefferson. 
Warren,  Alva  Harding. 
Warren,  Arthur  Fay. 
Warren,  Edwin  Smith. 


A  Warren,  Ernest  Lelghton. 

D  Warren,  Franklin  Lafayette. 

D  Warren,  Henry  Stanley. 

A  Warren,  Herbert. 

A  Warren,  Hobart  Endlcott. 

A  Warren,  John  Collins. 

A  Warren,  John  Kelso. 

A  Warren,  Orin. 

D  Warren,  William  Barnard. 

B  Warren,  William  Marvin. 

A  Warren,  William  Thomas. 

A  Warwick,  James. 

A  Washburn,  Elliott. 

E  Washburn,  Frank  Hall. 

D  Washburn,  Frederic  Augustus. 

A  Washburn,  George  Hamlin. 

B  Washburn,  Vienna  Amelia  Parsons. 

D  Wasson,  Watson  Lovell. 

D  Waterhouse,  Henry  Edwin. 

D  Waterman,  George  Arthur. 

B  Waters,  Samuel  William. 

D  Watkeys,  Frederick  William. 

B  Watkins,  Charles  Edward. 

A  Watkins,  Robert  Lincoln. 

D  Watkins.  Royal  Philip. 

C  Watson,  Francis  Sedgewick. 

D  Watson,  Frank  Gllman. 

B  Watson,  Fred  William. 

A  Watson,  George  Henry. 

A  Watson,  James  Maurice. 

D  Watson,  Walter  Llnwood. 

A  Watson,  William  Purkis. 

A  Waiters,  William. 

D  Watters,  William  Henry. 

A  Wattles-Faunoe,  Mary  Ann. 

D  Watts,  Harry  Adelbert. 

A  Watts,  Henry  Fowler  Hansford. 

D  Weaver,  George  Albert. 

A  Webb,  Mary  Elizabeth. 

A  Webb,  Melville  Emerson. 

D  Webb,  Walter  James. 

A  Webber,  Alonzo  Carter. 

A  Webber,  Amos  Paterson. 

A  Webber,  Frank  Orland. 

C  Webber,  Frederick  Ward. 

A  Webber,  George  Franklin. 

D  Webber,  Henry  Allen. 

A  Webber,  Horace  Green. 

A  Webber,  Samuel  Gilbert. 

D  Webster,  George. 

A  Webster,  George  Arthur. 

A  Webster,  Helen  Baker  Worthing. 

A  Webster,  Jonathan  Edwards. 

A  Webster,  Joseph  Rowe. 

D  Weed,  George  Franklin. 

A  Weeks,  Charles  Tupper. 

A  Weeks,  Joshua  Franklin. 

D  Weeks,  William  Joshua. 

D  Weldner,  Calvin. 

D  Well,  Edna  Helen. 
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A 

Weinerovltch,  Nocbine. 

D 

A 

Weinstein,  Isaac. 

E 

A 

Weir,  Frank  Le  Sieur. 

B 

D 

Wei  8,  Joseph  Deutsch. 

A 

A 

Welser,  Walter  Rupert. 

>  D 

D 

Welcb,  David  Francis. 

E 

A 

Welcb,  Edward  John. 

A 

D 

Welcb,  George  Oakes. 

D 

A 

Welch,  John  Frederick. 

A 

A 

Weller,  Francis  Joseph. 

D 

D 

Wellington,  Claude  Ryder. 

C 

F 

Wellington,  James  Lloyd. 

A 

D 

Welles,  Delbert  Arthur. 

C 

D 

Wells,  Abner  Toothaker. 

A 

D 

Wells,  David  Washburn. 

A 

A 

Wells,  Frank. 

A 

A 

Wells,  James  Lee. 

A 

D 

Wells,  John  Milton. 

C 

B 

Wennerberg,  Francis  Joseph. 

A 

A 

Wentworth,  Arthur  Howard. 

D 

C 

Wentworth,  Caroline  Young. 

A 

D 

Wentworth,  Harry  Wilder. 

C 

B 

Wentworth,  Horace. 

D 

A 

Wentworth,  Jacob  Brackett. 

D 

D 

Wentworth,  Lowell  Franklin; 

A 

A 

Wentworth,  Walter  Henry. 

D 

D 

Wentworth,  William  Bzekiel. 

A 

D 

Wentworth,  William  Parish. 

A 

A 

Wentworth,  William  Warren, 

A 

A 

Werner,  Anders  Christen. 

D 

A 

Werner,  Jullns  Dominick. 

A 

D 

Wescott,  William  Henry. 

A 

B 

Wesley,  Charles  Main. 

A 

A 

Wesley,  John  Lyman. 

D 

A 

Wesley,  Sarah  Jane. 

A 

A 

Wesselhoeft,  Conrad. 

A 

A 

Wesselhoeft,  Walter. 

A 

C 

Wesselhoeft,  William  Fessenden. 

B 

C 

Wesselhoeft,  William  Palmer. 

D 

D 

West,  Bertha  Helen. 

D 

A 

West,  Edward  Graeff. 

D 

A 

West,  George  Leon. 

A 

B 

West,  Pliny  Hume. 

D 

D 

Westall,  John. 

A 

A 

Westergren,  Frances  Clarke. 

A 

A 

Weston,  George  Drake. 

A 

Weston,  Isabel  Gray.     • 

A 

D 

Westwood,  Mabel  Inez. 

A 

A 

Wetherbee,  Angeline  Giles. 

B 

D 

Wetherbee,  Lucy  Emma. 

D 

A 

Wetherbee,  Roswell. 

C 

A 

Wetherbee,  Sarah  Lucretla. 

A 

A 

Wetherell,  Arthur  Bryant. 

A 

A 

Whalley,  Thompson. 

A 

A 

Wheatley,  Frank  George. 

D 

D 

Wheaton,  James  Lucas,  Jr. 

A 

A 

Wheeler,  Alfred  Augustus. 

D 

A 

Wheeler,  Charles  Augustus. 

A 

A 

Wheeler,  Charles  Douglas. 

A 

A 

Wheeler,  Edward  Reed. 

B 

Wheeler,  Emma  Hammond. 
Wheeler,  George  Day. 
Wheeler,  Oilman  Avery. 
Wheeler,  Harry  Deveraux. 
Wheeler,  James  Hudson. 
Wheeler,  Jenness  Day. 
Wheeler,  Leonard. 
Wheeler,  Lucia  Anna. 
Wheeler,  Morris  Plumer. 
Wheelock,  Albert  Andrews. 
Whipple,  Albert  Lawrence. 
Whipple,  Farrington  Hasbam 
Whipple,  Frank  Lewis. 
Whiston,  Edward  Andem. 
Whltaker,  Clarence  Wilder. 
Whltcombe,  Charles  Reed. 
White,  Belle  Joanna  Piatt. 
White,  Charles  James. 
White,  Charles  Warren. 
White,  Clifford  Allen. 
White,  Edward  Forest. 
White,  Eraory  Lincoln. 
White,  Everett. 
White,  Franklin  Warren. 
White,  George  Edwin. 
White,  Henry  George. 
White,  Herbert  Warren. 
White,  Horace  Carr. 
White,  James  Clarke. 
White,  Jonathan  Hutchings. 
White,  Leon  Edward. 
White,  Leonard  Darling. 
White,  Levi. 
White,  Michael  William. 
White,  Robert. 
White,  Walter  Henry. 
White,  William  Allen. 
Whltford,  Robert  Atwood. 
Whitehead,  Eugenia. 
Whitehead,  Mary  Charlotte. 
Whitehead,  Wlllett  William. 
Whltehill,  George  Edward. 
Whiteside,  George  Shuttuck. 
Whltford,  Andrew  Foster. 
Whiting,    George    Washington 

Whitney. 
Whiting,  Lewis. 
Whiting,  Walter  Booth. 
Whitman,  Edson  Fobes. 
Whitman,  William  Dutcher. 
Whltmarsh,  Willard  Francis. 
Whitmore,  Albion  Stlnson. 
Whitney,  Charles  Alvano. 
Whitney,  Charles  Melville. 
Whitney,  Chester  Field  Smith. 
Whitney,  Edward  Melville. 
Whitney,  John  Augustus. 
Whitney,  William  Fiske. 
Whitney,  William  Herbert. 
Whlttaker,  William  Austin. 
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A  Whittemore,  Dwigbt  Stanley. 

A  Whitten,  George  Edwin. 

D  Whittier,  Cordelia  Melvina. 

A  Whittier,  Daniel  Bralnard. 

A  Whittier,  Francis  Fremont. 

B  Whittier,  Helen  Adelaide. 

D  Whoriekey,  John  Joseph. 

D  Wlggin,  Ralph  Cleaves. 

A  Wight,  Daniel  Webster. 

A  Wight,  George  Dewitt. 

D  Wight,  Thomas  Henry  Toynbee. 

<C  Wilbur,  Alliston  Chester. 

B  Wilbur,  Ezra  Richmond. 

A  Wilbur,  Hubert  Granville. 

A  Wilbur,  Sarah  Mann. 

A  Wilcox,  Dorvll  Miller. 

D  Wilcox*  Franklin  Samuel. 

A  Wild,  George  Warren. 

A  Wilder,  Raymond  Sargent. 

A  Wilder,  Sarah  Elizabeth. 

A  Wildes,  Adeline  Wllkius. 

D  Wiley,  Harriet  Mary. 

B  Wllinsky,  Adolph. 

A  Wilkin,  Anna  Maria. 

D  Wilkins,  Charles  Downes. 

D  Wilkins,  George  Clarence. 

A  Wilkins,  George  Henry. 

D  Wlllard,  Frederick  Buell. 

B  Wlllard,  Mary  Antoinette. 

D  Williams,  Abram  Case. 

A  Williams,  Augustus  Gilbert. 

B  Williams,  Benjamin  Barney. 

A  Williams,  Charles  Crosby. 

E  Williams,  Charles  Edward. 

C  Williams,  Charles  Herbert. 

A  Williams,  Christopher  Earle. 

B  Williams,  Clara  Augusta. 

D  Williams,  Dudley  Abeel. 

C  Williams,  Edward  Denlson. 

A  Williams,  Edward  Russell. 

A  Williams,  Edward  Tufts. 

A  Williams,  Frances  Elizabeth. 

A  Williams,  Francis  Henry. 

•C  Williams,  Frank  Percival. 

D  Williams,  Frederic  Allen. 

A  Williams,  Harold. 

A  Williams,  Harry  Augustus. 

D  Williams,  Harry  Edwin. 

A  Williams,  Henry  Clarence. 

D  Williams,  Hubert  Joseph. 

D  Williams,  Hugh. 

A  Williams,  Jacob  Lafayette. 

A  Williams,  Joseph. 

D  Williams,  Pearl. 

A  Williams,  Sara  Jane. 

B  Williams,  Thomas  Francis. 

1)  Williams,  Virans  Van. 

B  Willis,  Andrew  Everett. 

D  Willis,  Charles  Austin. 

D  Willie,  John  Embert. 


C  Willis,  John  Warren. 

B  Willis,  Joslah  Greene. 

A  Willis,  Reuben. 

D  Wilson,  Almira  Janette. 

D  Wilson,  George  Gordon  Byron. 

A  Wilson,  Georgiana. 

A  Wilson,  Charles  Milo. 

A  Wilson,  Charles  Oscar. 

A  Wilson,  Darius. 

D  Wilson,  Erastus  Lozier. 

C  Wilson,  Frederic  Newhall. 

A  Wilson,  George  Slooomb. 

A  Wilson,  Howard  Eugene. 

A  Wilson,  John  Bradford. 

D  Wilson,  John  Herbert. 

D  Wilson,  Louis  Thornton. 

A  Wilson,  Nettie  Frances  Moaner. 

D  Wilson,  Robert  Browning. 

D  Wilson,  William  Eaton. 

D  Wlms,  Denis  Patrick. 

E  Winchester,  George  Wesley. 

A  Windsor,  Sarah  Sweet. 

A  Wing,  Clifton  Ellis. 

A  Wing,  Edward  Pay  son. 

E  Wlngersky,  Abraham  SamueL 

A  Winkler,  Joseph  Alexander. 

A  Winkley,  Jonathan  Wlngate. 

A  Winn,  Charles  Henry. 

B  Wlnslow,  Benjamin  Sabert. 

A  Wlnslow,  Edward  Smith. 

D  Wlnslow,  Frederick  Bradlee. 

A  Wlnslow,  Kenelm. 

D  Wlnslow,  William  Henry. 

D  Wlnslow,  Richard  Elliott. 

A  Wlswall,  Edward  Hastings. 

A  Wltham,  Charles  Henry. 

D  Wlthee,  Frederick  Elmarien. 

A  Withington,  Alfreda  Bosworth. 

A  Withington,  Charles  Francis. 

A  Witt,  Stephen. 

A  Witter,  Wilbur  Flake. 

D  Wlx,  George  Brinton. 

A  Wolcott,  Grace. 

B  Wolcott,  Joseph  Arthur. 

A  Wood,  Albert. 

D  Wood,  Duncan  McRuar. 

A  Wood,  Edward  Stickney. 

A  Wood,  Henry  Austin. 

D  Wood,  Isabella  Smith. 

A  Wood,  Julia  Beard. 

D  Wood,  Mary  Anna. 

D  Wood,  Nathaniel  Knight. 

A  Wood,  Nelson  Mervin. 

A  Wood,  Norman  Perkins. 

A  Wood,  Rosto  Owin. 

A  Wood,  Stephen  Andrew. 

A  Woodbury,  Charles  Edward. 

D  Woodbury,  Frank  Taylor. 

A  Woodbury,  George  Edwin. 

D  Woodbury,  Herbert  El  we  11. 
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A 

Woodbury,  Louis  Augustus. 

A 

Wrlghtt  James  Henry. 

A 

Woodbury,  Stlllman  Phlletus. 

A 

Wright,  John  Homer. 

A 

Woodbury,  William  Richardson. 

A 

Wright,  Mary  Jane. 

D 

Woodbead,  Raynor. 

B 

Wright,  William. 

A 

Woodlll,  George  Franklin. 

B 

Wunsch,  Paulina. 

A 

Woodman,  Aurin  Payson. 

B 

Wyer,  Harry  Gage. 

A 

Woodman,  George  Sullivan. 

A 

Wylle,  Ella  Rosalind. 

A 

Woodman,  Julia  Frances. 

C 

Wylle,  Eugene  Cushman. 

A 

Woodruff,  Morgan  Lewis. 

E 

Wyman,  Harry  Monroe. 

D 

Woodruff,  Richard  Allen. 

A 

Wyman,  John  Lansen. 

D 

Woodruff,  William  Jeasup. 

A 

Wyman,  Morrill. 

A 

Woods,  Charles  Edwin. 

D 

Wynne,  Richard. 

A 

Woods,  Charles  Livingston. 

D 

Yager,  Granville  Lewis. 

A 

Woods,  Frank  Aylmer. 

A 

Yale,  Charles  Henry. 

D 

Woods,  George  Lyman. 

A 

Yale,  Joseph  Cummings. 

A 

Woods,  Jarvis  Uriah. 

D 

Yale,  Leroy  Milton. 

A 

Woods,  Jonathan  Henry. 

E 

Yardume,  Manoug  Garabet. 

■C 

Woods,  Prince  Tannatt. 

D 

Yeaton,  George  William. 

D 

Woodward,  Charles  Todd. 

A 

Yenetcbl,  Henry  A  ins  worth. 

A 

Woodward,  Johnson  Rufus. 

D 

Yoosuf,  Abraham  Kevork. 

A  Woodward,  Lemuel  Fox. 

A  Woodward,  Samuel  Bayard. 

A  Woodworth,  Dwight  Sidney. 

D  .Woodworth,  Helen  Ida. 

E  Woodworth,  John  Dawson  Roswell. 

E  Wooldridge,  Frederick  Vanuzem. 

A  Woolly,  Emma  Myrtlce. 

A  Worcester,  Alfred. 

A  Worcester,  Edward. 

A  Worcester,  Fltzwilliam  Sargent. 

A  Worcester,  George  Waldron. 

A  Worcester,  John  Fonerden. 

D  Wormelle,  Charles  Burton. 

E  Worth,  Edward  Philip. 

D  Worthen,  Charles  Arthur. 

D  Worthing,  Frank  Ber telle. 

D  Worthington,  Arthur  Morton. 

D  Wose,  Alfred  Millard. 

D  Wren,  William  Guy. 

D  Wright,  Charles  Sias. 

D  Wright,  Charles  Wardsworth. 

C  Wright,  EUphalet. 

A  Wright,  Erwin. 

B  Wright,  Frank  Edward  Kemble. 

D  Wright,  George  Hermann. 

A  Wright,  Helen  La  Forest. 


E  York,  Herbert  Leroy. 

A  York,  Roger  Sherman. 

A  Yorke,  Albert  Daniel. 

A  Young,  Benjamin  Herbert. 

A  Young,  Charles  Sayward. 

A  Young,  Edgar  William. 

A  Young,  Edmund  Sanford. 

B  Young,  Emma  Elizabeth. 

D  Young,  Ernest  Bo  yen . 

C  Young,  Jonathan  Frank,  Jr. 

A  Young,  John  Daniel. 

A  Young,  John  Francis. 

A  Young,  John  Franklin. 

A  Young,  Ley ander  John. 

D  Young,  Oscar  Cummings. 

E  Young,  Ralph  Randal. 

D  Young,  Roy  Demas. 

D  Young,  Ward. 

A  Young,  William  Henri  Antonio. 

B  Yost,  John  Dixon. 

A  Yvon,  Jean  Baptlste  Wilfred. 

A  Zabrlskie,  Frank  Hunter. 

B  Zannos,  George  Anast. 

D  ZlpUnsky,  Henry  Edward. 

A  Ziselman,  Max. 


